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SVRURUS 
HVPORHOSRHITUM 

One  of  the  most  efficient,  most  complete,  and 
best  all-round  Tonics  in  the  Materia  Medica! 


FOR  FOUR  AND  A  HALF  DECADES  ITS  REPUTATION 
HAS  BEEN  CONSTANTLY  INCREASING! 


Reject 


^2005 


'  Cheap  and  Inefficient  Substitute! 
Preparations  "Just  as  Good** 


o^^ 


Entered  accordinK  to  Act   of  the  Parliament  of   Canada,  in  the  ycat  one   thousand  nine  hundred  and  tw«lT# 
bv  the  Publishers  at  the  Department  of  Acriculture      All  rinhts  reserved. 

IITDSZ    TO    ADVESTISEBS,   Faffe    ZVI. 


The  best  antiseptics  are  undoubtedly  those  which  are  potent  to  inhibit 
the  multiplication  or  numerical  nrrowth  of  micro-orifanisms,  and  yet  have  no 
injurious    effect    upon  the    tissues  in  which  the  healinK    process  is  Koing  on 

LISTERINE 

A   safe   non-poisonous,   unirritating  antiseptic  solution 

Listerine  emboilies  a  two-fokl  antiseptic  effect,  in  tliat  after  the  evaporation  of  its 
volatile  consiituents — ihynie,  eucalyptus,  mentlia,  ;;aultlieria  ami  ethyl  alcohol — a  filin  of 
boracic  ami  benzoic  acids  remains  upon  the  surface  to  which  Listerine  has  been  applied, 
affording  more  prolonged  antiseptic  protection. 


CONSERVA'lIVl-:    TREATMKXT  OK  HAND  INJURIES  BY  MEANS  OF  WET 
ANTISEPTIC   DRESSINGS 

WILLIAM  PERRIN  NICOLSON.  M.D..  F.A.C.S..  Atlanta.  Georgia.  U.S.A. 

Ki-President  Medical  Association  of  Georgia  :    formerly    Professor    of    Clinical    Surgery.    Atlanta 

CoHcEc  of  Physici.ins  and  Surgeons  :  Professor  Anatomy  and  Oral  Surgery  and  President  of 

iouthern  Dental  College  :  Surgeon  and  President  St.  Joseph's  Infirmary,  etc. 

*  *  *  During  a  long  service,  many  years  ago,  as  railway  surgeon,  I  adopted  a  method  of 
treating  accidental  and  operative  wi>unds  which  has  been  of  such  infinite  value  to  me  that 
I  am  constrained  once  more  to  present  it  to  the  profession,  in  the  hope  that  tho.se  who  may 
adopt  it  may  have  the  sati.sfaction  it  has  given  me.  Time  and  continued  use  have  only 
.served  lo  convince  me  of  its  effectiveness,  and  to  give  ine  implicit  faith  in  its  results.  *  *  * 

Reprint  of  Dr    Nicolson's  article,  in  full,  may  be  had  upon  application  to 

Lambert  Pharmacal  Company,  2101  Locust  street,  st.  Louis,  mo. 


The  very  thing  for  Hospitals 

The  special  attention  of  Hospital 
Superintendents  is  called  to  the 

ROUSSEL  WIND  AND  DUST 
PROOF  REVOLVING  WINDOW 

.Nothing  could  be  more  suitable  for 
an     Institution,    as     this     window 

1 .  Guarantees  the  freest  ventilation. 

2.  Is  absolutely  dust  and  wind  proof. 

3.  Gives  the  most  perfect  safety  to  the 
window  cleaner,  preventing  injury  and 
possible  death. 

4.  Is  a  great  money  saver  in  fuel. 

5.  Csin  be  installed  in  old  or  new,  wood 
or  metal  frames. 

These  points  should  not  be  overlooked  by  a 
Hospital  Superintendent  in  putting  up  a  new 
building  or  wing. 

Full  information  from 

T.  J.  ROUSSEL  &  SON 

78  Niohtingale  St.  Hamilton,  Ont. 
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Ether  for  Anaesthesia 

HARTZ 

AN  ETHER  SPECIALLY  PREPARED 
AND  PURIFIED  FOR  ANAESTHESIA 

By  a  new  process  invented  by 
PROF.  G.  MICHAELIS 

This  new  process  enables  us  to  place  with  the 
Profession  an  Ether  far  superior  to  any  Ether  hereto- 
fore sold.  By  it,  impurities,  which  have  up  to  the 
present  been  found  in  small  quantities  in  the  best 
ethers,  have  been  entirely  eliminated. 

A  SIMPLE  TEST  MAY  BE  APPLIED  TO 
PROVE  THE  SUPERIORITY  OF  OUR  ETHER 

If  10-CC  of  our  Ether  be  shaken  with  1-CC  of  Nessler's 
reagent,  the  reagent  will  not  show  more  than  a  faint 
opalescence  ;  while  if  the  same  test  is  applied  to  other 
ethers  the  reagent  will  at  once  turn  dark,  due  to  the 
impurities  which  they  contain. 

We  Guarantee  the  Quality  of  Our  Ether 
and  Solicit   Your   Trial  Order 

SPECIAL   HOSPITAL   PRICES  FOR  QUANTITY 

THE  J.  F.  HARTZ  CO.,  LTD. 

Physicians'  and  Hospital  Supplies 

TORONTO  CANADA 

When   writing  advertisers,   please  mention  Tlie  Hospital  World. 
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Hospital  Superintendents 

should  instruct  their  Nurses  and  Domestics  to  use 

GILLETT'S  LYE 

for  disinfecting  sinks,  closets  and  drains.  It  is  also  ideal  for  the 
cleansing  of  urinals  and  bed  pans — in  fact  any  vessel  that  requires 
disinfecting.  Gillett's  Lye  should  always  be  used  for  scrubbing 
hospital  bath  tubs  and  operating  room  floors. 

For  cleansing  and  disinfecting.dissolve  one  teaspoonful  of  Gillett's 
Lye  in  two  gallons  of  water. 


BEWARE  OF  IMITATIONS 

E.  W.  Gillett  Co.  Ltd. 

TORONTO,  ONT. 

WinnipeK  Montreal 


Fishers'  Rustless  Insect  Screens 


"Purchase 
Made  in 
Canada 
Goods" 


For  Hospitals 
l/,;;  and  Similar 

Institutions 

An  abundance  of  fresh  air  is 
assured  without  the  fly  or 
insect  pest  when  windows 
and  doors  are  equipped  with 
Fishers'    Rustless  Screens. 

Estimates  furnished  for  any 
quantity  or  style  of  screen 
windows  and  doors. 

A.  &  F.  Fisher 

ManufactuTeri 
114  CHURCH  ST.,  TORONTO 
Ontario  Representatives  for  Pullman  Ven- 
tilators and    All -Metal    Weather    Strip. 


When   writing  advertisers,   please  mention  The  Hospital   World. 
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tvjo  Gi^^Pov, 


All  tlie  time 

Resistlessly     the     mighty     Niagara 
River   pours   over  the   Falls,  its 
energy   imprisoned   and    conver- 
ted into  a  great  driving  power. 

Resistlessly  the  power  of  all  the  imprisoned  gas 
is  exploded  directly  behind  the  piston  in  the 
McLaughlin  "  Valve-in-Head  "  Motor.  This  direct 
explosion  of  all  the  gas  enables  the  McLaughlin 
"Valve-in-Head"  Motor  to  deliver  its  mighty 
power — power  greater  than  any  other  type  of 
motor — and  this  delivery  of  power  is  the  primary 
fundamental   function  of   an   automobile   motor. 

,t  KrtGttUW  CARRIAGE  Cq  /,. 

•^t^\  W*-  Head  Office* Factories  *'*Mf>>m, 

5^  ^  OSHAWA,Qntario.  *^, 

Branches : 
St.  John,  N.B. ;    Montreal,  Que.;     Belleville,  Ont.  ;     Toronto,  Ont.  ;     Hamilton,  Ont.  ,    London,' Ont. ; 
Winnipeg,  Man.  ;  Regina,  Sask.  ;  Saskatoon,  Sask. ;  Calgary,  Alta. ;  Edmonton,  Alta. ;  Vancouver,  B.C. 


L    . 
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Dumb  Waiters 


Roelofson  self-restraining 
Dumb  Waiters  are  fast 
replacing  the  old  styles. 


They  are  so  constructed  that 
they  will  hold  the  car  station- 
ary at  any  point  desired  with- 
out the  use  of  brake  or  rope 
clamp. 

We  will  furnish  drawings  and 
estimates  of  cost  for  special 
machines  to  be  used  as  wall 
hoists,  freight  or  invalid  ele- 
vators. 


Roelofson  Elevator  Works 


GALT,  ONT. 


Physicians  Should  Remember 

That  we  are  prepared  to  give  them  the  best  of  service  in 
tire  repairs.  We  re-tread  or  vulcanize  casings,  repair  tubes, 
guaranteeing  all  of  our  work  to  be  done  by  trained  experts. 
Our  prices  are  the  lowest  in  Toronto  consistent  with  the 
best  quality  of  service.  We  also  have  a  complete  stock,  of 
tires  in  all  sizes,  plain  and  non-skid.  Please  consider  our 
office  headciuarters  for  doctors. 

THE  EMPIRE  SALES  AND  REPAIR  CO. 

85  Queen  Street  East 
TORONTO 

Free  Air  Service.  Phone  M.  4189  Free  Inspection 
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The  Hospital  Fly 


Hospital  authorities  know  they 
cannot  entirely  prevent  flies  from 
entering.  A  few  will  get  in  despite 
careful  screening  but 

No  Fly  Should  be  Allowed  to  Leave 
a  Hospital  or  Sick  Room 

It  seems  hardly  necessary  to  call 
attention  to  the  importance  of  pre- 
venting flies  from  leaving  any  room 
in  Hospital  or  home  where  there  is 
a  known  or  suspected  communicable 
disease. 

For  the  safety  of  the  public  as 
well  as  the  protection  of  the  patients 
in  the  hospital,  the  hospital  should 
be  kept  as  nearly  as  possible  free 
from  flies. 

Neither  traps,  poisons  or  fly  swat- 
ters destroy  the  germs  which  alone 
make  the  fly  dangerous. 


The  Sanitary  Fly  Destroyer 
Par-Excellence 

is  one  that  destroys  the  germs  withthe 
flies.  Tanglefoot  does  this  by  coat- 
ing both  fly  and  germs  with  a  var- 
nish from  which  there  is  no  escape. 
A  fly  caught  on  a  sheet  of  Tangle- 
foot is  embalmed. 

In  the  war  that  is  being  waged  on 
flies.  Tanglefoot  is  the  greatest  agent 
and  destroys  in  a  sanitary  way  over 
fifty  billion  flies  annually, — vastly 
more  than  all  other  means  combined. 

The  originators  of  Tanglefoot  Fly 
Paper  builded  better  than  they 
knew,  for  since  the  discovery  that 
flies  are  such  important  agents  in 
the  carrying  of  typhoid  and  other 
diseases.  Tanglefoot  Fly  Paper  has 
come  to  be  recognized  as  one  of  the 
great  sanitary  agencies  of  the  day. 


ANGLEFOO 

THE  SANITARY  FLY  DESTROYER 


Non-Poisonous 


CATCHES  THE  GERM  WITH  THE  FLY 


THEO.  &  W.  THUM  COMPANY,  DEPT.  218,  GRAND  RAPIDS,  MICH. 
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One  of  Our  Many  3  Piece  Sets 
Particularly  Suitable  for  Hospital  Use 


We  make  a  Specialty  of  Silverware  for  HOSPITALS, 
HOTELS,  CLUBS,'  STEAMBOATS  and  DINING 
CARS,  and  absolutely  guarantee  the  quality  of  same. 

Many  of  our  regular  designs  arc  illustrated  in  Catalogue  No.  25. 
We  are  ])re)>ared  to  submit  special  designs  on  application. 

FACTORIES    OF 

Canadian  Wm.  A.  Rogers,  Limited 

AND 

The  Toronto  Silver  Plate  Co.,  Limited,  Toronto 

WEST   KING    STREET 


When    writing  advertisers,    plea-se   mention   The    Hospital   World. 
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Hospital  Furniture  Manufactured  in  Canada 

■pJOSPITALS  throughout  the  Dominion  can  now  procure  Hospital 
Furniture  "  MADE  IN  CANADA."  This  announcement  will 
be  of  extreme  interest  in  these  days  of  patriotism,  when  home- 
made goods  should  receive  the  preference.  It  is  therefore  suggested 
that  Institutions  in  need  of  anything  in  the  Hospital  Furniture 
line,  including  Sanitary  Steel  Chairs,  Tubular  Chairs,  Sani- 
tary Back  Rests,  Bedside  Tables,  Ward  Tables,  Medicine 
Cabinets,  Wheel  Stretchers,  Dressing  Carriages,  Tray  and 
Food  Carriers,  Food  Carriages,  and  Bed  Screens  should 
FIRST  write  for  quotations  to — 

THE  METAL  CRAFT  CO. 

GRIMSBY  ONTARIO 

(Watch  this  space  next  month  for  further  announcement  ) 
BLUE  PRINTS  ON  REQUEST 


J.  C.  VANCAMP 

30  BLOOR  ST.  WEST,  TORONTO 
Funeral  Director  and  Embalmer 

PHONE   NORTH  702 

Mr.  VanCamp  is  a  member  of  the  Provincial  Board  of  Embalming 
Examiners,  appointed  by  the  Provincial  Parliament  under  the  Act 
respecting  Embalmers. 

THE  BOARD 

Mr.  T.  E.  Simpson        -       -       -        .  Sault  Ste  Marie,  Ontario. 

Mr.  J.  C.  VanCamp        -        -        -        30  Bloor  St.  West,  Toronto. 

Mr.  W.  G.  Burrows Chatham,  Ontario. 

Mr.  Jos.  L.  Teckell Belleville,  Ontario. 

Mr.  James  Torrance,  Milverton,   Ontario.  Secretary  of  the  Board. 


When  writing  advertisers,   please   mention   The   Hospital   World. 
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BEDSTEAD  VALUE 
for  HOSPITALS 

THE  name  of  '  Hoskins  '  on  a  hospital   bedstead  is 
as  good  as  a  guarantee.     It  stands  for   60  years' 
reputation    for   excellence    of    workmanship    and 
quality  of  material. 

HOSKINS' 

Hospital  Bedsteads 

have  received  the  commendation  of  hospital  authorities 
and  the  medical  profession  throughout  the  world.  They 
are  used  in  every  country.  They  are  specially  con- 
structed   to    withstand    the     rigours    of   any    climate. 

Beinj;  the  largest  makers  of  metallic  bedsteads  in  the  United  Kingdom 
and  the  only  firm  who  make  every  component  part  of  the  bedstead, 
we  possess  many  advantages  which  are  denied  to  other  makers.  The 
greatest  care  is  taken,  from  the  selecting  of  raw  material  to  the 
completion  of  every  detail,  to  ensure  that  ewery  bedstead  will  uphold  the 
high  reputation  of  Hoskins'  Beds. 

One  of  the  most  popular  of  Hoskins'  Hospital  Beds  is  the  '  JAMES.' 
It  is  an  ideal  bed  for  general  hospital  use  and  specially  suitable  for  open 
air  patients.  The  new  Hoskins'  Catalogue  fully  describes  and  illustrates 
every  Hoskins'  bed.  May  we  send  it  to  you  ?  A  post  card  will  bring 
it  free  of  charge. 

HOSKINS  &  SEWELL  LTD. 

BORDESLEY,  BIRMINGHAM,  ENGLAND 


AGENTS    IN    CANADA 
Messrs.  F.  G.  Soper  Co.,  Laufrhton  Avenue,  Toronfo 
Messrs.  H.  F.  Moulden  &  .Son.  TraveHers'  BuildinKS,  Winnipee 
Messrs.  Morris  Bros.,  Vancouver,  B.C. 


When   writing  advertisers,   please   mention   The  Hospital   World. 
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ELECTRIC    CENTRIFUGES 

■    of  the 

International  Instrument  Company 

Are  used  in  the  Laboratories  of  the  Leading 
Hospitals  of  Canada  and  the  United  States 

21  Church  St.  Cambridge,  Mass. 


Kjeldahl 
Stills 


Bottle 

Shakers 


Minot 
Rotary 


Paraffin 

Microtomes 


The  Satisfactory  Correction 

of  the  various  forms  of 

INTESTINAL  STASIS 

that  ofttimes  tax  the  skill  of   the 
most    resourceful    practitioner,    is 

*^S;^1  measurably  hastened  by  the  regu- 

^'    '^  lar  use  of 

PLUTO 
WATER 

In  chronic  cases  of  fecal  staenation 
it  induces  natural  peristalsis  without 
eripine  or  irritation.  Concededly 
a:  superior  adjunct  in  the  treatment 
of  Bout,  chronic  rheumatism,  uric  acid 
diathesis  and  nephritis. 

Samples,  clinical  data,  literature 
interestinely  descriptive  of  hygienic 
methods  of  bottline  Pluto  and  the 
acknowledged  advantaees  of  America's 
famous  Spa,  promptly  supplied  by 

FRENCH  LICK  SPRINGS  HOTEL  CO. 

FRENCH   LICK,   INDIANA 


HOSPITALS  SHOULD  NOTE 

that  we  are  prepared  to  absolutely  exterminate 

vermin  of  any  kind  from  Hospitals,  Asylums, 
Sanatoria,  or  Public  Institutions,  in  fact  from 
buildings  of  any  kind  whatsoever.  Our  process  is 
guaranteed.  The  gas  used  leaves  no  offensive 
odor  and  does  not  injure  the  most  delicate  fabric, 
so  that  no  redecorating  is  necessary.  Our  process 
has  been  adopted  in  some  of  the  largest 
Hospitals  in  the  United  States.  We  give  a 
signed  contract  to  entirely  eradicate  all  vermin 
for  the  term  of  twelve  months.  Orders  given 
the  most  prompt  attention. 

THE  UNEEDA  EXTERMINATING  CO. 


163'i!  Church  St.,  Toronto 


Telephone  Main  1980 


When   writing  advertisers,    please   mention   The   Hospital   World. 
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The  Medical  Profession 
Can  Depend  Upon  It 

that  our  Products  are 

(a)  Absolutely  pure. 

(b)  Free  from  adulterants  of  any  kind. 

(c)  Entirely  harmless  to  the  digestion. 

We  invite  Physicians  to  call  and  look, 
over  our  Factory,  one  of  the  most 
sanitary  in  Canada.  Every  employee 
must  keep  himself  or  herself  spotlessly 
clean,  or  otherwise  are  not  allowed  to 
handle  any  article. 

CHICLETS 

will  be  found  to  be  a  valuable  ad- 
junct in  the  treatment  of  some  digestive 
disturbances,  their  use  stimulating  the 
secretion  of  ptyalin. 

Remember    that    our    watchwords    are 

PURITY    and 
SANITATION 

We    appreciate    the    endorsement    of    the    Profession. 

THE  CANADIAN  CHEWING  GUM  CO. 

TORONTO,  CANADA 

When   writing   arlvfrtisers,   please    mention    The   Hospital   World. 
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'Here's  the   Soap 
for  Health"  -  - 


Here's  a  safeguard  for  your  skin.  Its  mild 
carbolic  solution  exercises  thorough  cleans- 
ing and  antiseptic  qualities.  Not  only  that, 
the  delightful,  soothing  effect  of  the  best 
oils  used  in  Lifebuoy  leaves  the  skin  fresh,  cool  and  sweet.  For 
absolute  cleanliness — to  insure  a  clear,  glowing,  healthy  skin — use 

Lifebuoy  Soap  is  recom- 
mended for  washing  sheets, 
towels,  blankets,  under- 
wear,  etc.,  and  all  articles 
■where  antiseptic  properties 
in  the  cleanser  are  desired. 


UFEeUOY 

HEALTHY 


5c. 


All 
Grocers. 


DAP 


The  ''Canadian  Queen" 

u                   'WW       I 

IS  scientihcally  constructed — 
it   has    a    grey  iron    reservoir 
which    stores  the  spare   heat 
units.sothat  it  ispossibletoiron 
about  one  half  the  time  with 
the  plug  off,  thereby  using  one 
half  the  current,  which  means 
a  saving  of  one  half  the  usual 
expense. 

Special  discounts  apply  to 
hospital  contracts. 

Our  folder  "  H  "  contains 
some  information  worth  know- 

r 

rhe  Flexible  Condi 

GUELPI 

ing. 

lit  Co.,  Limited 

When   writing  advertisers,   please   mention  Tlio  Hospital   World. 
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PREPARATIONS  OF  UNDOUBTED  MERIT 

Til*  attention  of  ttae  Hoapitals  throngrhout  Canada  is  called  to 

l.-SOLYOL 

A  Canadian  manufactured  product,  antiieptlc  and  dleinfectant.  Solyol  ia  in- 
stantly soluble  in  water.  It  is  guaranteed  by  Physical,  Cbemlcal,  Bacteriological 
and  all  other  tests  to  be  identical  to  Iiysol,  and  of  the  purest  quality,  forming 
a  clear  solution  in  any  proportion  of  water.  Solyol  contains  60  per  cent,  of  the 
hlfher  Homologues  of  Phenol. 

2.-POLUSTERINE  DISINFECTANT 

Asother  preparation  ideal  for  use  in  Hospitals  and  by  the  Profession.  It  is  a 
Powerful  antiseptic,  germicide  and  disinfectant,  a  medicinal  product  made  from 
the  essential  Oil  of  the  Fine,  together  with  formaldehyde  and  other  solvents. 
It  is  a  splendid  Ploor  VTash,  destroying  disease  germs.  Nothing  could  be  found 
that  is  more  effective  for  the  sponging  of  patients  recovering  from  contagions 
disease,  in  strengrth  of  one  to  five  per  cent.,  or  as  a  solution  into  which  napkins, 
handkerchiefs,  towels,  etc.,  can  be  dropped  and  wrung  out  before  removal  from 
a  contagious  ward. 

FOI>t7STi:XUNE  msHTFECTANT  will  not  Injure  the  most  delicate  materials, 
has  a  pleasant  pine  odor  in  the  sick  room,  and  for  that  reason  also  is  infinitely 
preferred  to  the  ordinary  coal  tar  disinfectants. 

Manufactured  In  Canada  only  by 

POLUSTERINE  PRODUCTS  CO.  OF  CANADA 

TORONTO,  ONTARIO 

Samples  and  laboratory  Tests  furnished  on  application. 


PANOMALT  EXTRACT 

An    actively    enzymic    malt    extract    for    Therapeutic     purposes    and 


Maltal 


ose 


-PURE    MALT  SYRUP- 

A  delicious  confection  with  the  wholesoraeness  of  malt. 
These  products  contain    no   glucose,   cane    sugar,    corn    syrup,    or 
adulterants  of  any  kind. 

They  are  MADE  IN  CANADA   and    GUARANTEED   PURE   BY 

Malt  Products  Company  of  Canada,  Limited 

448-449  CONFEDERATION   LIFE  BUILDING,  TORONTO 
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Summer  Ills  Avoided 

Your  Home,  Office  or  Factory 
Needs  this  Protection.  It  Pays 

During  the  sweltering  summer  months,  you  need 
the  "'Perfection"  Water  Cooler  in  your  home,  office 
or  factory  for,  health's  sake  and  the  economy  that 
comes  from  drinking  Nature's  own  drink:  cool, 
delicious,  satisfying;   free  from  all  impurity. 

With  the  "Perfection"  no  impure  ice  can  reach  the 
drinking  water.  The  water  is  kept  cool  and 
sparkling  until  the  last  piece  of  ice  melts.  No  other 
cooler  has  this  feature.  The  children  can  drink 
with  safety.  Your  staff  will  benefit  during  the 
sweltering  days.  It  is  less  expensive  than  the  many 
questionable  drinks  on  the  market,  which  often 
aggravate  the  thirst  and  cause  minor  hot  weather 
ailments. 

Write  for  Booklet  "B"  and  le&rn  of  the  bene- 
fits of  tliit  icientific  principle  of  keeping 
water  cool,  pure,  tparklin;  and  healthful. 

Perfection  Cooler  Co.,  Limited 

21  Alice  Street,  Toronto,  Canada 


GASTROGEN 
TABLETS 

Correct 

HYPERACIDITY 

Sample  On  Request 

Bristol' Myers  Co. 

Brooklyn,  N.  Y. 
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HOSPITAL  EQUIPMENT 


The  New  General  Hospital  of  Montreal,  and  scores 
of  other  Canadian  Hospitals,  are  equipped  with 
'  Ala.ska  "  Beds  and 


OSTERMOOR    MATTRESSES 

They  last  a  lifetime,  and  are  absolulely  satis*actory.     More  sanitary  than  hair— for  less  monev. 


THE  ALASKA  FEATHER  AND  OOWM  CO.,  Limited 


Montreal  and  Winnipeg 


92%  OF  THE  HOSPITALS 

WHO  KAVOR  US  WITH  THEIR  PATRONAGE,  BUY 

"ABSORBON" 

The  Low-Priced  Absorbent  Cotton  of  Quality 

in  preference  to  other  brands,  because  it  is  better  value  at  the  price 

than  any  other  brand  on  this  market. 

Guaranteed  pure  and  sterile — passes  through  the  same  SO  different 
operations  as  our  higher  grades — sells  lor 
less  because  inade  from  short  staple  cotton 
which  costs  less  than  long  fibre  cotton 
though  quality  is  identical. 
Investigate — A  postcard  brings  samples  and 
prices  to  your  desk. 

Mapiewood  Mills 

Largest  Manufacturers  in  the  World 
FALL    RIVER,    MASS. 
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A  Case  of 
Beverage  Selection 


"^L^E'VE  been  talking  Coca-Cola's 
'^  purity  and  wholesomeness  for  so 
long  in  our  messages  to  the  medical  pro- 
fession that  v/e've  almost  overlooked 
the  fact  that  most  of  you  Doctors  drink 
it  yourselves  for  its  utter  deliciousness. 

dL  Pardon  us  for  neglecting  your  palates 
in  past  appeals  to  your  scientific  side. 
Let  us  rectify  the  error  by  saying  now — 

Drink 


■whenever  you're  hot,  tired  or  thirsty.  Ash 
your  good  friend,  the  druggist,  to  fix  up  for  you 
a  long,  cool  glass  of  this  most  cooling,  refreshing 
and  thirst-quenching  of  beverages  the  very  next 
time  you  drop  in  on  him.  The  "patient"  ■will 
show  signs  of  improvement  at  once. 

Our  New  Booklet 

covering  Coca-Cola  in  all  its  phases  (including 
its  -wholesomeness)  will  go  to  you  on  request. 
Accompanying  it  will  be  some  coupons,  each 
good  for  a  glass  of  Coca-Cola  at  any  soda  fountain. 

Demand  the  genuine  by  full  name — • 
Nicknames  encourage   substitution. 

THE  COCA-COLA  COMPANY 

TORONTO,  ONT. 


l-M  g 
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Alaska        Feather        and 

Down  Co 14 

Allen   &   Hanburys    22 

Bristol   Mvers   Co 9.   43 

BanfleM  &  Sons,  W.  H...  48 
Battle   Creek  Sanitarium  21 

Baker  &  Co..   Walter 25 

Borden    Milk   Co 29 

Banwell        Hoxie       Wire 

Fence    Co 36 

Boake  Mfg.   Co 40 

Brlntnell    Motor   Car 47 

Canadian  Kodak  Co.  ...  1 !» 
Canadian    Chewing    Gum 

Co 10 

Carlton   (Jarajte    1" 

Coca    Cola    Co 15 

Cooke   &    Boulton 19 

Cosgrave    Brewery    20 

Oonsolida,ted   (Safety    Pin 

Co 17 

Carbondale  Machine  Co.  19 

Devonshire,  I.#td..  Jas. .  .  23 
Dennis      Wire      &      Iron 

Works   Co 44 

Dempster.    J.    C 25 

Denver  Chemical  Co....  27 
Dominion  Brewery  ....  33 
Dentinol     &    Pyorrhoclde 

Co 3« 

Dominion   Sales  Co 2.1 

DouRlas    Bros 12 

Electro-Surgical     Instru- 
ment  Co 17 

Easy   Washer  Co 36 

Empire    Sales    Co 4 

Fellows   Co Front   cover 

Fibre  Products  Co 20 


INDEX   TO  ASVEBTISEBB. 

Fisher  &  Co 2 

Flexible    Conduit    Co.     ..    1! 

Gunns    Limited    46 

Glllett  Co.,   E.   W 2 

General    Accident   Assur- 
ance   Co 30 

Gendron    Wheel   Co 39 

Gurney    Scale    Works    . .    40 

Gendron   Mfg.   Co 44 

Glaxo  Limited.  .Third  cover 

Hartz  Co..  J.  F 1 

Heenan  &  Froude  Co.    . . 

Back    cover 

Hoskins    It    Sewell    8 

Hustwitt,  .\.  S.  Co 48 

Hull.    R.    .A 4'i 

Hutchison    &    Co 34 

International    Instru- 
ment   Co 9 

International      Varnish 
Co 29 

Ingram  &  Bell.   Limited.    42 

Jefferson   Glass   Co 37 

Kress  &  Owen   Co 24 

Keyes  Davis  &  Co 41 

Lambert    Pharmacal    Co. 

Second    cover 

Lawrence.   W.   J 41 

Lever    Bros 11 

Lintz   Porter  Co 34 

Lewis,  E.   A 46 

Lindners,    Ltd 41 

Marvel    Co 32 

Maplewood    Mills    14 

Malt  Products  Co 12 

Miles,    A.    W 38 

McLaughlin  Carriage  Co. 

3     35 
McKellar    Bedding    Co..'.    4  5 


Ocean  Blend  Tea  Co 33 

O'Keefe     Brewery     16 

Ontario   Spring   lied   Co..    32 

Prestwicli.  Wm.    7 

Plulo   Water   9 

Polusterine   Co 12 

Parke,   Davis  &  Co 18 

Piatt.    H.    B 29 

Philips       Chemical       Co., 
Chas.    H Back    cover 

Rougier   Freres    29 

Richardson   Co.,   J.   B 43 

Roussel  &  Son,   T.   J.    ..2nd 

Cover 

Roelofson  Elevator  Co..      4 

Robinson  Bros.  Cork  Co.     SO 

Sibley   &    Son.    E 46 

Sheldons,     Ltd 23 

Steele  Limited.  Jas 7 

Sturgeons   Limited    18 

Stephens.  Welch  &  Co..  43 
Standard  Products  Co.  .  44' 
Smith.  J.  Hungerford  Co.  13 
Simplex    Floor    Co 39 

Toronto       Cast       Stone 

Works 48 

Telfer   Bros 22 

Toronto  Sliver   Plate  Co.  6 

Taylor   Forbes   Co 31 

Thum.  O.  &  W.  Co 5 

Triplex  Weatherstrip  Co.  33 

Uneetla  Co 9 

Venetian  Marble  Co 43 

Van   Camp.   J.  C 7 

Williams  Valet  Service.      34 
Wilson   Limited,   John  T.  4» 

Yorkville  Laundry 17 


PHYSICIANS  SHOULD  REMEMBER 

In  prescribing  for  their  convalescent  patients, 
that  the  name 


(( 


O'KEEFE" 


IN  THE  WORLD  OF  MALT  MEANS 


PURITY 


THIS  FIRM  MANUFACTURES  FOUR  PREPARATIONS  OF 
SPECIAL  INTEREST  TO  THE  PROFESSION 

O'KEEFE'S  OLD  STOCK  ALE 
O'KEEFE'S  PILSENER  LAGER 
O'KEEFE'S  SPECIAL  EXTRA  MILD  ALE 
O'KEEFE  S  SPECIAL  EXTRA  MILD  STOUT 

They  will  bring  the  convalescerit  back  to  health,  restore  the 
appetite,  and  give  back  the  old  time  vigor 
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A  Strictly 
Sanitary  Laundry 

Two  of  our  strong  points  are; 

1st.  We  will  not  accept  laundry 
from  any  place  where  there 
is  contagious  disease. 

2nd.  Our  prompt  delivery. 

Ever  go  to  dress  and  find 
that  CLEAN  LINEN  you 
counted    on    hadn't    come  ? 

No  trouble  like  that  with 
the  Yorkville  Laundry 
Prompt  delivery  is  an  ab- 
solute     rule     with     us. 

Yorkville  Laundry 

45  Elm  St.,  Toronto       Phone  M.  1589 


Physicians'  Garage. 


Medical  men  should  know  that 

The  Century  Garage 

44  Carlton  Street,  Toronto 

has  ample  accommodation  for 
Doctors'  cars,  where  they  can  be 
garaged  at  very  reasonable  rates, 
washed,  polished  and  superintended 
by  an  -expert  mechanic. IB  THE 
CENTURY  GARAGE  attends  to  all 
over-hauling  and  painting  at  the 
most  reasonable  prices.  All  work 
guaranteed. 

Remember  the 

Telephone   No..    North  8031 
GEORGE    SHER,   Proprietor 


CTdsTcoT?! 


Electrically 

Lighted 
Instruments 


CERTAINTY  of  diag- 
nosis —  accuracy  of 
treatment  —  both  are 
facilitated  by  the  use 
of  electrically  lighted 
instruments.  E.  S.  I. 
Co.  instruments  are 
made  accordinK  to  the 
ideas  of  Jackson, 
Holmes,  Kelly,  Young, 
Swinburne,  Braasch. 
MacGowan,  Koch,  Tat- 
tle, Lynch,  and  other 
leading  specialists  in 
their  lines.  Now  fitted 
with  superior  Tungsten 
lamps, operated  by  8-oz, 
pocket  battery  or  soc- 
ket current  controller.  New  supplement 
to  7th  edition  catalog,  sent  on  request. 
Electro  Surgical  Instrument  Co., 
Rochester,    N.Y. 


If, 


Send  for  Free  Samples 
:  of  Stewart's   Duplex  : 


Stewart's  Duplex  Safety  Piis  M'^^^  ^"^  superior 

1^  ^**    hifiher  grade  of 

brass  wire.  Will  not 
bond  or  unfasten  eas- 
ily. Both  head  and 
coil  are  absolutely 
protected  by  the 
■  guards.  Rust-proof. 
We  manufacture  all 
irrades  and  sizes  of 
Safety  Pins.  Pack 
them  especially  for 
hospital  use — 5  gross 
in  a  substantial  box 
— loose — ready  for 
use  at  a  moment's 
notice. 

Samples  and  price 
list  free  on  applica- 
tion. 

Stewart's  Paragon  Brand  "bank" 
or  toilet  pins,  packed  in  handy, 
half-pound  boxes,  are  indispen- 
sable    in     the     modern     hospital. 


CATALOG     ON 
REQUEST 


CONSOLIDATED 
SAFETY  PIN  CO. 

BLOOMFIELD,  N.J..  U.S.A. 
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PARI  PAN 


tHE  MORE  YDU  WASH  IT. 
THE  BETTER  IT  LOOKS' 


REG  f  TRADE  MARK 


ARTISTIC   DECORATION 


PARIPAN 

The  English  lacquer  Enam- 
el, that  is  washable  and 
durable  (on  some  hospitals 
for  15  to  20  years)  for  plas- 
ter walls  or  woodwork  in 
glossy  or  fiat. 

USING  IT  MEANS 


DURABILITY 


ECONOMY 


WRITE  FOR  FREE  BOOKLET  TO 


STURGEONS    LIMITED,    TORONTO 


"Just  to  be  sure!" 

Thus  spoke  a  careful  physician  when  asked  why  he  used  our  diphtheria 
antitoxin  exclusively. 

Our  antitoxin  justifies  his  confidence. 

It  is  evolved  in  the  blood  of  healthy,  vigor- 
ous horses— horses  that  are  carefully  selected; 
that  are  under  the  watchful  eyes  of  expert 
veterinarians  at  our  model  biological  farm. 

It  is  perfected  in  laboratories  that 
afford  unequaled  facilities  for  serum 
manufacture — laboratories  in  which 
it  is  possible  to  observe,  at  every 
step  of  the  process,  the  vital  prin- 
ciples of  asepsis. 

It  is  exactingly  standardized,  bacteriologically  and  physiologically. 
It  is  guaranteed  as  to  purity,  potency  and  uniformity. 

CONCENTRATED 
ANTIDIPHTHERIC  SERUM 

(GLOBUUN  ) 

ConUinera  of  600, 1000,  2000,  3000,  4000  and  6000  units. 

Specify  "P.  D.  &  Co."  on  your  ordew.  PARKE,  DAVIS  &  CO. 


The  most  satisfactory  syringe- 
container  ever  devised. 
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T^OR  close  to  forty  years  the  name  "  Seed  "  has  been 
-*-  synonymous  with  highest  quahty  in  photographic 
plates,  and  that  name  is  worthily  borne  by 

SEED  X-RAY  PLATES 

which  are  now  being  manufactured  in  a  Canadian 
factory,  thus  ensuring  fresh  material  for  the  radio- 
graphers of  the  Dominion.  They  have  all  the  properties 
that  secure  success,  producing  results  of  remarkable 
detail  and  gradation,  with  adequate  contrast  and  speed 
in  both  direct  and  screen  exposures.  Descriptive 
leaflet  and  price  list  mailed  on  request,  and  the 
plates    may    be     had    of    your    regular   supply    house. 

CANADIAN   KODAK    CO.,  LIMITED 

TORONTO,  ONT. 


OUR  REFRIGERATING 
MACHINES! 


Operated  in  hospitals  and  pub- 
lic institutions  have  a  prestige. 
For  reliability,  economy  and 
above  all,  lack  of  noise,  the 
Carbondale  System  is  worth 
investigation.  It  is  Fool  Proof. 
Can  be  added  to  present  power 
plant,  using  waste  exhaust 
steam  in  its  operation.  Let 
us  figure  on  your  requirements. 


The  Carbondale  Machine 
Company 

CARBONDALE,    PENN. 


The  Largest  Hospitals 


have  proved 
^LL  NEtIwEIGMT 

FLOOR 
WAX 

BOULTON.^ 


Full 

Net 

Weight 


Saves  money  and  labor,  giving  best 
satisfaction. 

Especially  adapted  for  cork 
linoleum,  composition  and  hard- 
wood floors. 

Write  for  prices  and  one  pound 
tin  free  for  trial. 

Manufactured  by 

COOKE  &  BOULTON,  '«|o''f{"o''nt*6  ^ 
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For  Sanatoria  and  Convalescent  Pavilions 


CANADA  FIBRE  BOARD  is  the  most  satisfactory  and  economical  material  to  use.  It  makes  a  slow 
burning  construction  that  is  very  artistic  and  an  excellent  iiuulator  against  climate. 

CANADA  FIBRE  BOARD  is  equal  to  cork  as  a  "  non-conductor,"  and  makes  a  building  that  ii  warmer 
in  winter  and  cooler  in  summer  than  any  other  material. 

CANADA  FIBRE  BOARD  is  purest  spruce  fibre  in  large  boards  nearly  hal(-an-inch  thick.  It  is  not 
affected  by  weather,  and  with  one  coat  of  paint  will  last  tor  years. 

We  will  appreciate  the  opportunity  of  submitting  samples,  estimates  and  complete  information. 

FIBRE  PRODUCTS  LIMITED,   95  King  Street,   East 

TORONTO,  CANADA 


"Made  in   Canada" 

COSGRAVES 

FAMOUS 

XXX  PORTER 

Physicians  recommend  it 
as  a  tonic  and  builder  of 
good  rich  blood. 
For  convalescents  and 
nursing  mothers  it  is 
the  ideal  liquid  food. 

THE   COSGRAVE 
BREWERY    COMPANY 

Chill-Proof  Beer      For  Half  a   Century  in  Toronto 
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The  Battle  Creek  Method  of 
Treating  Cases  of  Drug  Addiction 

Alcohol,  Opium,  Cocaine,  Tobacco  and  other  Drug  Habits 

The  Battle  Creek  Sanitarium  is  not  an  inebriate  asylum. 
Cases  requiring  physical  restraint  or  likely  to  disturb 
other  patients  are  not  received.  For  a  large  class  of 
intelligent  persons  who  have  through  suffering  become 
entangled  in  the  toils  of  a  drug  habit  and  who  are  ready 
to  co-operate  with  a  rational  effort  to  deliver  them  from 
the  drug  and  from  its  effects  the  Battle  Creek  Sanitarium 
method  offers  a  rational,  safe  and  remarkably  comfortable 
means  of  relief  and  without  publicity. 

This  is  not  a  drug  method.  Drug  methods  often  leave  the  patient's 
nervous  system  shattered  and  his  condition  so  wretched  that  he  is 
very  liable  soon  to  drift  back  into  the  old  habit. 

There  are  no  tricks  of  hypnotism  or  "  suggestion"  in  the  Battle 
Creek  Method.  The  rational  and  physiologic  means  employed 
not  only  remove  the   craving   for  the  drug   but  deliver  the 
patient  from  the  pain  or  neurasthenic   miseries  to  relieve 
which  the  drug  was  first  used,  and  if  faithfully  employed        xi,, 
finally  reinstate  the  patient  by  removing   the   morbid         SANITARIUM 
effects  resulting  from  the  use  of  the  drug.  Battle  Creek 

A  fuller  account  of  the  Battle  Creek  Sanitarium  Michigan 

Method  of  treating  drug  addiction  in  its  various  p,,,,^  send  to  the  under- 
forms  will  be  sent  on  receipt  of  the  attached  signed  full  information  con- 
coupon,  cerningthe  Battle  Creek  method 

of  treating  cases  of  drug  addiction. 

Dr. 

The  Battle  Creek  Sanitarium  street 


Box 
179 


Battle  Creek,  Mich. 


City 
State    .. 
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Telfer  s  Soda  Biscuits 

IN  THE   NEW   PANTRY  SHELF  TIN 
THAT  EVERY  HOUSEKEEPER  NEEDS 


A  SANITARY  CONTAINER  WITH  EMBOSSED  FRONTS 


THE  'AUenburi|6'  diet 

A  COMPLETE  MILK  AND  FARINACEOUS  FOOD,  EASY  OF  DIGESTION, 
MOST    AGREEABLE    TO   TAKE,    SIMPLY   AND   QUICKLY   MADE. 

This  DIET  is  recommended  for  K^neral  use  in  place  of  ordinary  milk  foods,  pruel, 
etc.,  and  is  particularly  adapted  to  the  needs  of  Dyspeptics,  Invalids  and  Aped.  Being 
largely  predigested  it  is  easy  of  assimilation.  A  cup  of  the  "  AUenburys  "  DIET  is 
useful  in  the  forenoon  between  meals. 

The  "AUenburys"  DIPIT  may  be  taken  with  advantage,  on  going  to  bed,  in  the 
place  of  stimulants.     Being  easily  digested  it  promotes  tranquil  and  refreshing  sleep. 

For  those  who  cannot  readily  digest  milk  the  "  AUenburys"  DIET  is  a  welcome 
substitute,   as  it  does  not  cause  indigestion  or  flatulence. 

Although  the  "  AUenburys  "  DIET  is  a  food  for  Adults  and  is  quite  distinct  from 
the  well-known  "AUenburys"  Foods  for  Infants,  yet  it  is  also  of  great  value  as  a 
restorative  food  for  young  children,  especially  during  convalescence. 

A  large  sample  posted  on  request 

The  Allen  &  Hanburys  Co.,  Ltd. 

TORONTO,  CANADA  NIAGARA  FALLS,  N.Y. 

Established  London,  England,  A  D.,  1715. 
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HOSPITAL  EFFICENCY 

Heating  and  Ventilating  cannot  be 
made  an  entire  success  in  the  Hospital 
unless  the  efficient  "Are(7/iFan"is  used. 

This  Fan  is  made  to  meet  the 
severest  requirements  of  operation, 
producing  a  constant  temperature  and 
varied  air  volume  according  to  your 
needs.  It  is  built  and  constructed  under 
the  latest  and  most  approved  plan  and 
in  addition  commends  itself  to  the 
economical  on  account  of  its  service 
and  durability. 

5ee  our  new  Catalogue  No.  55. 

Sheldons  Limited,  Gait,  Ont. 

TORONTO  OFFICE,  609  KENT  BUILDING 
AGENTS  : 
Messrs.  Ross  &c  Greigr.  412  St.  James  St.,  Montreal,  Oue. 
Messrs.  Walkers  Ltd..  261  Stanley  St.,  Winnipeg,  Man. 

Messrs.  Gorman,  Glancey  &  Grindley  Ltd.,  Calgary  and  Edmonton,  Alta. 
Messrs.  Robt    Hamilton  &  Go  ,  Ltd.,  Vancouver    B.C.,  (Bank  of  Ottawa  Bldg.) 


THE    PARTICULAR    ATTENTION    OF 
PHYSICIANS,  NURSES  AND   HOSPITALS   IS 
CALLED   TO 

The  Allen  Germ -Proof  Water 
Purifier  and  Cooler 

In  these  days,  when  the  water  supplied  in  many 
of  our  cities  is  not  what  it  ought  to  be,  the  Profession 
and,  through  it,  the  Public  will  welcome  such  a  device. 

The  ALLEN  WATER  COOLER  SERVICE,  through 
it.s  system  of  filtration,  guar,intees  a  water  that  is  practically 
absolutely  pure.  Dr.  A.  A.  Thibaudeau  of  the  Laboratory  of 
Pathology,  Univei-sity  of  Buffalo,  states  that  "The  Allen 
Filter  can  maintain  an  efficiency  of  lOU  per  cent."  adding 
that  the  filter  was  allowed  to  operate  continuously  for  three 
days  and  that  no  bacterial  growth  waa  found  in  the  samples  after 
48  hours'  exposure  on  plates. 

Medical  men  can  rest  assured  that,  in  recommending  the  use  of 
the  Allen  Water  Cooler  Service  to  their  patients,  they  are 
materially  hastening  their  convalescence. 
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Editorials 


PROGRESS  IN  PREVENTIVE  MEDICINE 


The  recent  movement  toward  the  establishment  of 
international  health  legislation  is  viewed  by  Miss  Ida 
Tarbell  as  one  of  the  marked  signs  of  the  times.    In 
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her  present  "efficiency"  campaign  this  gifted  inves- 
tigator of  civic  and  economic  conditions  lays  special 
stress  on  vsrhat  is  being  done  in  large  manufacturing 
industi'ies  to  educate  and  maintain  the  employees  in 
good  health. 

In  a  recent  address  she  gave  instances  of  large 
industrial  institutions  in  various  cities  where  physical 
examination,  at  first  resented,  is  now  welcomed  by  the 
thousands  of  employees,  who  have  learned  to  look 
upon  good  health  as  an  essential  to  efficient  work. 

Leaders  in  social  and  economic  progress  to-day 
are  beginning  to  see  that  the  basis  for  all  future  de- 
velopment lies  in  an  education  of  the  public  to  a  de- 
gree sufficient  to  secure  the  enforcement  of  health 
laws. 

Time  was  when  any  individual  could  be  sick  unto 
himself.  Tlie  fact  concerned  no  one  outside  his  own 
household.  To-day  the  sickness  of  the  one  individual 
reaches  out  to  the  coT>imunity,  the  state,  the  nation — 
even  to  the  inter-nations.  It  is  impossible  to  take  up 
leading  journals,  lay  and  professional,  without  noting 
in  their  pages  how  rapidly  the  larger  conception  of 
public  health  is  spreading.  The  position  of  medical 
health  officer  a  few  years  ago  was  looked  upon  as 
one  of  little  importance;  serviceable  merely  in  case 
of  an  outbreak  of  smallpox  or  similar  epidemic.  To- 
day the  health  officer  and  his  staff  are  autocrats  with 
large  civic  authority.  Behind  them  are  the  state  and 
national  health  boards,  with  the  state  and  national 
health  laws  taking  rapid  form  as  the  discoveries  of 
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the  laboratories  concerning  the  sources  and  control  of 
disease  are  made  public. 

Further  evidence  of  the  growing  appreciation  of 
the  importance  of  public  health  work  is  shown  in  the 
more  rigid  enforcement  by  the  courts  of  state  health 
laws.  Quite  recently  in  several  parts  of  the  country 
civil  suits  have  been  brought  against  violators  of 
these — a  careless  milkman,  a  manufacturer  of  food 
supplies  containing  ptomaine  poisoning — a  railway 
company  that  created  pools  of  stagnant  water  caus- 
ing malarial  fever.  And  in  each  instance  the  court 
upheld  the  plaintiif  and  awarded  damages. 

A  newer  and  keener  public  interest  in  preventive 
medicine  is  doubtless  largely  due  to  the  wonderful 
results  of  recent  laboratory  investigation  and  their 
educative  influence  upon  the  people. 

The  new  conception  of  health — that  it  is  something 
that  may  and  should  be  retained  rather  than  regained 
— is  working  a  transformation  in  the  industrial  and 
economic  world,  and  through  these  upon  national  life. 


PROMPTITUDE 


Probably  with  the  excuse  that  their  services  are  gra- 
tuitous, many  members  of  hospital  visiting  staffs  are 
too  slow  in  seeing' patients  admitted  to  their  care, 
thus  neglecting  a  duty  they  would  perform  with  alac- 
rity for  members  of  their  private  clientele. 

Visiting  staffs  of  hospitals  where  internes  serve 
are  the  worst  offenders  in  this  respect,  since  they  de- 
pend too  often  on  the  judgment  of  an  inexperienced 
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man.  In  hospitals  where  the  resident  system  is  in 
vogue  there  is  less  trouble  in  this  respect,  since  there 
is  usually  a  man  of  at  least  a  couple  of  years'  experi- 
ence within  call  in  case  of  urgency. 

In  the  majority  of  cases  admitted,  the  average  in- 
tern is  able  to  make  the  diagnosis,  and  report  the 
same  and  the  condition  of  the  patient  to  his  chief, 
from  whom  he  may  receive  instructions  as  to  treat- 
ment and  care  until  the  next  visit  of  his  superior. 
But  in  not  a  few  cases  the  interne  is  unable  to  make  a 
diagnosis  or  properly  appreciate  the  gravity  of  the 
case.  If  a  visiting  physician  has  an  interne  of  this 
sort  it  is  the  duty  of  the  visiting  physician  to  visit  his 
patients  as  soon  as  admitted  and  make  a  thorough  ex- 
amination of  them.  If  he,  in  turn,  is  baffled  in  his 
diagnosis,  he  should  at  once  call  into  consultation  one 
or  more  professional  brethren.  If  the  case  has  a  sur- 
gical aspect  a  surgeon  should  be  invited  to  examine 
the  patient.  If  any  of  the  special  senses  are  involved 
a  specialist  should  be  called.  If  chemical,  bacterio- 
logical or  radiographic  examinations  are  I'equired 
such  should  be  made  at  the  earliest  possible  moment. 

There  should  be  crisp  co-ordination  of  all  -the 
necessary  services.  Too  often  there  is  deleterious 
delay  in  making  these  references.  But  in  good  hos- 
pitals, as  in  good  business  houses,  prompt  service 
makes  for  efficiency  and  popularity. 

In  no  place  is  the  old  adage  more  needed  of  en- 
forcement than  in  connection  with  the  duties  of  the 
hospital  visiting  s-taff:  "Never  put  off  till  to-morrow 
what  should  be  done  to-day." 
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Not  everybody  knows  that  catgut  is  not  catgut,  and 
that  silkworm-gut  is  not  silkworm-gut.  What  is 
called  catgut  is  made  from  the  small  intestine  of 
sheep  or  goats ;  and  silkworm-gut  is  silk. 

The  Gei-man  variety  is  said  to  be  the  best  gut ;  the 
American  gut  suffers  by  comparison.  The  reason  for 
this  is  thus  explained.  The  gut  from  the  raw  material 
used  by  the  Germans  is  secured  from  sheep  and  goats 
which  exist  on  scanty  feeding  in  the  mountainous  and 
rocky  districts.  The  animals  are  spare  and  wiry. 
Tke  intestinal  tissue  of  the  well  favored  American 
sheep,  which  feed  on  the  rich  pastures  here,  is  not 
nearly  so  tough.  It  is  much  more  friable.  Again, 
American  gut  is  artificially  dried  and  prepared  with 
chemicals.  The  German  gut  goes  through  the  slow 
process  of  drying  in  the  sun,  and  is  not  subjected  to 
the  detrimental  chemical  action. 

The  cultivation  of  the  silkworai  has  been  tried  in 
America  at  intervals  by  different  people,  but  thus  far, 
unsuccessfully.  Our  best  silkworm-gut  comes  from 
Spain,  where  the  worm  flourishes.  We  are  unable  to 
say  why  silkworms  cannot  be  grown  in  America. 
Surely  means  can  be  devised  for  combating  the  pests 
and  scourges  incident  to  their  propagation  in  this 
country. 

More  and  more  are  hospitals  in  America  steriliz- 
ing their  own  catgut.  Certain  large  hospitals  have 
saved  in  one  year  over  three  thousand  dollars  by 
doing  this.    The  process  is  simple,  and  can  be  carried 
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out  by  any  intelligent  nurse.  The  results  can  easily 
be  tested  by  the  pathologist  of  a  hospital. 

The  chief  dahger,  perhaps,  in  the  use  of  catgut 
lies  in  the  chance  employment  of  a  gut  which  has  been 
diseased  during  life — a  diseased  intestine  of  a  dis- 
eased sheep. 

In  one  instance  sepsis  in  the  surgical  department 
of  a  well  known  hospital  was  traced  to  this  cause. 
The  gut  was  not  prepaTed  by  the  hospital  itself. 

Four  years  ago  only  four  hospitals  in  Chicago 
were  preparing  their  catgut  •  to-day,  it  is  stated,  that 
over  twenty-four  hospitals  in  that  city  prepare  their 
own  catgut.  Before  long  the  custom  will  become 
fairly  universal.  It  is  a  great  economy  and  should 
speedily  become  a  general  practice  in  our  hospitals. 


A  FURTHER  WORD 


The  American  Journal  of  Clinical  Medicine  of  a 
recent  issue  comments  favorably  on  an  article  on  the 
Mayo  clinic  by  Dr.  John  N.  E.  Brown  which  appeared 
in  the  May  number  of  this  journal.  Following  full 
quotation  of  the  article  our  contemporary  says : 

"Of  course  Doctor  Mayo  is  not  opposed  to  the 
work  done  by  the  diagnostic  laboratories.  Quite  the 
contrary.  The  marvelous  institution  which  he  main- 
taiiis,  in  association  with  his  brother,  is  equipped  with 
every  diagnostic  refinement  possible,  and  their  labora- 
tories are  doing  much  beautiful  work  of  this  char- 
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acter.  Doctor  Mayo  believes  in  the  laboratory,  but  he 
does  not  believe  that  it  should  be  'the  -whole  show.' 

"Neither  do  we.  The  fact  is,  no  good  doctor  can 
practice  medicine  by  proxy.  He  must  know  what  he 
is  about ;  he  must  be  trained  in  mind  and  skilful  of 
hand.  He  must  be  able  to  see  the  things  which  other 
men  cannot  see  and  feel  the  things  which  other  men 
cannot  feel.  He  must  have  a  broad  grasp  of  every 
situation  and  of  every  problem.  The  eye  which  is  con- 
stantly glued  to  the  objective  of  a  microscope  is  likely 
to  have  a  restricted  field  of  vision,  and  it  is  this  nar- 
rowness (of  mind  rather  than  of  eye)  to  which  Doctor 
Mayo  objects.  The  laboratory  has  become  an  essen- 
tial, and  no  doctor  should  try  to  get  along  without  it ; 
but  he  should  look  upon  it  as  an  adjunct — and  an 
exceedingly  valuable  adjunct — to  his  work.  That's 
the  moral. 

"Use  the  laboratory  every  opportunity  you  can 
get  to  do  so,  but  cultivate  for  yourself  a  broad  vision 
so  that  seeing  all  you  can  understand  all." 
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Original  Contributions 

EFFICENCY  IN  THE  CARE  OF  THE  PATIENT 


By  Minnie  Goodxow,  E.N. 


We  are  nowadays  hearing  much  about  Efficiency.  We  are 
even  beginning  to  class  it  among  our  duties.  A  few  years  ago 
"  inefficient "  was  at  worst  a  term  of  pity.  Now  it  has  become 
a  term  of  contempt.  On  the  other  hand,  "  efficient  "  has  become 
a  word  of  highest  praise. 

What  is  the  exact  definition  of  efficiency  ? 

It  consists,  the  experts  tell  lis,  of  five  things,  not  one  or  two 
of  the  five,  but  all  of  them.  It  is: 

First,  producing  the  most  work. 

Second,  producing  the  best  work. 

Third,  doing  work  in  the  easiest  way. 

Fourth,  doing  work  by  methods  which  conserve  health. 

Fifth,  doing  work  by  methods  which  prolong  life. 

Think  over  this  combination  and  you  will  see  why  we  call 
Efficiency  a  new  science.  It  is  because  it  takes  hold  of  the 
entire  problem,  not  a  portion  of  it. 

We  have  long  worked  at  one  or  more  of  the  parts  of  efficiency. 
We  have  long  thought  that  we  knew  how  to  do  the  most  work 
or  the  best  work — at  the  expense  of  life  or  health.  We  have 
long  thought  that  we  knew  the  easiest  way  of  doing  some  things. 
We  have  done  much  in  the  prevention  of  disease  and  in  the 
prolongation  of  life.  But  we  have  never  been  able  to  get  them 
all  together,  even  though  we  felt  subconsciously  that  there  ought 
to  be  some  way  in  which  it  might  be  done. 

There  have  recently  come  into  the  industrial  and  business 
worlds  so-called  Efficiency  engineers,  who  have  shown  how 
to  increase  both  quantity  and  quality  of  work  while  keeping 
the  workers  happy  and  healthy.     They  have  proved  objectively 
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that  one  may  take  less  time,  less  material,  less  labor,  and  fewdr 
men  than  under  the  old  regime,  and  merely  by  using  new 
methods  produce  greater  results. 

Bricklaying,  one  of  the  oldest  trades  on  earth,  has  been 
revolutionized  by  Mr.  Gilbreth,  who  speaks  to  us  later  in  this 
convention.  Using  his  methods,  thirty  men  may  now  do  the 
work  which  has  always  required  one  hundred,  and  if  anything 
do  it  better. 

In  factory  work  it  has  been  proven  possible  to  double  output 
without  adding  a  man  or  a  machine,  simply  by  changing  methoas 
of  work. 

In  machine  shops  (presenting  a  more  complicated  problem) 
production  has  been  trebled  and  quadrupled. 

Phenomenal  successes  in  many  lines  have  been  achieved 
through  this  startlingly  simple  thing,  Efficiency. 

The  methods  by  which  these  achievements  are  brought 
f.bout  are  what  the  experts  call  Scientific  Management.  It  is 
thoroughly  scientific  because  it  takes  up  the  whole  problem  of 
doing  work,  and  it  is,  in  its  last  analysis,  common  sense. 

What  are  these  methods  and  how  do  they  apply  to  the  care 
of  patients,  the  thing  in  which  hospitals  are  primarily  in- 
terested ? 

Hospitals,  quite  as  much  as  the  business  world,  have  been 
hampered  by  tradition,  so  that  we  find  it  very  difficult  to  map 
out  the  sensible  course  and  see  when  we  should  break  away  from 
old  methods.  If  a  thing  has  always  been  done  a  certain  way, 
and  has  been  fairly  satisfactory,  there  seems  no  reason  to  change 
it.  There  appear  to  be  some  things  which  cannot  be  done,  some 
wrongs  which  are  in  the  nature  of  things  and  must  exist,  so  that 
it  seems  foolish  to  waste  time  over  impossibilities. 

So,  too,  reasoned  our  fathers  but  a  generation  ago,  and  there- 
by assured  themselves  that  automobiles  were  impractical  and 
that  airships  or  wireless  telegraphy  were  but  dreams.  We  have 
already  accepted  them  as  commonplaces.  And  so  it  comes  about 
that  whenever  you  hear  an  elder  saying,  "  It  is  impossible,"  you 
may  know  that  not  far  away  some  youngster  is  at  work  doing 
that  very  thing. 
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Times  have  changed.  Life  has  become  strenuous  to  the 
breaking  point.  Our  very  recognition  of  these  tremendous  prob- 
lems proves  that  they  have  a  solution.  There  are  arising  daily 
men  and  women  with  vision,  finding  the  way  out.  They  are  the 
practical  philosophers  who  are  leading  us  out  of  the  wilderness. 

One  of  the  first  things  which  they  have  to  teach  us  is  co- 
operation. The  day  of  individualism  is  passing.  The  day  of 
co-operation  is  dawning.  Men  are  finding  out  that  ten  thousand 
working  alone  may  do  much,  but  that  one  thousand  working 
together  can  do  more.  Competition  may  have  been  stimulating 
in  an  individualistic  age.  but  in  this  era  which  has  been  called 
"  the  century  of  social  consciousness''  it  is  a  l)ack  inimber,  an 
antiquated  tool.  Analyze  present-day  problems.  Watch  the 
people  who  are  solving  them.  No  one  is  succeeding  who  works 
single-handed,  but  only  those  who  have  learned  to  co-operate. 

Graham  Taylor,  president  of  the  N'ational  Conference  of 
Charities  and  Corrections,  said  in  his  recent  address  to  that 
body,  "  Instances  multiply  which  demonstrate  not  only  the  prac- 
ticability and  efficiency  of  co-operation,  but  also  clearly  show 
that  so  great  has  become  the  interdependence  of  public  and 
volunteer  agencies,  officials  and  private  citizens,  that  one  cannot 
succeed  if  the  other  fails." 

With  these  things  in  mind,  let  us  examine  some  of  our  most 
marked  inefficiencies  and  endeavor  to  search  out  their  remedies. 
There  are  three  special  things  which  the  public  has  long  dimly 
felt  as  hospital  inefficiencies,  but  which  have  only  recently  been 
seen  as  definite  facts.  They  are  all  parts  of  the  care  of  the 
patient  and  intimately  concern  his  welfare ;  and  they  are  also 
parts  of  hospital  organization.     They  are : 

1.  Treating  cases  rather  than  people. 

2.  Failure  to  provide  for  the  middle-class  patient. 

3.  Fnsatisfactory  training  of  nurses. 

Tn  the  first  instance,  we  have  been  trying  to  establish  health 
without  regard  to  the  sick  person's  environment.  We  have  been 
considering  him  as  an  individual  rather  than  as  a  member  of  a 
family  or  neighborhood.  Now  that  our  social  service  workers 
have  stirred  us  up  to  see  what  we  were  doing,  we  wonder  why 
we  have  kept  on  doing  it  so  long.     Many  of  us  are  awake  to 
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this  condition  and  its  remedy,  but  there  are  some  hundreds  of 
us  who  are  slow  at  getting  into  line,  or  think  the  task  too  great 
a  one. 

Social  service  in  one  form  or  another  we  must  all  adopt  if 
we  are  to  render  anything  like  efficient  service  to  our  com- 
munities, and  it  is  high  time  that  we  got  away  from  our  petty, 
inefficient  struggling  with  one  corner  of  a  problem,  and  got  at 
the  whole  thing.  It  must  be  done  by  co-operation  with  all  exist- 
ing agencies.  The  tremendous  social  problems  which  confront 
all  hospitals  can  never  be  solved  single-handed. 

Think  of  the  benefit  to  the  country  and  to  humanity  if  half 
of  us  went  home  from  this  convention  and  started  social  service 
even  in  the  smallest  way. 

2.  Failure  to-provide  for  the  middle-class  patient. 

Most  of  our  population  belongs  in  the  middle  class,  and  as 
yet  adequate  or  satisfactory  care  in  illness  has  not  been  possible 
for  them.  In  fact,  we  are  rather  worse  off  than  were  our  grand- 
fathers, since  in  the  olden  days  neighbors  came  in  and  helped 
out,  whereas  now  there  seem  to  be  no  neighbors  who  can  or  will 
do  it. 

The  community  looks  to  its  hospitals  to  take  the  initiative  in 
such  a  matter.  Perhaps  we  hospital  people  have  been  slow  be- 
cause, being  in  the  middle  class  ourselves,  we  were  too  close  to 
the  problem  to  see  it  clearly.  For  twenty  years  and  more  V'e 
have  iaJlced  about  it,  and  innumerable  solutions  of  the  problem 
have  been  suggested,  abandoned  as  impractical,  or  tried  and 
failed.  Why  did  they  fail  ?  Evidently  because  they  attacks.  I 
but  one  phase  of  the  problem  at  a  time,  and  did  not  fit  in  with 
the  rest  of  it.  None  of  them  ever  covered,  or  attempted  tn  covev, 
the  whole  ground. 

Of  late  there  have  come  into  this  field  also  people  with 
vision,  dreamers  who  have  begun  to  translate  their  dreams  into 
reality.  It  looks  as  though  they  were  succeeding.  ^Thj  ?  Be- 
cause they  have  realized  that  the  problem  was  a  many-sided 
one,  and  have  had  the  courage  to  take  it  up  as  a  whole. 

Illness  in  a  middle-class  home  means  not  simply  the  problem 
of  the  care  of  the  patient  himself.  It  means  the  loss  of  his 
work  or  of  his  wage.    It  means  the  withdrawal  of  help  and  the 
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addition  of  a  burden.  It  means  extra  bills  and  less  income.  It 
means  getting  the  cooking  and  laundry  done.  It  means  earing 
for  the  children  and  keeping  them  from  distui'bing  the  patient. 
It  means  care  and  encouragement  during  weary  convalescence. 
It  may  mean  taking  up  a  new  occupation  or  readjusting  an 
entire  family. 

These  conditions  and  problems  can  be  but  partially  met  by  a 
moderate-priced  bed  in  a  hospital.  They  caimot  be  met  by  the , 
individual  alone,  by  the  family  alone,  by  a  hospital  working 
single-handed  (even  with  a  social  service  department),  nor  by  a 
doctor,  nor  by  a  nurses'  association,  nor  by  an  insurance  com- 
pany, and  certainly  not  by  a  church  or  charitable  organization. 
The  problem  is  too  complicated.  All  agencies  must  work 
together.     Co-operation  is  the  keynote  of  any  success. 

Last  year  we  heard  Mr.  Richards  Bradley  tell  of  his  vision 
of  a  complete  scheme  for  the  care  of  the  middle-class  patient. 
This  year  Miss  Davis  has  told  us  more  of  how  the  vision  is 
being  worked  out.  The  Albany  Nursing  Guild  has  been  work- 
ing along  the  same  lines.  The  Detroit  Home  Nursing  Associa- 
tion has  been  organized  during  the  year  and  is  on  the  way  to 
success.  Send  for  its  circular  of  information  and  study  its 
possibilities  for  your  own  community.  Watch  the  work  of  these 
associations,  and  decide  for  yourselves  whether  the  scheme  be 
not  a  sensible,  practical  and  possibly  a  complete  solution  of  this 
vexed  and  pressing  problem. 

But  what  of  the  man  or  woman  who  is  not  disabled,  but  only 
half  sick,  hampered  but  not  downed  by  disease,  the  man  or 
woman  who  needs  a  thorough,  skilled  examination  and  a  longer 
or  shorter  course  of  treatment  to  make  him  an  independently 
useful  citizen,  who  without  this  care  may  drift  into  dependence? 
The  poor  man  may,  free  of  charge,  be  looked  over  and  treated  at 
a  dispensary  by  a  surgeon,  a  stomach  specialist,  a  neurologist, 
an  eye  specialist,  an  internal  medicine  man,  and  have  half  a 
dozen  elaborate  tests  and  examinations  made.  Why  should  it 
not  be  possible  to  do  the  same  for  the  man  who  is  ready  to  pay 
twenty-five  dollars  for  similar  service,  but  who  cannot  possibly 
afFord  the  $1.50  or  $200  which  it  would  cost  if  paid  for  at  all  ? 

The  director  of  one  of  our  city  dispensaries  has  had  a  vision 
of  extending  dispensary  service,  for  pay,  to  the  middle  cla^^^s. 
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]Mr.  Davis,  of  the  Boston  Dispensary,  has  established  two  even- 
ing clinics,  aimed  to  be  on  a  self-supporting  basis,  with  salaried 
medical  staff.  Fifteen  months  ago  an  evening  clinic  for  eye 
diseases  was  begun,  and  five  months  ago  a  men's  clinic  for 
genito-urinary  diseases.  The  purpose  of  the  clinic  is  to  reach 
working  people  who  are  not  able  to  afford  the  usual  fees  re- 
quired for  skilled  medical  care,  and  who  cannot  come  in  the 
morning  without  loss  of  wages.  The  fee  charged  is  fifty  cents  a 
visit  in  the  genito-urinary  clinic,  and  in  the  eye  clinic  a  dollar 
for  the  first  visit  and  fifty  cents  thereafter.  Medicines  or  glasses 
are  provided  at  prices  slightly  above  the  cost  of  the  material. 

Both  clinics  have  thus  far  demonstrated  that  they  are  reach- 
ing the  class  of  patients  desired.  They  have  just  paid  their  run- 
ning expenses,  not,  however,  including  overhead  charges.  A 
third  evening  clinic,  for  syphilis,  has  recently  been  started  on 
the  same  plan. 

Does  not  this  appear  to- be  a  very  simple  solution  of  a  very 
great  problem  ?    Note  that  it  requires  co-operation. 
3.  L'nsatisfactory  training  of  nurses. 

Evade  it  as  we  may,  we  know  deep  in  our  hearts  that  the 
training  we  are  giving  our  nurses  is  not  an  unmixed  success. 
Miss  Mackenzie,  of  the  Victorian  Order  of  Canada,  created  a 
considerable  stir  when  she  stated  recently  that  "  nine-tenths  of 
the  students  who  enter  our  nurse  training  schools  come  out  of 
them  changed  for  the  worse."  She  goes  so  far  as  to  say, 
"  Dozens  of  bright,  promising  women,  filled  with  missionary 
spirit,  eager  to  help  someone  to  be  better,  happier  and  healthier, 
issue  forth  from  the  so-called  training  schools  warped,  narrow, 
mercenary  and  blase,  all  their  ideals  gone,  and  in  most  instances 
gone  beyond  recall." 

While  we  may  not  share  Miss  Mackenzie's  extreme  view, 
we  know  that  there  is  a  modicum  of  truth  in  what  she  says. 
All  over  the  country  there  is  a  cry  of  protest  against  the  un- 
satisfactoriness  and  inefficiency  of  the  nurse  who  is  doing 
private  duty.  We  who  train  her  criticize  her  as  severely  as 
the  rest.  Even  while  we  contend  that  it  is  personality  which 
we  are  criticizing,  we  realize  that  personality  is  the  expression 
of  character,  and  that  character  is  to  a  degree  formed  by  train- 
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ing.  Yet  we  go  on  saying  that  we  train  nurses  for  jirivate 
duty. 

We  also  contend  that  hospitals  prepare  their  students  for 
executive  positions.  There  are  at  tlie  j)resent  time  two  li(»pitals 
in  the  country  giving  a  course  in  administi'ative  work,  these 
having  a  total  of  twelve  students  per  year ! 

We  are  elaiming  to  prepare  nurses  for  the  many  fields  of 
service  which  lie  open  before  them,  district  work,  school  nurs- 
ing, store  and  factory  nursing,  insurance  nursing,  public  health 
work.  Red  Cross  work,  and  others.  Few  of  us  mention  these 
branches  to  our  nurses  while  they  are  in  training  or  give  tli(>m 
even  one  talk  on  each.  Yet  we  continue  to  say  that  we  are 
training  nurses  for  them.  Possibly  we  are  in  the  sense  that  a 
boy  is  being  trained  for  a  business  career  when  he  is  taught  to 
read  and  write. 

Miss  Xutting,  who  is  considered  an  authority  in  nursing 
matters,  in  a  recent  paper  read  before  the  'New  York  League  of 
N^ursing  Education,  contends  that  we  are  not  giving  adequate 
training  nor  a  square  deal  to  our  nurses.  She  suggests  for 
remedy,  not  the  so-called  "  raising  of  the  standard,"  by  making 
higher  educational  requirements  for  the  pupils  who  enter,  but 
the  providing  of  better  training.  She  urges  the  elimination  of 
non-essentials,  the  giving  of  reasonable  working  hours,  the 
hiring  of  teachers  who  can  teach,  in  short,  arranging  a  training 
which  shall  be  training  in  a  real  sense,  not  merely  an  oppor- 
tunity to  learn  something  by  observation  of  sick  people.  Who 
can  say  that  she  is  not  right?  Is  it  not  time  to  turn  our  atten- 
tion to  finding  how  we  can,  rapidly  and  thoroughly,  raise  the 
standard  of  our  training,  instead  of  beginning  at  the  wrong  end 
and  demanding  an  improved  quality  of  pupil? 

Mr.  Gilbreth  will  doubtless  make  some  definite  suggestions 
for  the  betterment  of  work  in  hospitals.  You  may  denoujice 
them  as  impracticable,  but  a  few  years  from  now  vou  may  be 
adopting  them.  The  care  of  patients  is  utterly  different  from 
factory  work  or  building  and  (]uite  unlike  the  routine  of  a  busi- 
ness office;  still  in  each  case  the  problem  is  the  same,  that  of 
f/ettinfj  worh  done  and  of  haudlinir  the  jieople  who  do  it.  This 
.suggests  that  the  same  general  principles  ai>iilv.     Tlie  working 
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out  of  details  in  the  hospital  and  in  ordinary  life  will  naturally 
differ. 

It  is  here  that  the  efficiency  engineers  have  rendered  great 
service,  in  finding  and  establishing  certain  principles  of  work. 
The  writer  has  spent  some  time  during  the  past  year  in  studying 
these  principles  and  trying  to  see  how  they  might  be  applied  to 
hospital  work.  It  is  surprising  how  well  they  fit  into  it,  and 
how  any  attempt  to  use  them  shows  that  they  are  founded  on 
sheer  common  sense.  Wherever  they  have  been  tried,  they  have 
proven  their  applicability  and  their  value. 

ifay  it  be  permitted  to  state  these  principles  and  to  show 
how  they  are  related  to  the  very  vexed  problem  of  training 
nurses  ? 

Emerson,  an  unquestioned  authority,  gives  twelve  in  num- 
ber.    They  are: 

1.  Clearly  defined  ideals. 

2.  Common  sense. 

3.  Competent  counsel. 

4.  Discipline. 

5.  The  fair  deal. 

fi.  Reliable,  immediate,  accurate  records. 

7.  Despatching. 

8.  Standards  and  schedules. 

9.  Standardized  conditions. 

10.  Standardized  operations. 

n.  Written  standard-practice  instructions. 
12.  Efficiency  rewards. 

Clearly  defined  ideals.  Our  Association  some  years  ago  out- 
lined a  definite  course  for  nurses'  training.  There  seems  to  be 
no  reason  for  changing  it  at  present.  What  we  need  is  to  live 
up  to  it. 

Common  sense.  A  mass  of  tradition  has  grown  up  in  our 
training  schools,  and  it  is  hard  for  us  who  are  in  daily  contact 
with  it  to  see  it  in  its  true  light.  Dr.  Oilman  Thompson  some- 
times attacks  it.  We  need  the  help  of  such  men  as  he  to  point 
out  for  us  where  tradition  may  be  replaced  by  common  sense. 

Competent  counsel.  This  implies  co-operation,  and  Emerson 
nrges  it  as  one  of  the  greatest  of  the  essentials.     The  American 
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Hospital  Association  represents  all  phases  of  hospital  life,  yet  it 
gets  only  one  aspect  of  the  nursing  problem.  The  great  nursing 
organizations  have  been  dealing  for  years  with  other  phases,  and 
ought  to  be  able  to  add  something  to  the  work  done  by  people 
whose  viewpoint  is  primarily  that  of  the  hospital.  The  Com- 
mittee on  the  Grading  of  Nurses  has  already  suggested  that  the 
League  of  Nursing  Education  be  consulted  in  regard  to  that 
jdiase  of  the  problem.  Some  of  the  other  Nursing  societies 
should  be  able  to  add  worth-while  counsel,  and  the  American 
Medical  Association  will  certainly  be  a  help.  The  sooner  all 
these  bodies,  who  really  have  common  interests,  get  together 
and  discuss  these  big  problems  which  affect  the  public  so  vitally 
the  sooner  shall  we  be  in  the  way  of  solving  them. 

Discipline.  (Here  Emerson  begins  to  go  into  detail.) 
Might  there  be  a  flaw  in  our  system  of  military  discipline  ? 
Some  factories  have  found  that  men  can  work  with  the  greatest 
exactness,  yet  happily.  Perhaps  hospitals  need  some  changes  in 
their  discipline  which  shall  make  it,  not  less  strict,  but  more 
sensible  and  humanitarian. 

The  Fair  Deal.  (Emerson  considers  this  one  of  the  chief 
elements  in  success  and  the  lack  of  it  one  of  the  most  frequent 
causes  of  failure.)  It  is  certainly  true  that  a  large  proportion 
of  hospitals  are  not  giving  their  nurses  a  fair  deal.  The  nurses 
give  their  youth,  their  strength,  their  enthusiasm,  their  very 
life,  and  the  hospitals  fail  to  render  them  anything  like  an 
equivalent.  Sometimes  we  make  their  working  conditions  so 
hard  that  they  lose  the  joy  of  labor,  or  even  the  joy  of  life.  May 
we  not  well  devote  some  time  and  thought  to  finding  ways  in 
which  we  may  do  justice  to  our  nurses  ? 

Reliable,  immediate ,  arcurate  records.  Keep  a  detailed  and 
absolutely  accurate  account  of  what  your  nurses  get  in  the  line 
of  teaching,  practical  and  theoretical,  and  of  daily  work.  Com- 
pare it  with  your  printed  curriculum.  The  discrepancies  will 
be  illuminating.     The  remedy  lies  in  our  own  hands. 

Despatching.  How  many  of  us  instruct  our  nurses  in 
methods  of  managing  work  ?  How  many  of  us  know  how  to  do 
it  ourselves?  Management  means  doing  a  large  quantity  of 
good  work  easily.     Tt  is  not  an  inborn  characteristic,  but  an 
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acquired  one.  It  is  just  here  that  the  eiEciency  engineers  can 
help  us  out.  Is  there  any  reason  why  we  should  not  include 
them  among  our  consultants  ? 

Standards  and  schedules.  In  these  things  our  training 
schools  are  almost  wholly  lacking.  We  have  no  literature  nor 
text-books  which  do  more  than  touch  the  surface  of  the  art  of 
nursing.  Artists  have  for  centuries  been  taught  details  of 
technique ;  musicians  have  been  drilled  in  finger  exercises ; 
soldiers  have  been  taught  how  to  carry  and  shift  a  gun.  In 
nursing  we  have  been  afraid  to  go  into  detail,  lest  our  nurses 
become  "  mechanical."  Is  one  afraid  that  a  musician  will  be- 
come "  mechanical  "  because  he  is  taught  how  to  finger  cor- 
rectly instead  of  being  allowed  to  learn  it  by  himself  in  some 
haphazard  fashion? 

A  few  hospitals  have  been  working  at  standardizing  nurses' 
work,  not  merely  for  the  sake  of  having  a  standard  available, 
but  for  the  sake  of  improving  the  quality  of  the  work  by  know- 
ing just  how  things  should  be  done.  At  the  Massachusetts 
General  they  have  half-unconsciously  been  rising  scientific 
methods  in  teaching  nurses  their  practical  work,  teaching  each 
dfetail  of  movement,  as  Mr.  Gilbreth  does  his  bricklayers,  and 
as  all  eiBciency  engineers  are  doing  in  factories  and  business 
offices.  The  Addison  Gilbert  Hospital  of  Gloucester  has 
definitely  tried  out  some  of  the  same  things,  making  conscious 
effort  to  standardize  some  daily  activities  along  scientific  lines, 
has  reduced  them  in  time  and  in  difficulty  and  has  put  them  into 
writing  so  that  they  are  available  for  other  institutions.  These 
instances  simply  illustrate  the  practicability  of  the  principles. 

A  committee  from  the  American  Hospital  Association, 
working  with  one  or  more  efficiency  engineers,  and  using  hos- 
pitals as  experiment  stations,  might  get  into  shape  some  material 
which  would  put  us  on  the  way  to  efficiency  in  nursing. 

Standardized  conditions.  Much  has  already  been  said  upon 
this  topic,  and  the  Association's  committee  is  doing  good  work. 
May  we  ask  that  they  include  nurses'  training  in  their  pro- 
gramme, recognizing  it  as  the  integral  part  of  the  scheme,  which 
it  really  is? 
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Standardized  operations'.  Hundreds  of  hospitals  staud 
'ready  to  standardize  as  soon  as  practical  standards  are  available 
and  something  is  done  to  regulate  the  conditions  of  work. 
This  part  of  the  programme  must  evidently  be  postponed  until 
the  other  parts  have  been  worked  out. 

Writte7i  standard-practice  instructions.  The  emphasis  is 
upon  the  word  "  written."  Our  hospital  literature  is  still  small. 
Many  of  us  are  failing  in  our  duty  because  we  do  not  put  into 
permanent  and  accessible  fonn  the  things  which  we  have  worked 
out  to  a  simple  and  satisfactory  conclusion.  The  idea  of  a 
TJ.  S.  Government  Hospital  Bureau  aims  at  doing  this  in  a 
large  way,  but  it  will  need  the  co-operation  of  this  and  other 
associations  before  it  can  succeed  in  giving  the  country  what  it 
stands  in  need  of. 

Efficiency  rewards.  The  experts,  especially  Prof.  Munster- 
berg,  of  Harvard,  make  much  of  the  principle  of  reward. 
Human  nature  being  what  it  is.  there  must  be  a  definite  reward 
for  a  definite  service.  Professional  people  will  usually  accept 
spoken  appreciation,  higher  position,  fame,  and  such  things  as 
sufficient  rewards;  still,  most  of  us  are  so  bound  by  circum- 
stances that  any  advance,  to  be  a  real  thing  to  us,  must  express 
itself  in  terms  of  money. 

Let  us  try  to  show  our  hospital  boards  that  we  must  pay 
adequate  wages  to  our  employees  if  we  are  to  get  competent 
help;  that  we  must  give  our  nurses  real  training  if  we  are  to 
have  the  right  sort  of  young  women  to  care  for  our  patients, 
and  that  there  must  in  every  case  be  a  definite  goal  to  be  striven 
for  if  people  are  to  be  expected  to  strive. 

Finally,  since  we  are  convinced  of  the  need  of  greater 
efficiency  in  the  care  of  our  patients : 

First.  Shall  not  the  American  Hospital  Association,  both 
officially  and  individually,  push  the  matter  of  social  service? 
The  Association  may  furnish  the  sources  of  information  upon 
the  work  and  its  results,  and  each  member  may  make  himself  a 
missionary  of  social  efficiency  in  his  own  community. 

Second.  Shall  there  not  be  an  increased  number  of  com- 
munities, who,  urged  on  by  their  hospitals,  shall  start  Home 
Nursing  Associations  this  year  ?  and 


July,  1!)15         THE  HOSPITAL  WORLD  19 

Shall  not  more  of  the  hospitals  which  have  dispensaries  try 
out  the  plan  of  pay  clinics? 

^fany  communities  stand  ready  to  take  up  both  of  these 
lirojects  and  present  conditions  under  which  they  might  be  at 
once  begun,  if  initiated  by  an  established  hospital. 

Third.  Would  it  not  be  worth  while  for  this  Association 
to  go  frankly  into  the  subject  of  the  training  of  nurses  and 
attempt  to  get  somewhere  near  to  the  bottom  of  it?  Could  a 
committee  from  this  Association,  in  conference  with  commit- 
tees from  the  Nursing  and  Medical  Associations,  do  any  better 
work  the  coming  year  than  to  try  to  find  out  what  is  the  matter 
with  our  training  schools  ?  Perhaps  the  following  year  we 
might  be  able  to  get  a  committee  who  could  tell  us  what  to  do 
about  them. 
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Selected  Articles 


MEDICAL  ORGANIZATION* 


One  of  our  latest  hospitals  has  prepared  these  regulations  for 
the  government  of  its  medical  staff : 

1.  There  shaill  be  establislved  primarily  the  following  depart- 
ments of  services:  internal  medicine;  gfeneral  surgery;  ab- 
dominal surgery  and  gynecology;  genito-urinary  surgery; 
orthopedic  surgery;  obstetrics;  ophtholmology ;  oto-laryn- 
gology ;  pediatrics ;  laboratory  diagnosis  and  research  (  in- 
cluding radiography).  New  departments  may  be  formed  or 
discontinued  as  the  necessity  arises  upon  recommendation 
of  the  Medical  Advisory  Board. 

2.  There  shall  be  a  Director  in  charge  of  each  department,  who 
shall  have  a  sufficient  number  of  associates  to  make  the 
department  thoroughly  efficient. 

3.  The  Directors  of  the  Departments,  together  with  their  asso- 
ciates, shall  constitute  the  visiting  staff. 

4.  The  Director  shall  have  entire  control  of  his  department 
subject  to  the  Rules  of  the  Hospital,  and  shall  be  respon- 
sible to  the  Board  of  Trustees  for 

(a)  The  medical  attendance  upon  all  patients  assigned  to 
his  service. 

(b)  The  scientific  study  of  such  cases. 

(c)  The  general  character  of  any  clinical  teaching  in  his 
department. 

5.  The  associates  shall  perform  such  work  as  may  be  assigned 
them  by  the  Director.  One  of  the  associates  shall  be  ap- 
pointed as  Senior  and  shall  have  charge  of  the  department 
during  the  absence  of  the  Director. 

6.  The  Directors  of  the  various  departments,  together  with  the 
Superintendent  of  the  Hospital,  shall  constitute  the  Medical 
Advisory  Board.    The  duty  of  this  Board  shall  be  to  advise 
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the  Board  of  Trustees  on  all  questions  especially  relating  to 
the  professional  features  of  the  work  of  the  Hospital. 

7.  All  Directors  and  associates  shall  be  elected  at  the  regular 
annual  meeting  of  the  Board  of  Trustees,  upon  recommen- 
dation of  the  Medical  Advisory  Board.  Members  of  the 
visiting  staff  and  resident  staff  may  be  appointed  as  occasion 
arises. 

8.  Members  of  the  visiting  staff  shall  give  their  professional 
services  free  of  charge  to  all  patients  whose  maintenance 
charges  are  met  by  a  municipality  or  by  the  state,  or  by 
charity  funds  or  endowments  given  to  the  Hospital  for  the 
care  of  deserving  patients. 

9.  The  term  of  service  of  each  member  of  the  medical  staff 
shall  end  at  the  close  of  the  calendar  year  in  which  he 
reaches  the  age  of  64. 

10.  Leaves  of  absence  to  members  of  the  staff  shall  be  arranged 
for  with  the  Superintendent  of  the  Hospital. 

11.  Junior  associates  shall  have  the  privilege  of  the  Hospital 
as  to  admittance  of  their  own  private  patients ;  the  privilege 
of  the  Laboratory  for  research  work  under  the  direction  of 
the  Director  of  the  Laboratories;  work  in  the  outdoor  de- 
partment and  such  other  privileges  and  duties  as  may  be 
assigned  by  the  Director  in  charge  of  the  Department. 

Rules  of  the  Hospital  Staff. 

1.  Anyone  accepting  an  appointment  to  the  Visiting  Staff  of 
the  Hospital  shall  agree  to  abide  by  its  By-laws  and  Regu- 
lations, and  shall  be  governed  by  the  principles  of  medical 
ethics  as  most  recently  compiled  by  the  American  Medical 
Association. 

2.  The  officers  of  the  Advisory  Medical  Board  shall  consist  of 
President,  Vice-President  and  Secretary. 

3.  The  President  shall  preside  at  all  meetings  at  which  he  is 
present.  In  his  absence  the  Vice-President  shall  preside. 
In  the  absence  of  both  the  President  and  the  Vice-President 
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a  Chairman  shall  be  chosen  by  the  members  present.  The 
Secretary  shall  give  at  least  two  days'  notice  of  the  meetings 
of  the  Board.  He  shall  record  the  proceedings  of  the 
Medical  Board  and  transmit  a  copy  of  them  whenever  neces- 
sary to  the  Board  of  Trustees.  The  Advisory  Medical  Board 
shall  meet  monthly  on  a  date  agreed  upon  by  a  majority  of 
the  members.  Special  meetings  may  be  called  by  the  Chair- 
man or  upon  request  of  three  members  of  the  Board.  The 
business  of  such  meeting  shall  he  stated  in  the  notice. 

4.  A  committee  of  four  (one  of  whom  shall  be  the  Superinten- 
dent) shall  be  chosen  from  the  members  of  the  Medical 
Board  to  examine  candidates  for  the  resident  staff.  This 
committee  shall  report  the  result  of  such  examinations  to 
the  Medical  Board.  The  candidate  so  selected  shall  be 
recommended  by  this  Board  to  the  Board  of  Trustees  for 
appointment. 

5.  Five  shall  constitute  a  quorum  of  the  Medical  Advisory 
Board. 

6.  A  committee  of  three,  consisting  of  the  Superintendent  of 
the  Hospital  and  two  members  of  the  Visiting  Staff,  shall  be 
appointed  as  a  Training  SehooUCommittee.  This  Committee 
shall  approve  the  requirements  for  admission  of  pupil 
nurses,  the  curriculum  for  the  training  school,  and  the  rules 
and  regulations  governing  the  conduct  and  general  welfare 
of  the  nurses. 

7.  A  committee  of  three  shall  be  selected  from  the  Visiting 
Staff  as  a  Committee  on  Clinics  and  Dispensaries.  This 
committee  shall  have  in  charge,  subject  to  the  approval  of 
the  Board  of  Trustees,  the  details  of  any  plan  of  clinical  or 
laboratory  teaching  that  may  be  undertaken  by  the  Advisory 
Medical  Board.  It  shall  develop  and  co-ordinate  the  work 
of  the  out-patient  department  and  other  dispensary  stations 
with  corresponding  departments  of  the  hospital  proper;  the 
social  service  department  shall  be  under  the  direction  of 
this  committee. 

8.  Other  committees  may  be  appointed  from  time  to  time  to 
assist  in  carrying  on  the  work  of  the  Board. 
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9.    Order  of  business : 

(1)  Reading  of  the  mdmites  of  the  preceding  meeting  and 
action  thereon. 

(2)  Unfinished  business  of  former  meetings. 

(3)  Communications  from  the  Board  of  Trustees  and  their 
consideration. 

(4)  Communications  from  the  Executive   Committee  and' 
their  consideration. 

(5)  Reports  or  requests  from   the  Superintendent  of  the 
Hospital  and  their  consideration. 

(6)  Reports  of  standing  committees. 

(7)  Reports  of  the  Directors  on  conditions,  needs,  aimis  and 
progress  of  their  departments. 

(8)  Reports  of  special  committees  and  their  consideration. 
(9)'  Recommendations  to  the  Board  of  Trustees  for  nomi- 
nees for  positions  on  the  Medical  Staff. 

10.  New  business. 

11.  At  the  first  regular  meeting  after  the  annual  meeting  of  the 
Board  of  Trustees,  after  reading  and  action  thereon  of  the 
minutes  of  the  former  meeting,  the  election  of  officers  for 
the  year  shall  have  precedence  of  all  other  business,  except 
communications  from  the  Board  of  Trustees. 

12.  This  order  of  business  may  be  varied  at  any  meeting  by  a 
two-third  vote  of  the  members  present. 

13.  Notice  of  one  month  must  be  given  the  members  of  any 
proposed  alteration  in  these  rules,  which,  to  become  of  effect, 
must  be  approved  at  a  subsequent  meeting  by  a  two-thirds 
vote  of  all  the  members  present. 

14.  There  shall  be  held  weekly  meetings  of  the  staff  for  informal 
discussion  of  all  matters  affecting  the  scientific  management 
of  the  hospital. 

Resident  and  House  Staff. 

1.  A  sufficient  number  of  residents  shall  be  appointed,  each  of 
whom  shall  have  served  one,  or,  if  possible,  two  years,  as  an 
interne  in  some  first-olass  hospital.     One  of  the  residents 
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shall  act  under  the  direction  of  the  Superintendent  of  the 
Hospital  as  Admitting  Officer.  Residents  shall  report  to 
the  Superintendent  when  patients  are  ready  to  be  dis- 
charged. Residents  shall  serve  the  Hospital  for  a  period  of 
two  years  and  shall  receive  a  yearly  honorarium. 

2.  There  shall  be  an  Assistant  Resident,  who  shall  assist  the 
Resident  in  his  duties.  The  Assistant  Resident  shall  have 
spent  at  least  one  year  as  an  interne  in  some  first-class 
hospital.  At  the  end  of  his  year  as  Assistant  Resident  he 
shall  have  the  preference  for  the  position  as  Resident. 

3.  There  shall  also  be  appointed  as  many  internes  as  may  be 
required  to  assist  the  Residents  in  carrying  on  the  routine 
work  of  the  Hospital.  They  shall  be  chosen  after  examining 
their  records  as  under-graduate  students,  their  standing  at 
the  university  examinations,  character  and  personality. 
Their  term  of  duty  shall  be  one  year  and  shall  be  confined 
to  specified  departments. 

4.  Internes,  on  completion  of  their  services,  shall  be  eligible, 
without  examination,  for  interneship  in  other  departments 
and  for  positions  on  the  Resident  staff,  if  their  work  has 
been  satisfactory. 

5.  Residents  and  internes  shall  reside  in  the  Hospital.  They 
shall  not  practise  outside  and  shall  give  their  entire  time 
to  their  hospital  duties.  They  shall  visit  their  respective 
wards  every  morning  and  evening,  and  as  often  as  may  be 
necessary  at  other  times  for  the  welfare  of  the  patient. 

6.  They  shall  record  all  orders  and  prescriptions  for  their 
administration  in  Iwoks  kept  in  the  wards  for  that  purpose, 
and  shall  attach  their  signature  to  all  such  orders  and  pre- 
scriptions. They  shall  also  prescribe  and  sign  orders  for  the 
diet  of  the  patients  under  the  immediate  direction  of  the 
Director  or  Associate  in  charge.  They  shall  keep  the  clinical 
history  of  the  patient  in  such  manner  as  may  be  prescribed 
by  the  Director  of  the  Department.  In  any  medical  or  sur- 
gical case  of  emergency,  whether  a  recent  admission  or 
development  of  a  case  under  treatment,  they  shall  imme- 
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diately  notify  the  Director  or  Associate  in  charge  and  the 
Superintendent. 

7.  They  shall  not  accept  compensation  of  any  kind  from  or  in 
hehalf  of  patients  for  any  professional  services  rendered. 
They  may  accept  fees  for  testifying  in  court  and  for  making 
out  proofs  of  claim  in  life  insurance  in  case  of  patients  who 
have  been  treated  in  the  Hospital. 

8.  All  Residents  and  internes,  before  beginning  service,  shall 
agree  to  abide  by  the  Rules  and  Regulations  and  pledge 
themselves  to  the  faithful  observance  of  them ;  and  they 
shall  serve  their  full  time  for  which  they  are  appointed. 
They  shall  be  under  the  control  of  the  Superintendent  and 
subject  to  the  medical  orders  of  the  Director  or  Associate 
in  charge. 

9.  Members  of  the  Resident  Staff  shall  visit  at  once  new  pat- 
ients assigned  to  their  departments  and  shall  direct  the 
nurse  in  charge  as  to  the  necessities  of  the  case. 

10.  They  shall  not  remove  patients  from  one  ward  to  another 
without  the  approval  of  the  Superintendent. 

11.  They  shall  report  promptly  to  the  Superintendent  all  cases 
dangerouslj'  ill  in  their  respective  departments. 

12.  The  Resident  and  the  Acting  Resident  of  any  department 
shall  not  be  absent  simultaneously  from  the  Hospital  with- 
out special  permission  of  the  Superintendent. 

13.  Any  Resident  or  Interne  on  off-leave  shall  report  his  inten- 
tion to  his  immediate  superior  before  going  out  of  the  hos- 
pital ;  they  shall  register  upon  leaving  and  entering  the 
hospital.  Members  of  the  Resident  Staff  shall  be  entitled  to 
three  weeks'  vacation  in  each  year.  No  vacations  shall  be 
allowed  until  six  months'  service  has  been  given.  Applica- 
tion for  leave  must  be  secured  from  the  Superintendent  and 
endorsed  by  the  Director  or  his  Associate. 

14.  Diplomas  shall  be  awarded  to  members  of  the  Resident  Staff 
upon  their  satisfactory  completion  of  their  work  in  the 
hospital. 
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RECORDS  FOR   HOSPITALS  FOR   THE    INSANE 
IN  ONTARIO 


Instructions  for  Ftung  Correspondence. 

Correspondence  in  Hospitals  for  the  Insane  may  be  divided 
into  two  general  heads:  "Subject"  and  "Individual,"  and  the 
former  may  be  further  subdivided  to  meet  varying  conditions  or 
requirements. 

Subject  Correspondence. 

In  the  general  correspondence  pertaining  to  the  administra- 
tion and  maintenance  of  the  hospitals,  one  subject  only  is  to  be 
treated  in  each  letter.  The  vailue  of  this  method  will  be  appre- 
ciated when  it  becomes  necessary  to  refer  to  any  letters  on  any 
subject,  as  in  the  particular  required,  nothing  but  this  one  defi- 
nite subject  is  found,  thus  saving  time  and  annoyance  in  look- 
ing over  a  heterogeneous  mass  of  letters  or  papers  foreign  to  the 
subject  in  question. 

When  letters  are  received  from  outside  sources  treating  of 
two  or  more  subjects,  the  letter  is  fyled  under  the  main  subject 
and  a  slip  inserted  in  the  fyles  containing  the  minor  subjects, 
referring  to  the  fyle  number  of  main  subject,  giving  date  and 
any  other  particulars  deemed  necessary. 

All  fyling  in  the  hospitals  should  be  numeric,  as  it  simplifies 
the  most  complicated  correspondence  and  ensures  absolute  ac- 
curacy and  quickest  reference. 

ManiUa  folders  are  numbered  from  "1"  up  and  fyled  con- 
secutively and  vertically  in  a  cabinet  drawer.  In  each  folder 
all  the  letters  to  and  from  one  correspondence,  or  concerning 
one  subject  are  placed  in  order  of  date,  those  of  latest  dat«  in 
front.  Every  letter  received  and  copy  of  every  answer  sent, 
are  marked  with  the  number  of  that  folder. 

Card  Index. 

The  index  to  correspondence  is  kept  in  a  card  index  tray  or 
cabinet.  One  card  is  made  out  for  each  correspondent  or  sub- 
ject, bearing  name  and  address  and  number  of  that  correspond- 
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ent's  or  subject's  folder.  A  white  card  is  used  for  this  purpose, 
and  when  properlj'  made  out  is  fyled  in  an  index  tray  alpha- 
betically. To  find  number  of  folder  containing  any  desired  cor- 
respondence, refer  to  index  card.  The  index  card  once  made 
out  indexes  the  correspondent  or  subject  forever. 

Example. — A  letter  is  received  from  John  Smith  making  ap- 
plication for  a  position  as  attendant.  Suppose  a  folder  contain- 
ing applications  for  positions  is  No.  500.  An  index  c£trd 
is  filled  out  with  Smith's  name  and  address  and  "see  applica- 
tion No.  500."  The  number  is  writen  on  the  top  corner  of  his 
letter  and  is  fyled  in  folder  No.  500.  To  look  up  at  any  time  the 
applications  received  for  the  position  of  attendant,  you  would 
turn  to  card  index  and  find  that  under  "applications,"  the 
folder  is  No.  500.  On  the  other  hand,  should  you  desire  to  lo- 
cate Smith's  correspondence  you  may  turn  to  card  index  under 
"S"  and  find  that  his  letter  is  fyled  in  folder  No.  500. 

Miscellaneous. 

Under  this  head  are  classed  all  matters  of  small  bulk  relat- 
ing to  either  "Subject"  or  "Individual"  correspondence.  The 
miscellaneous  fyle  may  be  used  until  the  number  of  letters  re- 
ceived from  any  correspondent,  or  relating  to  any  one  subject 
amount  to,  say,  ten  letters,  when  the  subject  or  individual  would 
be  assigned  a  folder  in  the  regular  numerical  fyle.  For  economy 
of  space  and  quickness  of  reference,  a  new  series  of  numbers  is 
used,  saving  any  confusion  of  conflict  with  the  "Subject"  or 
"Individual"  fyle,  and  twenty  different  subjects  are  fyled  by 
number  in  one  folder. 

Example. — For  the  miscellaneous  fyle  a  cipher  will  be  pre- 
fixed, and  the  fyle  number  will  be  "01,"  "02,"  "0.3,"  etc.,  etc. 
The  number  of  the  first  folder  will  be  "01-020,"  so  that  this 
would  contain  20  subjects,  numbering  from  "01"  up.  The  sec- 
ond folder  will  be  numbered  "021-040,"  etc.,  etc. 

By  placing  the  late  folders  in  front  the  earlier  numbers, 
which  gradually  become  obsolete,  pass  to  the  rear  of  the  drawer. 
For  each  matter  so  fyled  a  card  is  made  out  in  the  same  way 
as  described  in  "Subject  Correspondence,"  bearing  one  refer- 
ence only,  and  is  fyled  automatically. 
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Upon  the  correspondence  becoming  sufficiently  bulky  to  war- 
rant transfer  to  "Subject"  or  "Individual"  fyle,  the  new  num- 
ber is  marked  on  the  card  and  before  it  the  words  ' '  transferred 
to." 

Individual,  Correspondence. 

All  letters  in  reference  to  patients  are  fyled  in  a  folder 
bearing  a  number,  and  a  white  index  card  is  made  out  with  pa- 
tient's name  and  address  plainly  written  in  space  provided  for 
same,  the  same  methods  being  adopted  as  in  the  case  of  "sub- 
ject correspondence,"  referred  to  above.  Where  a  patient  has 
a  correspondence  fyle,  the  number  also  should  appear  in  the 
Buff  Card   (No.  132)   referred  to  later. 

When  the  correspondence  with  regard  to  any  patient  is 
small,  a  Miscellaneous  fyle  is  used  until  such  correspondence  is 
of  sufficient  bulk  to  warrant  removal  to  an  "individual"  fyle. 

In  the  event  of  correspondence  being  received  with  refer- 
ence to  a  patient,  for  instance,  a  physician  may  write  concern- 
ing him ;  a  cross  reference  card  should  be  made  out  for  such  cor- 
respondent. 

Example. — Dr.  L.  M.  Lee  writes  regarding  John  Robertson, 
a  patient;  reference  to  the  card  index  shows  John  Robertson's 
folder  to  be  No.  20 ;  a  second  card  is  made  up  as  follows : — 

Lee,  Dr.  L.  M., 
Halifax. 
See  John  Robertson  20 

Dr.  Lee's  correspondence  is  then  fyled  in  John  Robertson's 
folder,  No.  20,  and  the  second  card  is  fyled  alphabetically  in 
card  index  tray. 

Guide  Cards,  Numeric  and  Alphabetic. 

(a)  Numeric  Guides  in  Vertical  Cabinets. — These  guides  are 
numbered  by  tens.  They  assist  in  reference,  the  folders  not  be- 
ing sufficiently  full  to  bring  the  number  thereof  into  relief.  The 
guides  will  also  serve  to  take  the  wear  off  the  folder  and  serve 
as  a  movable  support  in  the  deep  drawer. 
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Example. — If  you  want  Fyle  No.  154,  Numeric  Guide  Num- 
ber 150  locates  it  approximately.  By  pressing  back  this  guide, 
Fyle  No.  154  will  be  readily  located.  In  any  case,  but  four 
folders  need  be  passed  over. 

For  keeping  the  fyles  in  neat  condition,  see  that  the  folders 
and  guides  stand  in  as  nearly  vertical  position  as  possible. 

(b)  Alphabetic  Index  Guides. — These  guides  are  sub-divi- 
sions of  the  alphabet,  and  are  for  the  purpose  of  indexing  the 
cards.  "Name  guides"  may  also  be  used  to  facilitate  refer- 
ence. These  are  blank  tabbed  cards  on  which  the  common  names 
are  written.  They  should  only  be  used  where  there  are  more 
than  three  cards  bearing  similar  names. 

Example. — In  the  index  appear  five  persons  by  the  name  of 
"Adams."  A  name  guide  card  may  be  made  out,  containing 
this  name,  and  should  be  fyled  after  the  alphabetical  guide 
"A"  or  any  sub-division  thereof  which  would  indicate  the  pro- 
per order  in  which  the  name  guide  should  be  placed. 


THE  LAKESIDE  HOME   HOSPITAL  FOR  SICK 
CHILDREN 


The  Lakeside  Home  Hospital  for  Sick  Children  opened  on 
June  3rd  at  Toronto  Island.  Since  the  fire  on  April  22nd,  it 
has  been  thoroughly  renovated.  The  Heather  Club  tubercular 
patients  will  be  looked  after  in  a  large  tent  erected  on  the  north 
side  of  the  grounds.  The  Trustees  have  erected  several  port- 
able steel  buildings,  including  a  dispensary,  and  have  made  in 
addition  several  other  improvements.  These  buildings  will  be 
used  until  a  new  and  larger  structure  is  erected.  In  the  mean- 
time the  service  at  the  Lakeside  Home  will  be  as  complete  as 
possible. 
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Obituary 


THE  LATE  WILLIAM  ORRIS  MANN.  M.D. 


The  following  resolution  was  adopted  at  a  special  meeting  of 
the  Executive  Committee  of  The  Hospital  Bureau  of  Standards 
and  Supplies  on  April  17th,  1915: 

Whereas,  The  Hospital  Bureau  of  Standards  and  Supplies 
has  learned  with  deep  regret  of  the  death  of  Dr.  William  Orris 
Mann;  and  whereas,  it  is  recognized  that  Dr.  Mann  was  num- 
bered among  the  ablest  hospital  administrators  of  the  country, 
as  evidenced  by  his  efficient  service  in  the  several  positions  of 
.trust  occupied  during  his  career,  viz.:  those  of  Assistant 
Physician  in  the  Westboro,  Massachusetts,  Insane  Hospital; 
Assistant  Superintendent  of  the  State  Hosjiital  at  Fergus  Falls, 
^linnesota;  and  Superintendent  of  the  Massachusetts  Homoeo- 
pathic Hospital,  the  last-named  office  having  been  held  for 
nearly  sixteen  years  and  at  the  time  of  his  death ;  and  whereas, 
the  high  esteem  in  which  he  was  held  by  the  hospital  hody  of 
the  entire  country  was  marked  by  his  election  to  the  Presidency 
of  the  American  Hospital  Association  for  the  year  1915 ;  be 
it  and  it  is  hereby 

Resolved,  That  the  Bureau  enter  upon  its  minutes  a  record 
of  its  esteem  of  the  service  rendered  by  Dr.  Mann  to  the  cause 
of  hospital  efficiency  and  advancement,  of  its  appreciation  of 
Dr.  Mann's  character  and  personality,  and  of  its  sense  of  loss 
to  the  Bureau  and  to  the  hospital  community  generally  caused 
by  his  death ;  and  it  is  further 

Resolved,  That  a  copy  of  this  minute  be  transmitted  to 
Dr.  Miinn's  family. 
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Book  Reviews 


Hospital  Hand  Book  in  English  and  French.  By  H.  Meugens, 
for  use  at  the  front,  yimpkin,  Marshall,  Hamilton,  Kent 
&  Co.,  Limited,  4  Stationers'  Hall  Court,  London,  E.C. 
Price,  one  shilling. 

Contains  a  list  of  drugs  and  dressings,  medical  terms,  nurs- 
ing necessaries,  parts  of  the  body,  weights  and  measures,  useful 
phrases  and  words  in  English  and  French.  Every  Canadian 
soldier  going  to  France  would  find  this  a  useful  book  to  carry  in 
his  knapsack. 


Materia  Medica  and  Therapeutics.  A  Text-book  for  Nurses. 
By  LiNETTE  A.  Parker,  R.IN'.,  B.Sc.  (Columbia  LTniv.). 
Lea  &  Febiger,  Philadelphia  and  New  York. 

There  have  been  so  many  developments  in  drugdom  since 
the  earlier  text-books  for  nurses  were  written  that  a  nurse  is 
at  a  loss  to  find  handy  literature  on  the  vaccine,  serum,  or  even 
everyday  drugs  like  asperin.  This  book  by  Miss  Parker  is 
therefore  doubly  welcome;  since  it  not  only  arranges  its  sub- 
ject matter  in  an  ideal  way,  but  also  refers  to  all  the  newest 
features  in  therapeutics. 

The  metric  system  is  elaborately  discussed,  with  a  set  of 
exercises  added,  although  the  causes  of  the  definite  relation  be- 
tween measures  of  length,  weight  and  capacity  are  so  lightly 
touched  upon  that  a  lecturer  would  have  to  make  many  further 
explanations. 

The  chapter  on  the  history  of  drugs  is  very  interesting,  giv- 
ing a  nurse  an  impetus  to  feel  a  living  enthusiasm  in  this  by 
no  means  dry  subject. 

The  great  drugs,  strychnine,  opium,  etc.,  are  very  fully 
described,  with  sketches  to  show  how  they  act  on  the  nervous 
system,  and  also  with  several  very  handsome  delicately  colored 
plates,  showing  their  source. 
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Ven'  modern  points  in  this  study  are  taken  up  in  the 
chapters  on  legislation,  etc. 

The  whole  subject  is  excellently  handled,  and  the  book 
should  be  owned  by  everj-  teacher  of  materia  medica,  as  well 
as  be  found  on  the  library  shelves  of  the  training  schools. 

It  supplies  a  long-felt  want.  With  Miss  Parkers  book  for 
text,  and  the  earlier  books  for  reference,  every  pupil  could 
administer  drugs  and  attend  to  the  physician's  needs  most 
intelligently. 


Borland's  American  Pocket  Medical  Dictionary.  Edited  by 
W.  A.  Newman  Borland,  M.D.,  editor  "  American  Illus- 
trated Medical  Dictionary."  Ninth  edition,  revised  and 
enlarged,  32mo.  of  691  pages.  Philadelphia  and  London: 
W.  B.  Saunders  Company,  1915.  Flexible  leather,  gold 
edges;  plain,  $1.00.  net;  Thumb  index,  $1.25  net. 

The  vocabulary  of  this  new  volume  is  as  complete  as  pos- 
sible, consistent  with  its  size ;  it  is  up  to  date ;  it  has  a  poso- 
logical  table  in  both  systems.  A  beautiful  and  handy  little 
book. 


HOSPITAL  FROM  THE  WEST 


Hon.  Louis  Codkrrk.  Secretary  of  State,  recently  received  a 
telegram  from  Lieut.  Governor  Brown,  of  Saskatchewan,  con- 
taining the  offer  of  Saskatchewan  doctors  to  equip  a  hospital 
for  the  benefit  of  the  soldiers  at  the  front.  The  offer  will  be 
forwarded  to  the  War  Office,  and  will  doubtless  be  accepted. 


The  third  Summer  School  of  Management  will  be  held  at  Pro- 
vidence, R.I.,  for  three  weeks,  beginning  August  2nd.  This 
course  is  open  to  professors  of  Engineering,  Economics,  Psy- 
chology, Business  Administration,  and  other  subjects  allied  to 
management ;  and  also  to  doctors  and  sujtcrintendents  in  active 
charge  of  hospital  administration.  For  further  particulars, 
apply  to  Frank  B.  Gilbreth,  77  Brown  Street,  Providence,  R.I. 
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MPSTEirS 

is  appreciated  by  discerning  people  because — 
Only  the  best  materials  are  used, 
Of  our  exclusive  process  of  fermentation, 

Of  the   exactness  of   manufacturing  methods,   assuring   bread  and    buns   of    uniform 
excellence, 
The  greatest  cleanliness  is  observed  in  the  manufacture  and  distribution. 


SWF«U 


MADE    AND    WRAPPED     BY    MACHINERY 


Absolutely  Pure  and  Delicious 

AN  IDEAL  BEVERAGE, 

OF  HIGH  GRADE  AND 

GREAT   NUTRITIVE 

VALUE 

Made  in  Canada  by 

WALTER  BAKER  &  CO.,  LIMITED 


Montreal,  Canada 


Established  1780 


When   writing  advertisers,   please  mention  The  Hospital   World. 
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NEW  HOSPITAL  APPLIANCES,  PHARMACEUTI- 
CAL PREPARATIONS,  ETC 


Dennisteel 

Hospitals  should  reiuenibcr,  in  case  of  wishing  to  procure 
auythinjr  in  steel,  to  write  to  The  Dennis  Wire  and  Iron  Works 
Co..  Limited,  London,  Ontario.  For  instance,  this  firm  manu- 
facture hos]>ital  wardrohe  lockers,  nniterial  cabinets,  steel  shelv- 
ing of  the  finest  make  and  finish,  and  at  prices  that  are  exceed- 
ingly reasonable  consistent  with  the  best  workmanship.  The 
Dennis  Wire  and  Iron  Works  have  eqni))i)od  some  of  the  best  and 
biggest  institutions  in  Canada  and  invariably  receive  rejieat 
orders.  They  also  make  a  lawn  fence  that  materially  enhances 
the  a})pearance  of  institution  grounds,  the  fence  being  heavily 
galvanize<l,  rustproof  and  made  l)v  the  exclusive  Dennisteel 
method.  Let  the  Hospital  Su])erintendent  not  forget  that  if 
he  ro«piires  anything  in  the  steel  line,  this  firm  can  fill  the  bill 
and  fill  it  well. 


Sanitary  Doors 

How  often  if  has  been  found  that  a  Hospital  Theatre  is,  to 
all  appearances,  spotlessly  clean  with  dust  nowhere  in  sight — 
uH'til  one  runs  his   finger  along  the   door  moulding   (if  such 

exists)  and  then An  institution  should  be  ecpiipjjcd  with 

slab  doors  throughout.  j)erfectly  plain,  without  panels  or  mould- 
ing, in  order  to  be  sanitary.  Let  Superintendents  remember 
that  the  Itoake  Manufacturing  Co.  of  Toronto  make  a  full  line 
of  these  doors  and  can  supply  them  in  any  wood  desired,  guar- 
anteeing that  they  irill  not  warp  or  open,  thus  leaving  lurking 
K))!i('cs  for  germs  of  any  kind. 


Oculists'  Prescriptions 

It  is  a  well-known  fact  that  the  woods  in  Toronto  and  other 
large  cities  in  Canada  are  too  full  of  .so-rallpd  o])ti('ians,  men 
who  j)rofess  with  trum])(?ts  to  be  able  to  fill  oculists'  jirescri])- 
tions  correctly  and  scientifically,  but  who — cannot.  Jt  seems 
to  be  a  pity  that  such  is  the  case,  as  serious  damage  to  the  sight 
can  be  done  by  an  incorrect  lens.  Mr.  E.  A.  I^ewis,  'tY'iVz 
Yonge  Street,  Toronto,  fills  jirescri])'tions  prom])tly  and  has  the 
necessary  inachinerv  to  griud  his  lenses  on  the  ])remis(>s.  He 
also  keeps  a  full  assortment  of  artificial  eyes  in  stock. 

*  Pnblisher'H   Department, 
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Summer-Time 


and 


Sun-Burn — 


Dermatitis  Calorica,  Dermatitis  Venenata, 
and  similar  inflammations  of  the  skin, 
peculiarly  prevalent  at  this  season  of  the 
year,  call  for 


Directions : —  Always 
heat  in  the  original  con- 
tainer by  placing  in  hot 
water. 

Needless  exposure  to  the 
ail  impairs  its  osmotic 
properties  —  on  which  its 
therapeutic  action  largely 
depends. 


applied  thick,  and,  in  Burns,  especially — COLD 


Antiphlogistine,  in  the  regular 
routine  of  practice  is  applied  Hot. 
This  is  because  moist  heat  con- 
tinuously applied  in  congested 
states  quickly  restores    normal  cir- 


culation— the 'first    Step   in   the 

reparative  process  in  all  inflamma- 
tions. Cold  Antiphlogistine  is 
more  agreeable  in  the  early 
treatment  of  Bums. 


Physidant  should  WRITE  " Jlntiphloghtint"  to  AVOID  " autstitutes.  " 

"There's  Only  ONE  Antiphlogistine." 


When  writing  advertisers,   please  mention  The  Hospital  World. 
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Stewart's  Duplex  Safety  Pins 

How  often  in  the  day  duties  of  the  hospital  nurse  is  trouble 
oxperienced  with  certain  makes  of  safety  pins,  through  the  head 
of  the  pin  or  the  coil  being  unprotected  and  catching  in  the 
bandage  or  gauze?  We  would  hardly  venture  an  answer  to 
tliis.  Surgeons  and  nurses  will  welcome  for  use  in  the  hospital 
or  in  their  obstetric  bag  Stewart's  Duplex  Safety  Pins.  They 
are  made  of  a  superior  quality  of  brass  wire  and  will  not  bend 
or  unfasten  easily.  BoIJi  flic  head  and  the  coil  are  ahsolutely 
protected  by  guards,  so  cannot  catch  in  the  clothing.  They  are 
also  rust  proof,  and  therefore  particularly  suited  for  wet  dress- 
ings. They  are  packed,  specially  for  hospital  use,  in  five  gross 
boxes. 


Battle  Creek  Sanitarium 

It  is  coming  to  be  admitted  that  invalids  are  too  much  indoors 
and  that  relaxation  in  the  open  air,  even  though  no  exercise  is 
taken,  is  extremely  beneficial. 

At  the  Battle  Creek  Sanitarium  two  immense  outdoor  gym- 
nasiums are  maintained  for  the  purpose  of  luring  somi-invalids 
into  the  open.  Separate  gymnasiums  being  maintained  for 
men  and  women,  it  is  possible  to  disregard  the  conventional 
dress  and  get  back  to  Nature. 

Swimming  pools,  volley  ball  courts,  sand  baths,  and  just 
plain,  everyday  basking  in  the  sun  are  some  of  the  joys  experi- 
enced in  these  gymnasiums.  Patients  who  come  to  the  Sani- 
tarium during  the  summer  frequently  become  tanned  as  brown 
as  Indians  and  go  home  with  almost  the  vim  and  endurance  of 
the  original  Americans. 


Electric  Centrifuges 

The  International  Instrument  Co.  of  Cambridge,  Mass., 
have  had  the  honor  of  equipping  the  laboratories  of  some,^of 
the  largest  and  most  modern  hospitals  of  both  Canada  and  the 
Ignited  States.  This  firm  manufactures  Electric  Centrifuges 
that  have  few  equals,  so  satisfactory  have  they  proved.  Hos- 
pitals, that  have  so  far  not  placed  an  order  .for  this  line  should 
do  so  promptly,  as  they  will  be  found  to  be  all  that  the  manu- 
facturers claiflj  for  them. 
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-JUST  A  REMINDEI 


PL  ATT '  S  CHLORIDES,  the  Odorless 
Disinfectant,  has  received  the  approval  of 
the  medical  profession  for  over  a  third  of  a 
century,  as  a  disinfectant  in  the  sick-room, 
the     doctor's     office     and     the     household. 

A  combination  of  the  Chlorides  of  alum- 
inium, zinc,  calcium  and  other  safe  and 
odorless  chemicals,  scientifically  prepared 
so  as  to  afford  a  valuable  disinfectant  and 
deodorizer  without  color,  odor  or  any 
objectionable  features. 

DO  NOT  COVER  ONE  ODOR 
WITH  ANOTHER 

"g^latfs 
Chlorides 

Tile     OcJ  or»l  0^3 

Two  Sizes— 25  and  50  cents. 
Sample  and  booi^let  mailed  free  upon  request. 

HENRY  B.  PLATT,  "^SJ'.'^.^.*^ 


EPILEPSY 

Dragdes 
Gelineau 


are   an  antiner- 


DRAGEES  GELINEAU  ^„,  agent  of 

the  most  rational  type,  being  an  association  of 
Bromide  of  Potassium,  Arsonic  and  Ficro- 
toxine.  The  Bromide  diminishes  the  reflex  sensi- 
bility of  the  nervous  system  and  the  congestive 
predisposition  of  the  cerebrum  in  EPILEPSY. 
The  Picrotoxine  has  its  action  on  the  convulsive 
and  spasmodic  tendencies  of  neurotics,  and,  fin- 
ally, the  arsenic  is  the  repairer  of  the  nerve  cells. 
It  is  with  perfect  frankness,  and  with  the 
utmost  sincerity  that,  without  pretending  to  cure 
every  case  of  Epilepsv,  we  recommend  to  the 
medical  profession  GEZilNEATT'S  DBAGEES* 
which  have  given  to  their  inventor  the  most  com- 
plete satisfaction  for  30  years  and  have  earned 
for  him  the  gratitude  of  numerous  sufferers. 
GELINEATJ'S  DRAGEES  offer  to  the  practitioner 
a  superior  weapon,  giving  him  the  possibility  of 
a  triumph  in  ordinary  cases,  and  in  all  cases  the 
certainty  of  at  least  a  marked  improvement. 

General   Agents   for   Canada: 

ROTTGIER   FRERES,    63   Notre   Dame   St.,  East» 

MONTREAL 


PHYSICIANS    PREFER 


GLOSS 


M 


FLAT 
WHITE    ENAMEL 

SANITARY 

WASHABLE 


-DUSTPROOF 


ARTISTIC 

Will  Not    Turn  Yellow 

Elastica  ^^^  Perfect  Floor  Finish 
^^J^^^  Send    for    Sample  Paper 


JnmiflMA!' 


JJH^p^ 


TORONTO 


ONTARIO 


J^Ct<£-    /Scrr^^e^n' 


BRAND 


Condensed 
MILK 


THE  ORIGINAL 


Especially  adapted  for 
the  Nursery,  the  Fable, 
and  Cooking  Purposes 


Send  (or  Booklets 

"BordenRecipes"  "MyBiography' 

Where  Cleanliness  Reigns 

Supreme." 


Borden  Milk  Company,  Ltd., 
Montreal 


When  writing  advertisers,   please   mention   The   Hospital   World. 
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"AN  OUNCE  OF  PREVENTION   IS 
WORTH   A    POUND    OF    CURE" 

but  with  every  care 

Accidents  and  Sickness 

will  occur. 

Doctor,   why  take  chances  of  loss  of  income   by  reason   of 
accident  and  sickness,  when  you  can  be  amply  protected? 

A  Good  Prescription 

is 

An  Insurance  Policy 

in 

THE    GENERAL    ACCIDENT   ASSURANCE    COMPANY 

Head  Office — Continental  Life  Building,  Toronto 

Peleg  Howland,  Esq.,  President  D.  R.  Wilkie,  Esq.,  Vice-President 

Jno.   J.   Durance,  Manager 


The  only  PERFECT  FLOOR  for  Hospitals  is 

CORK  TILING 

Our  Cork  Tiling  contains  absolutely  no 
other  substance  than  pure  cork  highly 
compressed    and     baked    by    electricity 

It  is    Noiseless,    Resilient,   Odourless, 
Non-slippery,  Durable  and  Absolutely 

SANITARY 

BLESSING  TO  NURSES  AND  PATIENTS.  WRITE  TO  US  FOR  PARTICULARS. 


Robinson  Bros.  Cork  Co.,  Limited 

803  Lumsden  Building         -         TORONTO 

When  writing  advertisers,  ple«a«  mention  The  Hospital  World. 
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THE  "SOVEREIGN"  WILL  BURN 
ANYTHING  THAT'S  BURNABLE 

—  and  give  from 
the  fuel  th.e  full 
volume  of  heat  for 
radiation. 

Hard  coal,  soft  coal, 
wood,  or  anything 
burnable,  makes 
useful  heating 
fuel  in  the  "Sover- 
eign." 

Large  flared  flues 
m  the  boiler  sec- 
tions, through  which 
the  heat  fumes  tra- 
vel, give  a  free  draft  with  no  possibility  of  the 
flues  becoming  clogged  with  soot  or  fine  ashes. 

The  '  '■Sovereign''  is  an  improved  hoi  wuter  boiler.  Do  not  instuL  a  heating 
apparatus  in  your  neiv  house  until  you  have  tlioroughly  informed  yourself 
of  the  exclusive  advantages  of  the   ^'Sm'ereign."      Write  us  for  booklet. 

TAYLOR  -  FORBES  Co.,  Limited 

Head  Office  and  Works:   Guelph,  Ont. 

Branches  : 
TORONTO,    MONTREAL.    QUEBEC,    ST.  JOHN,    WINNIPEG,    VANCOUVER 


When   writing  advertisers,    please   mention   The   Hospital    World. 
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djusto' 
giiyf  ':i:./"t"'  L/iaffress- 

i!U....vS^^i..7....v.v.T."". . 

•  OJV^TO   II  (.UMAMTUD  ANU  tOlD  BY  DIMJ"!   IVtOTWHtllt 

THt  ONTARIO  SPMNC  BID  6  MATTRCSSCO-^.^ 


This  latest  improve- 
ment in  Mattresses 
is  particularly  ad- 
apted for  use  in  Hos- 
pitals and  Sanitoria 


because — ADJUSTO  Mattresses  cannot  spread  or  hang  over  the  sides  o{ 
the  bed, 

3«:<"'SC~~ADJUST0  Mattresses  hold  their  shape,  being  unable  to  expand 
in  width  or  length. 

because — ADJUSTO     Mattresses    can    be    adjusted  —  made    narrower    or 
shorter  as  desired. 

Prices  and  full  information  on  reauest 

The  Ontario  Spring  Bed  &  Mattress  Co.,  Ltd. 

Makers  of  Hospital  Beds.  Iron  and  Brass  Beds,  Springrs,  Mattresses,  and  Pillows 

LONDON  CANADA 


Prominent  physicians  and 
gynecologists  everywhere 
recommend  the  MARVEL 
Syringe  in  cases  of  Leu- 
corrhea, Vaginitis  and  other 
Vaginal  diseases.  It  al- 
ways gives  satisfaction. 


All  Druggists  and  Dealers 
in  Surgical  Instruments  sell 
it.     For  literature,  address 

MARVEL  COMPANY 

44  E.  23rd  Street,  NEW  YORK 


The  Peculiar  Advantage 


of  the 


Marvel  "Whirling 
Spray"  Syringe 

is  that  The  Marvel,  by  its 
Centrifugal  action,  dilate* 
and  flushes  the  vaginal  passage 
with  a  volume  of  whirling 
fluid,  which  smooths  out  the 
folds  and  permits  the  injec- 
tion to  come  in  contact  with 
its  entire  sur- 
face. 

The  Mirvel  Company 
was  awarded  the  Gold 
Medal,  Diploma  and 
Certificate  of  Appro- 
bation by  the  Societe 
D'Hy^ienede  France, 
at  Paris,  Oct.  9, 1902. 


When  writing  advertiser.s,  please  mention  The  Ho.spital    World. 
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The  attention  of  the  Medical  Profession  is  called  to  our 

PURE  and  our  SOLUBLE  COCOA 

for  use  in  the  sick-room.  These  products  are  guaranteed  to  be  free  from  adulterants 
in  any  and  every  form.  Physicians  can  prescribe  these  goods  in  the  fullest  confidence 
that  their  patients  are  getting  the  finest  goods  obtainable. 

Please  specify  "Ocean  Blend"  Cocoa. 

FOR   SALE   ONLY    BY 

THE  OCEAN  BLEND  TEA  COMPANY  LIMITED 

247  Parliament  Street,  Toronto  -  -  Tel.  M.  950 


HOSPITAL  Superintendents  who  wish  to  save  fuel  in  their  Institutions, 
and  practically  guarantee  that  their  wards,  corridors  and  in  fact  their 
entire  building  shall  have  an  even  temperature  should  immediately  look 
into  the  merits  of 

DIAMOND  METAL  WEATHER  STRIPS 

They  unquestionably  prevent  all  dust  and  draught,  making  a  ward  with  a  Northerly 
exposure  as  pleasant  in  the  Winter  time  as  one  to  the  South.     The«e  Strips  mean  a 
saving  of  fuel  in  the  Winler  and  k^ep  a  Hospital  free  of  dust  in  the  Summer. 
Have  our  Salesman  call   upon   you. 

TRIPLEX  WEATHER  STRIP  CO.,  932  College  Street,  Toronto 


INVALID  STOUT 
For  Weak  Folks 


I'^'^'^pTRENGTHENING  and 
MC"  Ijl  nourishing  qualities,  com- 
SOS  bined  with  a  really 
isHsa  acceptable  flavor,  make 
Domipion  Brewery's  Invalid  Stout 
the  ideal  beverage  for  convales- 
cents and  bilious  people.  It  is 
digestible  and  non-gassy. 

Order  at  any  of  the  dealers 

Dominion  Brewery  Co., 


LIMITED 


TORONTO 
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Physicians  who  desire  to  patron- 
ize a  Valet  Firm  who  do  only 
first-class  uork  should  telephone 
"North  5816." 

Williams'  Yalet  Service 

85  Bloor  St.  West 

TORONTO 

This  firm  makes  a  specialty  of 
Cleaning,  Pressing  and  Repairing 
Professional  Clothing,  and  are 
anxious  to  add  to  their  list  of  cus- 
tomers a  larger  number  of  Physi- 
cians. They  have  a  contract  and 
coupon  service  costing  from  $2  to 
$7.50  per  quarter,  and  guaran- 
tee  A   SER\1CE   SECOND   TO   NONE. 

The  special  attention  of  the 
Medical  Profession  is  called  to 
this    announcement. 


Nothing  Can  Equal 

H-OCet)  Ammonia 

As  a  Cleanser 

for  HOSPITAL  SINKS,  URINALS 
BEDPANS,  FLOORS,  GLASSWARE, 
ENAMELWARE,  MILK  BOTTLES, 
and  all  KITCHENWARE. 

It  will  be  found  invaluable  for  the  bathing 
of  fever  cases,  leaving  the  patient  refreshed, 
with  the  skin  velvety  and  sweet.  H-0 
AMMONIA  is  also  easily  the  best  cleanser 
in  those  annoying  cases  of  Involuntary 
Urination,  acting  not  only  as  a  cleanser 
but  as  a  Deodorizer. 

H-0  AMMONIA  is  one  of  the  cheapest 
and  most  effective  Disinfectants,  and  Hos- 
pitals' Superintendents  should  give  it  a 
trial,  as  once  they  do,  nothing  else  will  be 
used. 
Full  particulars  and  prices  obtainable  from 

Alexander  Hutchison  &  Co. 

9  Church  Street,  Toronto 


NURSE  CALL  SYSTEM 

This  system  is  ideal,  owing  to  the  low  cost  of  installation  and  upkeep. 
The  service  is  absolutely  reliable  at  all  times.  We  instal  these  sys- 
tems, and  as  a  sample  of  the  high  character  of  our  workmanship,  we 
refer  Hospital  Author- 
ities to  the  one  recently 
placed  in  the  Surgical 
Wing  of  St.  Michael's 
Hospital,  Toronto. 

We  also  instal  high-grade 
Private  Phone  Systems  for 
all  kinds  of  service  and 
Doctors"  residence.  Write 
or  phone  for  full  inform- 
ation.    Tenders    submitted   „  „        .  .  .       j  . 

French  Drop  Annunciator  placed  in 
on  request.  the  Corridor. 


V^ir^'^rj^l  LINTZ-PORTER  CO. 


27  YONGE  ST.  ARCADE 
TORONTO      ONT. 
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Introducing  McLaughlin  1916  Models 

"EVERY  ONE  A  SIX" 


rhis  is  the  year  of  "  Sixes"  and  in  presenting 
)ur  complete  line  for  1916 — "  every  car  a  six  " — 
Are  do  so  conscious  that  the  element  of  experi- 
Tient  is  eliminated.  Prolonged  and  severe 
ests  under  the  most  stringent  conditions,  C3n- 
;lusively  proved  that  the  six-cylinder  car,  as 
juilt  by  us,  is  the  embodiment  of  the  latest  in 
lutomobile  construction.  We  make  this  state- 
Tient  with  all  the  weight  of  our  45  years  of 
■nanufacturing  experience.     . 

Sach  "  McLaughlin-Six  '^  expresses  individual- 
ty  in  its  beauty  of  design  and  finish — some- 
:hing  different — and  an  inspection  of  the  seven 
;xquisite  models  will  convince  any  person  that 
lis  requirements  can  be  thoroughly  satisfied. 

\nd  yet,  owing  to  the  vast  increase  in  our  pro- 
luction  with  consequent  economy  in  our  man- 
ifacturing  schedule,  we  are  able  to  offer  a 
sreatly  improved  car  at  a  greatly  reduced  price. 


Abbreviated  Specifications 
of  1916  MODELS 

"D-55" — Six-cylinder,  seven  passenger 
touring  car,  5()  to  55  H.P.  4J"  tires, 
130"  wheelbase,  cantilever  springs. 
Price $2150. 

"D-54"— Six-cylinder  runabout,  same 
chassis  as  "D-55".     Price $2125. 

''D-45" — Six-cylinder,  five  passenger 
touring  car,  40  to  45  H.P.,  4"  tires, 
115.V'     wheelbase,     cantilever      springs. 

Price $1385. 

Also  Sedan  type  body. 

"D-44" — Six-cylinder    runabout,    same 

chassis  as  "D-45".     Price $1325 

Also  Coupe- landaulet  body. 

"D-60" — Six-cylinder,  five  passenger 
touring  car,   30  to  35   H.P.,   3J"   tires, 

110"  wheelbase.     Price $1085. 

All  Prices  F.O.B.  Oshawa. 


cx  ..tlOttUH  CARRIAGE  Co.t,^ 

%\\\^P^  Head  Office  &  Facbories  *  *'/j|f/>^ 

\^  ^  OSHAWA,ONTARIO.  '^^^/>. 


Branches  ; 
St.  John,  N.B.  ;    Montreal,  Que.  ;    Belleville,  Ont.  ;    Toronto,  Ont. ;     Hamilton,  Ont. : 
Winnipeg,  Man. ;  Regina,  Sask.  ;  Saskatoon,  Sask. ;  Calgary,  Alta.  ;  Edmonton,  Alta.  ; 


London,  Ont. ; 
Vancouver,  B.C. 
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WHAT  could  beautify  more  your  Hospital 
Grounds  than  an  attractive  fence?  Look 
at  the  above  illustration  and  decide  that 
you  cannot  do  better  than  place  an  order. 

WE  ARE  SPECIALISTS  IN  ARTISTIC  FENCING 

The  Banwell  Hoxie  Wire  Fence  Co.,  Hamilton,  Can. 


The  Proved  Most 
Effective  Aids 

In  Pyorrhea  Treatment   and 
Prevention 


Improved  Dentinol  Pyorrhea  Scal= 

ers  (set  of  12)  -        -     $9.00 

Improved     Dentinol    Prophylactic 

Files  (set  of  8)  -        -       8.00 

Dentinol  Perfect  Syringe  -  2.50 
Dentinol   (applied  by  the  dentist), 

2-oz.  bottle  -  -  -  1.00 
Pyorrhocide  (used  by  the  patient), 

4-oz.  can  ...         i.oo 

Sold  by  all  Dental  Supply  Houses. 

Write  us  to-day  for  a  free  copy  of  our 
illustrated  booklet,  "  PYORRHEA,  Its 
Causes,  Effects,  Treatment  and  Preven- 
tion." 

The  Dentinol  &  Pyorrhocide  Co. 

World's  Tower  Building 
ll»-112  West  40th  St.         New  York  City 


The  "EASY" 
will  wash  and 
wring  every  de- 
scription of  bed 
and  personal 
linen. 

Used  in  pri- 
vate hospitals, 
homes  and  insti- 
tutions. 

Made  of  solid 
copper,  a  simple, 
durable  and 
sanitary  washer 
which  can  be 
operated  from  any  lighting  socket. 

A  high  grade  washer,  eminently  satis- 
factory.    Sold  at  a  reasonable  price. 

EASY  WASHER  COMPANY 


14  CLINTON  PLACE 


TORONTO 
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THE  Sanitary  Reflectors 
here  shown  were  espe- 
cially designed  for  Hospitals. 
There  is  an  entire  absence 
of  crevices,  thus  preventing 
the  collection  of  dust  and 
germs.  Another  notable 
■  feature  is  that  the  reflectors 
can  be  easily  cleaned  with- 
out being  removed  from  the 
fixtures. 

MOONSTONE  GLASS 
was  given  the  preference 
over  all  other  semi  -  trans- 
lucent glasses  by  the  lighting 
committee  of  the  Toronto 
General  Hospital  on  account 
of    its   color    and    efficiency. 


.-s^-^^ 


/ 


40S4— bO  Watt 


4U6D— 250  Watt 


4052—40  W  a 


4050-100  Wall 


4050-  25   Walt 


THE  JEFFERSON  GLASS  CO.,  Limited 

Illuminating  Glassware,  Tableware,  Specialties 
TORONTO,  CANADA 
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PHOTOS    OF     FUNERAL     CHAPEL     AND    MOTOR     HEARSE     WITH 

HANDSOMELY     EQUIPPED     LIMOUSINES    FOR    PRIVATE 

AND    PUBLIC     FUNERALS 

Charge  Not  Exceeding  that  of  horse  drawn  vehicles. 
Private  Motor  Ambulance 

MOTORS   DIRECT   TO   FOREST   LAWN    MAUSOLEUM 


A.  W.  MILES 

Funeral  Director    -    396  College  St. 


Phone  C.  1752 


Phone  C.  2757 


Toronto,  Canada 
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Invalid  Chairs  and  Tricycles 

OF  EVERY  DESCRIPTION 

This  has  been  our  study  for  thirty-five  years.  We  build  chairs 
that  suit  the  requirements  of  any  case.  If  your  dealer  cannot 
supply  you,  write  us  direct  for  catalogue  No.  80,  and  prices. 


GENDRON  WHEEL  CO., 


-TOLEDO,  O.,  U.S.A. 


PARTICULARLY  SUITABLE   FOR   HOSPITALS 


It  is  absolutely  essential  that  a  Hospital  have  a  satisfactory 
floor.  For  that  reason,  the  particular  attention  of  Hospital 
Trustees  and  Superintendents  is  called  to 

The  "  Simplex"  Brand  of  Fire  Proof  Flooring 

This  is  just  \vhat  should  (and  will  eventually)  be 
used  in  all  Public  Institutions.  It  is  far  superior  to 
anything  else  in  the  same  line  The  "SIMPLEX" 
Floor  can  be  laid  without  in  any  way  interfering 
with  the  plasterers  or  other  trades  while  at  work  in 
the  building.  \Vhen  the  mechanics  are  through. 
we  do  the  scraping  and  polishing  with  our  patented 
machines  (as  here  illustrated),  leaving  an  ideal 
floor,  attractive  to  the  eye  and  ready  for  the  heavi- 
est traffic  for  many  years  to  come. 
We  are  the  manufacturers  also  of 

The  End-Block  Flooring 

.  a  floor  for  Institutions  second  to  none  in  the 
world.  This  can  be  laid  complete  for  $1.00  a  square 
foot.  Each  block  is  boiled  in  a  preparation  which 
makes  the  flooring  damp-proof  and  fire-proof,  is  sunk 
and  locked  in  concrete  and  finished,  leaving  a 
floor  infinitely  superior  to  any  other  make. 


Simplex  Floor  Finishing  Appliance  Co.,    ^<^^S^ 


(Montreal 


LIMITED 
Toronto 


Ottawa  '32^2—; 
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SANITARY  DOORS 

Especially    Constructed 


For 


HOSPITAL  USE 

(ASK  FOR  PRICE) 


CL'T  SHOW 


MANUFACTURED  IN 

ALL    WOODS 

READY  TO  SHIP  IN 

Plain-Red  or    Quartered 
White   Oak 


BOAKE  MF'G.  CO. 

TORONTO  ONTARIO 


Physician's  Scale. 

Designed  especially  for  use  in  Hospitals, 
in  offices  of  physicians.  Something  that  is 
essential  in  connection  with  every  private 
bathroom. 

Scale  is  ordinarily  finished  black,  with  bronze 
ornamentation,  but  is  also  furnished  in  liflfht  colors, 
elaborately  ornamented,  with  nickel-plated  beam 
Scale  is  furnished  with  or  without  measurinff  rod 
as  desired.    Write  for  prices. 

GURNEY  SCALE  CO. 

HAMILTON,  ONT. 
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Cut  Flowers  for  the  Sick  Room 


I  ^HERE  is  a  feelins  abroad  that  physicians  are  sometimes  apt  to  pay 
■^  less  attention  than  they  should  to  the  a?sthetic  side  of  their  profes- 
sion. Can  there  be  any  question  as  to  the  added  comfort  to  the  patient, 
during  the  weary  days  of  convalescence,  of  the  fragrance  of  Nature's  most 
beautiful  products  in  the  form  of  Roses.  Carnations,  and  other  cut  flowers  ? 

May  I  ask  Physicians  to  note  that  /  ma^e  a  specialty  of  cut  flowers  of 
almost  any  kind. 

Particular  attention  is  called  to  my  three-year-old  Rose  Plants,  ready 
for  planting,  and  which  I  .vill  deliver  at  $1.50  per  dozen.  They  are 
Hybrid  Teas,  and  will  bloom  all  summer  long. 

Special  prices  quoted  to  Hospitals  and  Doctors 


W.  J.  Lawrence 


152  Roselawn  Avenue 


Toronto 


Phone  North  2221 


Hospital  Superintendents 

should,  remember  that 

"Banner  Brand^^ 

Jams  and  Jellies 


are  ABSOLUTELY  PURE  and  made 
ONLY  FROM  FRESH  FRUIT  and 
FINEST  GRANULATED  SUGAR. 
"  BANNER  BRAND  "  Marmalade  is 
made  from  the  finest^  ripe  Seville 
Oranges. 

All  "  BANNER  BRAND"  Goods  are 
wholesome  and  specially  suitable  for 
convalescing  patients. 

We  Will  Welcome  Hoipital  Orderi 

LINDNERS   LIMITED 

340  Dufferin  Street 
Phone  Park.  2985  TORONTO 


STAMMERING 
OR  STUTTERING 


positively  and  permanently  overcome.  Our 
natural  methods  permanently  restore  natu- 
ral speech,  Succesful  pupils  everywhere. 
Write  for  literature. 

The  Arnott  Institute,  Berlin.  Ont. 


Metal  Tags  Stay  On -Mark  Suits, 
Uniforms,  Etc.,  Permanently 


Taes  simplycannotcome  ofT, 

DAVIS  METAL  TAGS 

are  all  brass  —  quickly  attached 

simple,  efficient,  everlastlne. 

Numbered  TaEs:— 100.65c  :500,$3.00 

1000,  $5.50  ;  5000  or  more  $5.00  per  M  ; 

^10.000  or  more  $4.50  per  M.  Plain  tars 

^  5c  per  hundred  less  than  numbered 

taes. 
v^ail  your  order  or  nrile  for  catalog. 
_           THE  KEYES-DAVIS  CO..  Inc. 
16  Hanover  St. Battle  Creek,  Mich. 
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BELL, 

LIMITED 
TORONTO 


HOSPITAL  SUNDRIES 

Can  be  furnished  at  once  from  our  complete  stock 
of  botfi  domestic  and  imported  goods. 

Our  Rubber  Gloves  are  made  from  finest  stock  of 
Para  Rubber  of  special  weight — smooth  or  pebbled 
— refer  page  38  our  new  Sundry  Catalogue. 

Our  Maroon  Rubber  Sheeting  has  been  tested 
from  coast  to  coast  and  proven  as  to  its  efficiency — 
see  page  38  our  New  Sundry  Catalogue. 


Enameled  Ware 
Glast  Ware 
Rubber  Goodi 
Surg-eons'  Gloves 
Thermometers 
Surgical  Dreisingi 
Miicellaneout 

Suppliei 

Check  the  item  in 
which  you  are  in- 
terested. Mail  this 
advertisement  to  us 
and  we  will  promptly 
submit  samples  and 
prices. 


Don't  fail  to  get 
our  prices  on  all 
Hospital  Supplies. 


If  you  have  not  received 
our  new  Sundry  Catalogue, 
please  advise  us. 


Give  Your 


fc^  Upholstered 
'   Goods  an  Increased 
Saleability 

by  putting  Steel  Springs 
into  them.  They're  the 
kind  that  won't  "sag" 
— they 're  "lively,"  every 
one  of  them,  and  give 
the  most  lasting,  satis- 
factory service. 


PHYSICIAHS 


SHOULD  REMEMBER  THAT 

I  make  a  Specialty  of 

Catering  to 
The  Medical  Profession 

I  have  every  facility  for  furnishing 
Medical  Dinners,  large  and  small, 
and  guarantee  absolute  First-class 
Service  in  every  respect. 

I  also  contract  for  Receptions, 
Banquets,  Weddings  and  At 
Homes. 

Terms   Moderate- --Conshtent  with  Quality 

WILLIAM  PRESTWICH 

646   YONGE   ST.  TORONTO 

Telephone    N.  1706 
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HOSPITALS,  ATTENTION ! 

As  a  proof  that  we  do  the  best  of    ' 

Terazzo  and  Mosaic  Work 

Permit  us  to  say  that  we  have  recently  laid   our  floors  in 
THE  OBSTETRIC  BUILDING  (New  Toronto  General  Hospital) 

and 

THE  HOSPITAL  FOR  SICK  CHILDREN,  Toronto 

We  guarantee  all  of  our  floors  to  be  the  best.     They  will  not  crack.     They 
last  indefinitely. 

We   do  also   Tiling,   and  are   prepared    at    all    times    to    submit    tenders 
for    anything    in    our    line. 

Venetian  Marble  Mosaic  Co. 

Manager,  A.  PEDROM 


Nothing    could    be    more 

suitable 

for  Use  in  Hospitals 

than 

Diamond 
Cleanser 

It  is  not  only  a  cleanser,  but  a  disin- 
fectant and  particularly  adapted  for 
scouring  Pantry  Sinks,  Urinals,  Bed- 
pans, etc. 

Diamond  Cleanser  is  entirely  free  from 
alkalies  and  acids,  and  will  neither 
harm  the  skin  nor  injure  the  substance 
to  be  cleaned. 

Hospital  Purchasing  Agents  cannot  do 
better  than  adopt  such  a  preparation. 
Write  for  prices  in  large  lots. 

STEPHENS,  WELCH  &  CO. 
7  Ossington  Av.      Toronto 


Physicians  desirous  of  procuring 

A  Professional  Sign 

should  bear  in  mind  that 

J.  E.  RICHARDSON  &  CO. 

147  CHURCH   ST.       -         -       TORONTO 
are  HEADQUARTERS  for   Signs  of  every  des- 
criptiun,  including  BRASS  PLATES,  EMBOSSED 
GLASS.  BRILLIANT  LETTERS,  etc. 
Give  them  a  call.  Phone  Main  7363. 


SAL  HEPATICA 

The  Ideal 

Saline 

Eliminant 

In 

Rheumatic 

Conditions 

Bristol' Myers  Co. 
New  York 
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OF  ALL  KINDS 

WRITE    FOR  grade: 

"C"CATALOGUE 
THE   n 

GENDRON 

MfcCo. 


Limited 


.REG.. 


PAT..  JUNE  25-12 


There  is  no  cleansinff  preparation  better  suited  for 
use  in  an  institution  than 

IMPERIAL  CLEANER 

It  is  idea!  for  use  in  the  Pantry,  the  Hospital  Ward, 
the  Operating  Theatre,  in  fact  anywhere  in  the  build- 
ine.  IMPERIAL  CLEANER  will  quickly  and  effec- 
tively cleanse  pus  basins,  operating  tables,  painted 
walls,  woodwork,  baseboards  and  furniture.  Order  it 
and  you  will  not  be  disappointed. 

The  Standard  Cleaning  Products  Ltd. 

Sole   Manufacturers 

Cor.  August  S  Bailie  Sts.  HAMILTON,  ONI. 
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f/ieautv  Economy 

/^UR    Lawn   Fence  is   the  highest    grade 
fence   on    'he    market,  heavier,  slrcrger 
and  closer  spaced  than  anyclhtr--it  is  heavily 
galvanized   and  rust-proof,  durable,  and 
madeJby  the  exclusive  Dennisteel  method 
of  weaving  which  makes  it  sag-proof. 

Can  be  put  up  on  wooden  or   iron 
posts;   does   not    require  an   expert.-' 
it  IS  self-adjusting  to  uneven  ground  ;   does  not  lose 
its  shape.* 

COSTS  LESS  than  inferior  makes  because  it  is 
made  in  enormous  quantities  in  one  of  the  biggest 
fence  factories  on  earth. 

nCNNISTEEl 

m^  LONDON  -  CANADA  ft^ 

ORNAMENTAL 
FENCE,  ETC. 


Is   your    home  as   well-fenced 
as  it  is  painted  ?      Is  your   front 
yard  as  attractive  and  well  kept 
as  your  front  room. 

A  hundred  people  see  the  outside  of 

your  place  for  every  dozen  who  gel   inside. 

Accessories  present  a  rare  combination  of 

HIGH  QUALITY  and  LOW  CpST. 
Fabric  IS  of  heavy  rusl-prcof  wires  inter- 
locked in  weaving  ;  can  never  sag  or  slacken 
and  is  built  in  various  attractive  designs.  Easy 
to  put  up  on  wooden  or  iron  posts. 


The  Dennis  Wire  and  Iron 

Works  Co.  Limited 

London 


CANADA 


AGENTS  WANTED 
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Mr.  Hospital  Superintendent! 

For  the  sake  of  the  many  patients  under 
your  care,  don't  you  think,  that  it  will  pay 
you  to  examine  into  the  merits  of 

The 

Kellaric  Mattress 

This  mattress  is  particularly  well  adapted  for  use  by  the  sick 

BECAUSE: 

A.  It  is  Built  on  Scientific  Principles. 

B.  Of  its  unusual  Resiliency. 

C.  It  does  not  become  Lumpy. 

The  KELLARIC  Mattress  is  made  up  of  clean,  elastic 
sheets  of  cotton,  built  layer  after  layer  to  a  height  of 
TWO  AND  A  HALF  FEET,  and  afterwards  com- 
pressed to  a  thickness  of  FIVE  INCHES. 

Every  KELLARIC  Mattress  has  a  laced  opening  at  the 
end,  proving  that  the  manufacturers  are  not  ashamed 
of  the  character  or  quality  of  the  material  used  inside. 

We  also  manufacture  a  special  mattress  that  is  IDEAL 
FOR  USE  IN  HOSPITALS,  SANITORIA,  ASY- 
LUMS, ETC.  It  has  handles  down  either  side,  so 
that  in  case  of  any  emergency  the  patient  can  at  once 
be  lifted  from  the  bed  to  a  place  of  safety.  We  would 
call  special  attention  to  this  mattress  for  large  insti- 
tutions. 

Write  Us  for  Quotations 

THE  McKELLAR  BEDDING  CO.,  LIMITED 

FORT  WILLIAM,  ONT. 

THE  BERLIN  BEDDING  CO.,  LIMITED 

31-33  Front  Street  E.,  TORONTO,  ONT. 
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MATTRESS  and  FURNITURE 
SPECIALISTS 


PHYSICIANS  have  frequently  to  advise 
that  Mattresses  be  made  over,  especially 
when  in  use  for  any  length  of  time  in 
the  Sick  Room.     The  Medical  Profession 
should  bear  in  mind  that  we  are  specialists 
in  that  line. 

We  also  upholster,  repair  and  polish  furni- 
ture, clean,  alter  and  repair  carpets,  and 
also  undertake  the  removal  of  household 
furniture,  rehtting  and  placing  goods  in 
order  at  the  new  address. 


PACKING  AND  SHIPPING  TO  ALL  PARTS 


Picture    Frames    Repaired    and    Re-;ilded 


E.  SIBLEY  &  SON 

282    CLINTON    ST.,   TORONTO 
Phone  College  4100 


BOSTON 

PENCIL  POINTER 

Quality  has  not  been  sacrificed  in  pro- 
ducing this  model  at  this  price.  The 
enormous  quantity  makes  this  price 
possible. 

TWIN   MILLING  CUTTERS 


Price  $3.50  Prepaid 

Juit  the  very  thing-  for  Hospitals,  etc. 


^NHONOR^ 

UNNS 

JgOD  PRODUCTS 

THIS  INSIGNIA 

Indicates  the  highest 
point  of  perfection 
procurable  in  Govern- 
ment Inspected  Pack- 
ing House  Products. 

Gunns  Limited 

WEST  TORONTO 


ERNEST  A.  LEWIS 

OPTICIAN 

931  Yonge  Street 


Oculists'   prescriptions   accurately 
dispensed  on  the  shortest  notice. 

Lenses  ground   on   the  premises. 

A   large   assortment    of    artificial 
eyes  always  in  stock. 


Our  Prices  are  Always  Moderate 
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Essentially  a 
Doctor's  Car 


'Che  particular 
atleniion  of  the 
Medical 
Profession 
is  called  to 


THE   CHANDLER   CABRIOLET 

As  will  be  seen  from  the  illustration,  this  car  is  closed,  but   immediately   convertible 
into  an  attractive  roadster.     What  c-ould  be  better  for  a    Physician  ?     The  Chandler 
Cabriolet   is   in   a  class  by  itself,  the  motor  being  the  marvelous  six  cylinder,  giving 
unbounded  flexibility  and  "power  to  burn."  It  has  electric  lighting  and  starter  (being 
equipped  with  a  Gray  &  Davis  system  throughout),  a  Rayfield   double  jet  carbure- 
tor, pressure  feed  gasoline   system,  high   tension   Bosch   magneto,  centrifugal  pump 
cooling  system,  Mercedes  type  honeycomb  radiator,  etc.,  etc.,  in  fact  everything  to 
•  make  the  Chandler  Cabriolet  an  ideal  car  for  the  man  who  wants  one  that  is  up  to  date 
in  every  particular  and  that  will  stand  the  road  3(35  days  a  year. 
This  car  can  be  bought  complete  for  $2 1 50  from 
THE    BRINTNELL   MOTOR    CAR    LTD.,  419  Queen  St.  West,  Toronto 


The  Medical  Profession 
should  remember  that 

R.  A.  HULL 

4    Yorkville    Avenue 


Phone  N.  6639 


Toronto 


makes  a  specialty  of 

Orthopedic 
Shoes 


of  every  kind.  Shoes  made  for  any 
deformity.  Nothing  but  the  best 
of  material  used.     Orders  solicited. 


When   writing  advertisers,    please    mention    The    Hospital    World. 


xlviii 


IJIK  HOSPITAL  WOULD 


,liily,  11)15 


Get  Full  Power  Out  of  Your  Motor 

This  is  where  piston  rinirs  count.  Whatever  your  cneine  may  be,  however  eood  the  carburetor  system  or  the 
erade  of  fuel— if  the  piston  rinss  are -faulty  in  any  way  there's  direct  power  loss. 

Power  depends  on  piston  rinKs,  for  the  uower  impulse  is  measured  by  the  compression,  and  compression  is 
governed  by  the  way  in  which  the  piston  rings  perform  their  function.  This  is  to  prevent  any  escape  of  eas 
from  the  combustion  chamber  of  the  cylinder,  and  it  can  only  be  effectively  done  when  the  adjustment  of  the 
piston  rines  is  perfect.  To  obtain  this  service  rcijuircs  the  use  of 


y.l\<\c  by  McQuiy-Norris  Mfif.  (Jo. 


Because  in  their  design  and  construction  the  special  quality  of  gas-tiirhtncss  under  all  service  conditions  is 
most  fully  obtained. 

SEND  FOR   FREE  BOOK— "To  Have  and  to  Hold  Power. 'Ml  explains   the    theory    and    function  of 
piston  rines  and  shows  why  you  should  c(|uip  your  engine  with    LS^irV^ow  RINGS. 

"ASK  THE  USER" 


In  use  on  over  300,000 
Motors 

Manufactured  for   the  Canadian 

Trade  by  PiSTON  KINGS 

W.  H.   BANFIELD  &  SONS,  No.   120  Adelaide  St.  West,  Toronto 


Sold  by  all   up-to-date  dealers, 
repair  shops  and  tcaraRes. 

Avoid  imitations  and 

substitutions 


Burial  Vaults  of  Cast  Stone 

^  An  Inexpensive  and  Sani- 
tary Necessity. 

^  These  vaults  being  her- 
metically sealed,  impervious 
to  air  and  moisture,  and  un- 
affected by  chemical  actions 
are  indestructible  and  per- 
fectly sanitary. 

^  The  surrounding  soil  and 
water    are     not    polluted    or 

infected  and   dangers   of   disease  from   this  source   are,  by  the  use  of  these 

vaults,  wholly  avoided. 

fl    We  manufacture   these   vaults  at  prices  within  the  means  of  all,  and   have 
always  a  large  supply  on  hand. 

The  Toronto  Cast  Stone  Works 

Yonge  and  St.  Clair  Avenue,  Toronto 
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While  it  is  true  that  a  most  grati- 
fying reception  is  being  given 
all  over  the  civilized  world  to 


"The  Food  that  Builds  Bonnie  Babies" 

as  an  infant  food  of  the  highest  possible  quahty, 
its  wonderful  qualities  as  a  restorative  of  great 
merit  in  convalescence  after  operations  should 
not  be  overlooked. 

Its  positive  sterility,  and  the  ease  w^ith  which  it 
may  be  digested  by  the  youngest  infant,  and  its 
absolute  freedom  from  all  adulterants,  are  also 
its  claims  to  recognition  as  a  valuable  adjunct  in 
the  successful  building  up  of  impaired  and  weak 
digestions  and  as  a  promoter  of  that  restful  and 
health-bringing  sleep  which  follows  the  complete 
assimilation  of  a  light  and  highly  nutritive  diet. 
As  such  we  commend  it  to  the  favorable  notice 
of  both  Doctor  and  Nurse. 

Glaxo  is  manufactured  in  New  Zealand, 
the  finest  dairying  country  in  the  world, 
and  is  composed  entirely  of  the  solids  of 
the  finest   tested   milk  and  cream. 

Nothing  more  is  necessary  —  Nothing 
more  is  added  ! 

Free  samples  on  request  to 


Canadian  Office  : 
418   DOMINION    BANK    BLDG. 


TORONTO 


GARBAGE    INCINERATORS 

of  the  "HEENAN"  Type 

For  use  in  hospitals 

economical- 
No  fuel  required  but  the  refuse  itself. 

SANITARY— 

Garbage,  etc.,  burned  at  a  high  temperature,  emitting  no 
odours  or  nuisance  of  any  kind. 

Sample  installation  in  the  nen>  Toronto  General  Hospital. 

Write  for  descriptive  literature  to 

Heenan  &  Froude  of  Canada,  Ltd. 

LAURIE    &    LAMB,    Managers 

211  Board  of  Trade  -  -  -  MONTREAL 


PHILLIPS'  MILK  OF  MAGNESIA 

"  The  Perfect  Antacid  " 

For    Correcting    Hyperacid   Condilions — Local    or  Systemic.     Vehicle   for 

Salicylates,  Iodides,  Balsams,  Etc. 

Of  Advantafje  in  Neutralizing  the  Acid  of  Cows'  Milk. 


Phillips'  Phospho-Muriate 
of  Quinine  compound 

Non- Alcoholic   Tonic  and  Reconstructive 

With  Marked  Beneficial  Action  upon  the   Nervous  System.      To   be  relied 
upon  where  a  deficiency  of  the  Phosphates  is  evident. 

THE  CHAS.  H.  PHILLIPS  CHEMICAL  CO. 

LONDON     •     NEW  YORK 
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SVRUPUS 
HVPORHOSPHHUM 

fe:uuo>vs 

One  of  the  most  efficient,  most  complete,  and 
best  all-round  Tonics  in  the  Materia  Medica! 


FOR  FOUR  AND  A  HALF  DECADES  ITS  REPUTATION 
HAS  BEEN  CONSTANTLY  INCREASING! 


Refect 


< 


Cheap  and  Inefficient  Subititute* 
Preparations  "Just  as  Good" 


Entered  according  to  Act   of   the   Parliament  of  Canada,  in  the  yeal  one  thousand  nine  hundred  and  twelve 
br  the  Publiahers  at  the  Department  of  AcricuUure      All  rights  reserved. 
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The  best  antiseptics  are  undoubtedly  those  which  are  potent  to  inhibit 
the  multiplication  or  numerical  growth  of  micro-organisms,  and  yet  have  no 
injurious    effect    upon  the    tissues  in  which  the  healint;    process  is  Koing  on 

LISTERINE 

A   safe   non-poisonous,   unirritating  antiseptic  solution 

Listerine  embndies  a  two-fold  antisqitio  effect,  in  that  after  the  evaporation  of  its 
volatile  constituents — thyme,  eucalyptus,  mentha,  {^aultheria  and  ethyl  alcohol — a  film  of 
boracic  and  benzoic  acids  remains  upon  the  surface  to  which  Listerine  has  been  applied, 
affording  more  prolonged  antiseptic  protection. 


CONSERVATIVE   TREATMENT  OV  HAND  INJURIES  BY  MEANS  OF  WET 
ANTISEPTIC   DRESSINGS 

WILLIAM  PERRIN  NICOLSON,  M.D..  F.A.C.S..  Atlanta,  Georeia.  U.S.A. 

Ex-President  Medical  Association  of  Georgia  ;    formerly    Professor    of    Clinical    Surgery,    Atlanta 

College  of  Physicians  and  Surgeons  :  Professor  Anatomy  and  Oral  Surgery  and  President  of 

Southern  Dental  College:  Surgeon  and  President  St,  Joseph's  infirmary,  etc. 

*  *  *  During  a  long  service,  many  years  ago,  as  railway  surgeon,  I  adopted  a  method  of 
treating  accidental  and  operative  wounds  which  has  been  of  such  infinite  value  to  me  that 
I  am  constrained  once  more  to  present  it  to  the  profession,  in  tlie  hope  that  those  who  may 
adopt  it  may  have  the  satisfaction  it  has  given  me.  Time  and  continued  use  have  only 
served  to  convince  me  of  its  effectiveness,  and  to  give  me  implicit  faith  in  its  results.  *  *  * 

Reprint  of  Dr.  Nicolson's  article,  in  full,  may  be  had  upon  application  to 

Lambert  Pharmacal  Company,  2101  Locust  street,  st. Louis,  mo 


The  very  thing  for  Hospitals 

The  special  attention  of  Hospital 
Superintendents   is  called  to  the 

ROUSSEL  WIND  AND  DUST 
PROOF  REVOLVING  WINDOW 

Nothing  could  be  more  suitable  for 
an     Institution,    as     this     window 

1 .  Guarantees  the  freest  ventilation. 

2.  Is  absolutely  dust  and  wind  proof. 

3.  Gives  the  most  perfect  safety  to  the 
window  cleaner,  preventing  injury  and 
possible  death. 

4.  Is  a  great  money  saver  in  fuel. 

5.  Can  be  installed  in  old  or  new,  wood 
or  metal  frames. 

Thoe  points  should  not  be  overlooked  by  a 
Hospital  Superintendent  in  putting  up  a  new 
building  or  wing. 

Full  information  from 

T.  J.  ROUSSEL  &  SON 

73  Niohtingale  St.  Hamilton,  Ont. 
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Ether  for  Anaesthesia 

HARTZ 

AN  ETHER  SPECIALLY  PREPARED 
AND  PURIFIED  FOR  ANAESTHESIA 

By  a  new  process  invented  by 
PROF.  G.  MICHAELIS 

This  new  process  enables  us  to  place  with  the 
Profession  an  Ether  far  superior  to  any  Ether  hereto- 
fore sold.  By  it,  impurities,  which  have  up  to  the 
present  been  found  in  small  quantities  in  the  best 
ethers,  have  been  entirely  eliminated. 

A  SIMPLE  TEST  MAY  BE  APPLIED  TO 
PROVE  THE  SUPERIORITY  OF  OUR  ETHER 

If  10-CC  of  our  Ether  be  shaken  with  1-CC  of  Nessler's 
reagent,  the  reagent  will  not  show  more  than  a  faint 
opalescence  ;  while  if  the  same  test  is  applied  to  other 
ethers  the  reagent  will  at  once  turn  dark,  due  to  the 
impurities  which  they  contain. 

We  Guarantee  the  Quality  of  Our  Ether 
and  Solicit   Your   Trial  Order 

SPECIAL  HOSPITAL  PRICES  FOR  QUANTITY 

THE  J.  F.  HARTZ  CO.,  LTD. 

Physicians'  and  Hospital  Supplies 

TORONTO  CANADA 
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Hospital  Superintendents 

should  instruct  their  Nurses  and  Domestics  to  use 

GILLETT'S  LYE 

for  disinfecting  sinks,  closets  and  drains.     It  is  also  ideal  for  the 
cleansing  of  urinals  and  bed  pans — in  fact  any  vessel  that  requires  ■ 
disinfecting.      Gillett's  Lye   should    always  be  used  for  scrubbing 
hospital  bath  tubs  and  operating  room  floors. 

For  cleansing  and  disinfecting.dissolve  one  teaspoonful  of  Gillett's 
Lye  in  two  gallons  of  water. 


BEWARE  OF  IMITATIONS 

E.  W.  GiUett  Co.  Ltd. 

TORONTO,  ONT. 

Winnipeg  Montreal 


Fishers'  Rustless  Insect  Screens 


"Purchase 
Made  in 
Canada 
Goods" 


For  Hospitals 
./   and  Similar 

Institutions 

An  abundance  of  fresh  air  is 
assured  without  the  fiy  or 
insect  pest  when  windovys 
and  doors  are  equipped  with 
Fishers'    Rustless  Screens. 

Estimates  furnished  for  any 
quantity  or  style  of  screen 
windows  and  doors. 

A.  &  F.  Fisher 

Manufactarert 
114  CHURCH  ST.,  TORONTO 
Ontario  Representatives  for  Pullman  Ven- 
tilators and    All-Metal    Weather    Strip 
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PO 

All  tlie  time 


Resistlessly     the     mighty     Niagara 
River   pours   over  the   Falls,  its 
energy   imprisoned   and    conver- 
ted into  a  great  driving  power. 

Resistlessly  the  power  of  all  the  imprisoned  gas 
is  exploded  directly  behind  the  piston  in  the 
McLaughlin  "  Valve-in-Head  "  Motor.  This  direct 
explosion  of  all  the  gas  enables  the  McLaughlin 
"  Valve-in-Head "  Motor  to  deliver  its  mighty 
power — power  greater  than  any  other  type  of 
motor — and  this  delivery  of  power  is  the  primary 
fundamental    function  of   an   automobile   motor. 

cx  ..tlGttUH  CARRIAGE  Cq./,^ 

•ki*:^!^  Head  Office  A  Factories  '  *'iMr>^ 

5^  *^  OS H AWA,Ontario.  *^, 

Branches : 
St.  John,  N.B.;    Montreal,  Que.;    Belleville,  Ont. ;    Toronto,  Ont.  ;    Hamilton,  Ont.  ,    London,  Ont. ; 
Winnipeg,  Man. ;  Regina,  Sask. ;  Saskatoon,  Sask. ;  Calgary,  Alta. ;  Edmonton,  Alta. ;  Vancouver,  B.C. 
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Dumb  Waiters 


Roelofson  self-restrain ing 
Dumb  Waiters  are  fast 
replacing  the  old  styles. 

They  are  so  constructed  that 
they  will  hold  the  car  station- 
ary at  any  point  desired  with- 
out the  use  of  brake  or  rope 
clamp. 

We  will  furnish  drawings  and 
estimates  of  cost  for  special 
machuies  to  be  used  as  wall 
hoists,  freight  or  invalid  ele- 
vators. 


Roelofson  Elevator  Works 

GALT,  ONT.» 


Ideal  Illumination  for  a  Hospital 

If  there  is  a  building  that  should  have  as  nearly  as  possible  a 
perfect  system  of  lighting,  it  is  a  hospital  or  sanatorium.  How 
often  it  occurs  that  a  surgeon,  in  operating  after  dark,  is  con- 
fused by  the  unsatisfactory  lighting  in  the  operating  theatre, 
and  medical  practitioners  know  well  of  most  distressing  cases 
of  eyestrain  due  to  defective  illumination.  The  James  Devon- 
shire, Limited,  166  Bay  Street,  Toronto,  are  Canadian  agents 
for  the  Alexalite  System  of  Lighting,  which  is  ideal  for  use 
where  the  human  eyesight  is  to  be  preserved  from  not  only 
fatigue,  but  permanent  injury  as  well,  and  also  where  every- 
thing should  be  distinguished  in  its  true  relationship  as  in  an 
operating  room.  This  can  be  only  done  by  removing  all  spots 
of  light  from  the  normal  range  of  vision,  thus  effectually  screen- 
ing the  eye  from  the  actual  source  of  light.  This  is  accom- 
plished by  the  Alexalite  system,  which  illuminates  the  object 
seen  with  an  even  intensity  of  light  at  all  points,  causing  a  feel- 
ing of  resitfulness  and  preventing  any  struggle  on  the  part  of 
the  human  eye  to  avoid  a  glare.  As  is  well  known,  the  best 
daylight  is  on  a  bright  day  with  the  sun  obscured  by  a  cloud, 
showing  the  value  of  indirect  light.  This  is  afforded  only  by 
the  Alexalite  system.  It  is  for  these  reasons  that  hospital 
authorities  and  physicians  should  investigate  this  system  first. 
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The  Hospital  Fly 


Hospital  authorities  know  they 
cannot  entirely  prevent  flies  from 
entering.  A  few  will  get  in  despite 
careful  screening  but 

No  Fly  Should  be  Allowed  to  Leave 
a  Hospital  or  Sick  Room 

It  seems  hardly  necessary  to  call 
attention  to  the  importance  of  pre- 
venting flies  from  leaving  any  room 
in  Hospital  or  home  where  there  is 
a  known  or  suspected  communicable 
disease. 

For  the  safety  of  the  public  as 
well  as  the  protection  of  the  patients 
in  the  hospital,  the  hospital  should 
be  kept  as  nearly  as  possible  free 
from  flies. 

Neither  traps,  poisons  or  fly  swat- 
ters destroy  the  germs  which  alone 
make  the  fly  dangerous. 


The  Sanitary  Fly  Destroyer 
Par-Excellence 

is  one  that  destroys  the  germs  withthe 
flies.  Tanglefoot  does  this  by  coat- 
ing both  fly  and  germs  with  a  var- 
nish from  which  there  is  no  escape. 
A  fly  caught  on  a  sheet  of  Tangle- 
foot is  embalmed. 

In  the  war  that  is  being  waged  on 
flies.  Tanglefoot  is  the  greatest  agent 
and  destroys  in  a  sanitary  way  over 
fifty  billion  flies  annually, — vastly 
more  than  all  other  means  combined. 

The  originators  of  Tanglefoot  Fly 
Paper  builded  better  than  they 
knew,  for  since  the  discovery  that 
flies  are  such  important  agents  in 
the  carrying  of  typhoid  and  other 
diseases.  Tanglefoot  Fly  Paper  has 
come  to  be  recognized  as  one  of  the 
great  sanitary  agencies  of  the  day. 


ANGLEFOO 

THE  SANITARY  FLY  DESTROYER 

Non-Poisonous 

CATCHES  THE  GERM  WITH  THE  FLY 


THEO.  &  W.  THUM  COMPANY,  DEPT.  218,  GRAND  RAPIDS,  MICH. 
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WINDSOR  Pattern  in  either  our  Celebrated 
IfOSXR  (Sectional  Reinforced)  or 

1881  @!  ROGERS  ©Al 


is  one  of  our  most  popular  plain  patterns  of  Spoons,  Forks  and  Knives,  suitable 

for  Hospital  use 

We  have  a  number  of  patterns  of  Flatware  as  well  as  Hollow-ware 
specially  designed  for  Hospital  purposes,  in  a  quality  of  Plate  absolutely  guar- 
anteed, particulars  of  which  we  will  be  pleased  to  furnish  on  application. 


Canadian  Wm.  A.  Rogers  Limited 

570  King,  St.  West,  Toronto 


HOSPITAL  EFFICIENCY 

Heating  and  Ventilating  cannot  be 
made  an  entire  success  in  the  Hospital 
unless  the  efficient  "/CeiVA  Fan"isused. 

This  Fan  is  made  to  meet  the 
severest  requirements  of  operation, 
producing  a  constant  temperature  and 
varied  air  volume  according  to  your 
needs.  It  is  built  and  constructed  under 
the  latest  and  most  approved  plan  and 
in  addition  commends  itself  to  the 
,  ^  economical  on  account  of  its  service 
and  durability. 

5ee  our  new  Catalogue  No.  55. 

Sheldons  Limited,  Gait,  Ont. 

TORONTO  OFFICE,  609  KENT  BUILDING 

AGENTS  : 
Messrs.  Ross  &  Greig,  412  St.  James  St.,  Montreal,  Que. 
Messrs.  Walkers  Ltd.,  261  Stanley  St.,  WinnipeB,  Man. 

Messrs.  Gorman.  Glancey  &  Grindley  Ltd.,  Calvary  and- Edmonton,  Alta. 
Messrs.  Robt    Hamilton  &  Go  ,  Ltd.,  Vancouver    B.C.,  (Bank  of  Ottawa  Bldg.) 
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Attention  of  Canadian  Hospitals 


We  are 
manufactur- 
ers of  Metal 

Hospital 

Furniture 

of  all  kinds. 

Wheel 
Apparatuses 

Cabinets 
Screens,  etc. 


CANADA  FIRST 


No  matter 
how  small 
your  re- 
quirements, 
let  us  have  a 
chance  to 
give  you  a 
price. 


THE  METAL  CRAFT  CO. 

GRIMSBY,  ONTARIO,  CANADA 


J.  C.  VAN  CAMP 

30   BLOOR  ST.  WEST,  TORONTO 
Funeral  Director  and  Embalmer 


PHONE   NORTH   702 

Mr.  VanCamp  is  a  member  of  the  Provincial  Board  of  Embalming 
Examiners,  appointed  by  the  Provincial  Parliament  under  the  Act 
respecting  Embalmers. 

THE  BOARD 

Mr.  T.  E.  Simpson  ....  Sault  Ste  Marie,  Ontario. 
Mr.  J.  C.  VanCamp        -        -        -        30  Bloor  St.  West,  Toronto. 

Mr.  W.  G.  Burrows Chatham,  Ontario. 

Mr.  Jos.  L.  Teckell Belleville,  Ontario. 

Mr.  James  Torrance,  Milverton,   Ontario,   Secretary  of  the  Board. 
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BEDSTEAD  VALUE 
for  HOSPITALS 


THE  name  of  '  Hoskins  '  on  a  hospital  bedstead  is 
as  good  as  a  guarantee.     It  stands  for   60  years' 
reputation    for    excellence    of    workmanship    and 
quality  of  material. 

HOSKINS' 

Hospital  Bedsteads 

have  received  the  commendation  of  hospital  authorities 
and  the  medical  profession  throughout  the  world.  They 
are  used  in  every  country.  They  are  specially  con- 
structed   to    withstand    the     rigours    of   any    climate. 

Being  the  largest  makers  of  metallic  bedsteads  in  the  United  Kingdom 
and  the  only  firm  who  make  every  component  part  of  the  bedstead, 
we  possess  many  advantages  which  are  denied  to  other  makers.  The 
greatest  care  is  taken,  from  the  selecting  of  raw  material  to  the 
completion  of  every  detail,  to  ensure  that  cwcry  bedstead  will  uphold  the 
high  reputation  of  Hoskins'  Beds. 

One  of  the  most  popular  of  Hoskins'  Hospital  Beds  is  the  '  JAMES.' 
It  is  an  ideal  bed  for  general  hospital  use  and  specially  suitable  for  open 
air  patients.  The  new  Hoskins'  Catalogue  fully  describes  and  illustrates 
every  Hoskins'  bed.  May  we  send  it  to  you  ?  A  post  card  will  bring 
it  free  of  charge. 

HOSKINS  &  SEWELL  LTD. 

BORDESLEY,  BIRMINGHAM,  ENGLAND 


AGENTS    IN    CANADA 
Messrs.  F.  G.  Soper  Co.,  LauKhton  Avenue,  Toronto 
Messrs.  H.  F.  Moulden  &  Son,  Travellers'  Buildings,  Winnipeg 
Messrs.  Morris  Bros.,  Vancouver,  B.C. 
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FOR  THE  SICK  ROOM 

Physicians  will  find 

SAFETY   FIRST    AMMONIA 

the  most  effective  disinfectant  on  the  market. 
It  is  absolutely  bactericidal  in  action  and 
cleanses,  better  than  anything  else,  pantry 
sinks,  urinals  and  pus  basins,  leaving  them 
clean,  sweet  and  aseptic.  SAFETY  FIRST 
AMMONIA  is  58%  strong.  A  little  in  a 
saucer,  moistened  w^ith  water  and  placed  in 
the  Hospital  Ward,  will  quickly  render  the 
air  pleasing  to  the  patients. 
SAFETY  FIRST  CHLORIDE  OF  LIME  is  also 
a  most  satisfactory  deodorizer,  and  is  ideal 
for  use  in,  say,  a  Hospital  basement  or 
household  cellar  where  there  is  the  slightest 
suspicion  of  defective  drains. 
Special  prices,  in  quantities,  to  Hospitals, 
Asylums,  etc. 

These  products,  once  tried,  will  be  used 
to  the  exclusion  of  all  other  competing 
preparations.  We  supply  the  Department  of 
Public  Works  Dominion  Government  with 
SAFETY  FIRST. 

^nirby  The  T.  J.  QUINN  CO. 

288  Queen  Street  West,  Toronto 
Tel.  Ad.  1509 


DISREGARD  OPINIONS 

of  recognized  authorities, 
thatexiiaustiveclinicaltests 
conclusively  prove  its  de= 
cidedly  superior  efficacy 
and 

JUDGE  FOR YOURSELF 

after  carefully  observing 
the  certain,  definite  action, 
the  natural  positive  results, 
why 

PLUTO 
WATER 


is  unhesitatingly  prescribed  by  practi- 
tioners everywhere  in  chronic  rheuma- 
tism, soul,  constipation,  obstinate 
intestinal  disturbances,  nephritis  and 
similarly  indicated  conditions.  Hy- 
eienically  bottled. 

Samples,  clinical  data,  literature  in- 
terestinely  descriptive  of  the  superior 
advantages  of  America's  famous  Spa, 
promptly  supplied  by 

FRENCH  LICK  SPRINGS  HOTEL  CO. 
French  Lick,  Indiana. 


\  v^:.!"!"^  ^yia  ttress. 


TMt  ONTARIO  SPRING   BED  6  MATTRESS  C0..„. 


Three  Reasons  why 

ADJUSTO 

MATTRESSES 

are  Best  for  Hospitals 
and  Sanitaria 


FIRST — Because  Adjusto   Mattresses  —  unlike  ordinary    felt   mattresses — 

cannot  spread  or  hang  over  sides  of  bed. 
SECOND — Because  Adjusto  Mattresses  hold  their  shape,  being  unab'e  to 

expand  in  width  or  length. 
THIRD — Because  Adjusto  is  the  only  mattress  made  that  can  be  altered 

in  width  or  length. 

You  had  better  investigate  Adjusto  before  placing  orders  for 

mattresses.  Full  information  as  to  prices  on  request. 

THE  ONjTARIO  SPRING  BED  &  MATTRESS  CO.,  LIMITED 

Makers  of  Hoipital  Beds,  Brass  Beds,  Iron  Beds,  Springs,  Mattresses  and  Pillows 
LONDON     -     CANADA 
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The  Medical  Profession 
Can  Depend  Upon  It 

that  our  Products  are 

(a)  Absolutely  pure. 

(b)  Free  from  adulterants  of  any  kind. 

(c)  Entirely  harmless  to  the  digestion. 

We  invite  Physicians  to  call  and  look, 
over  our  Factory,  one  of  the  most 
sanitary  in  Canada.  Every  employee 
must  keep  himself  or  herself  spotlessly 
clean,  or  otherwise  are  not  allowed  to 
handle  any  article. 

CHICLETS 

will  be  found  to  be  a  valuable  ad- 
junct in  the  treatment  of  some  digestive 
disturbances,  their  use  stimulating  the 
secretion  of  ptyalin. 

Remember   that    our    watchwords    are 

PURITY    and 
SANITATION 

We    appreciate    the    endorsement   of    the    Profession. 

THE  CANADIAN  CHEWING  GUM  CO. 

TORONTO,  CANADA 
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OUR  REFRIGERATING 
MACHINES 

Operated  in  hospitals  and  pub- 
lic institutions  have  a  prestige. 
For  reliability,  economy,  and 
above  all,  lack  of  noise,  the 
Carbondale  System  is  worth 
investigation.  It  is  Fool  Proof. 
Can  be  added  to  present  power 
plant,  using  waste  exhaust 
steam  in  its  operation.  Let 
us  figure  on  your  requirements. 


The  Carbondale  Machine 
Company 

CARBONDALE,    PENN. 


The  Largest  Hospitals 


Made 

in 
Canada 


have  proved 


^JJLL  NET  WEIGHT 

FLOOR 
WAX 


Full 

Net 

Weight 


Saves  money  and  labor,  giving  best 
satisfaction. 

Especially  adapted  for  cork 
linoleum,  composition  and  hard- 
wood floors. 

Write  for  prices  and  one  pound 
tin  free  for  trial. 

Manufactured  by 

COOKE  &  BOULTON.  '«fo''R"o''NTo  "^ 


TKe  Soap 
for  Realih 


Better  to  be 

safe  than 

sorry — 

wash  with 

LIFEBUOY 
SOAP 

ITS  choice  oils 
give  a  smooth 
velvety  lather 
that  soothes  while 
it  cleanses  the  skin 
—Its  mild  carbolic 
solution  means  no 
germs.  The  odor 
does  not  cling,  but 
vanishes  a  few 
seconds  after  use. 

Grocers  sell  Lifebuoy 
Healthy  Soap 


1bl4 


'j^yJes^. 
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PREPARATIONS  OF  UNDOUBTED  MERIT 

The  attention  of  tlie  Hoipltals  throngrlioat  Canada  is  called  to 

1.— SOLYOL 

A  Canadian  manufactured  product,  antiseptic  and  disinfectant.  Solyol  is  in- 
stantly soluble  in  water.  It  is  gruaranteed  by  Physical,  Chemical,  Bacteriologrlcal 
and  all  other  tests  to  be  identical  to  Iiysol,  and  of  the  purest  quality,  forming 
a  clear  solution  In  any  proportion  of  water.  Solyol  contains  60  per  cent,  of  the 
hlgrher  Komoloi^nes  of  Phenol. 

2.— POLUSTERINE  DISINFECTANT 

Another  preparation  ideal  for  use  in  Hospitals  and  by  the  Profession.  It  is  a 
Powerful  antiseptic,  grermicide  and  disinfectant,  a  medicinal  product  made  from 
the  essential  Oil  of  the  Fine,  tog-ether  with  formaldehyde  and  other  solvents. 
It  is  a  splendid  Floor  Wash,  destroying  disease  germs.  Nothing  could  be  found 
that  is  more  effective  for  the  sponging  of  patients  recovering  from  contagions 
disease,  in  strength  of  one  to  five  per  cent.,  or  as  a  solution  into  which  napkins, 
handkerchiefs,  towels,  etc.,  can  be  dropped  and  wrung  out  before  removal  from 
a  contagions   ward. 

FOLUSTEBINi:  DISINFECTANT  wiU  not  injure  the  most  delicate  materials, 
has  a  pleasant  pine  odor  in  the  sick  room,  and  for  that  reason  also  is  infinitely 
preferred  to  the  ordinary  coal  tar  disinfectants. 

Manufactured  in  Canada  only  by 

POLUSTERINE  PRODUCTS  CO.  OF  CANADA 

TORONTO,  ONTARIO 

Samples  and  Iiaboratory  Testa  furnished  on  application. 


PANOMALT  EXTRACT 

An    actively    enzymic    malt    e.xtract    for    Therapeutic     purposes    and 


Maltal 


ose 


-PURE    MALT  SYRUP- 

A  delicious  confection  with  the  wholesomeness  of  malt. 
These  products  contain    no   glucose,   cane    sugar,    corn    syrup,    or 
adulterants  of  any  kind. 

They  are  MADE  IN  CANADA   and    GUARANTEED   PURE "  BY 

Malt  Products  Company  of  Canada,  Limited 

448-449  CONFEDERATION   LIFE  BUILDING,  TORONTO 
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Summer  Ills  Avoided 

Your  Home,  Office  or  Factory 
Needs  this  Protection.  It  Pays 

During  the  sweltering  summer  months,  you  need 
the  "'Perfection"  Water  Cooler  in  your  home,  office 
or  factory  for  health's  sake  and  the  economy  that 
comes  from  drinking  Nature's  own  drink:  cool, 
delicious,  satisfying;   free  from  all  impurity. 

With  the  "Perfection"  no  impure  ice  can  reach  the 
drinking  water.  The  water  is  kept  cool  and 
sparkling  until  the  last  piece  of  ice  melts.  No  other 
cooler  has  this  feature.  The  children  can  drink 
with  safety.  Your  staff  will  benefit  during  the 
sweltering  days.  It  is  less  expensive  than  the  many 
Questionable  drinks  on  the  market,  which  often 
aggravate  the  thirst  and  cause  minor  hot  weather 
ailments. 

Write  for  Booklet  "B"  and  learn  of  the  bene- 
fits of  this  scientific  principle  of  keeping: 
water  cool,  pure,  sparklin;  and  healthful. 

Perfection  Cooler  Co.,  Limited 

21  Alice  Street,  Toronto,  Canada 


GASTROGEN 
TABLETS 

Correct 

ITfPERACIDITY 

Sample  On  Request 

Bristol-Myers  Co. 

Brooklyn,  N.  Y. 
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The  Chase 
Hospital  Doll 

's  tci  the  Hospital  ITraining  School 
for  Nurses  wliat  the  Laboratory  is 
t(i  ttic  Mcilical  Student.  In  other 
words,  the  tlieory  of  teaching  by 
Its  use  is  con\ertetl  into  the  prac- 
tical knowledge  and  manual  dex- 
terity obtainable  only  by  actual 
work . 

Made  in  adult  size  with  or  with- 
out internal  reservoirs  of  copper 
\Vith  tubes  to  represent  the  urethra, 
vagina,  rectum,  nasal  and  aural 
passages. 

It  is  covered  with  cloth  made 
waterproof  with  paint. 

Natural  hair  wig  will  be  supplied 
if  ordered. 

Also    made  in   children's  sizes. 

Send  for  illuslraled  catalogue. 

M.  J.  CHASE 

PAWTUCKET     -     -     R.I. 


Medical  Council  of 
Canada 

October    Examinations 
1915 

THE    examinations    of    the    Medical 
Council  of    Canada,  will    be    held 
in  Montreal   and     Halifax    coinci- 
dently  on  October    I2lh,    1915. 

Forms  of  certificate  may  be  obtained 
from  the  Registrar  at  any  time. 

Registration  fo/  the  October  Ex- 
amination will  close  promptly  at  the 
Registrar's  Ofiice  in  Ottawa  on  Sep- 
tember   14th.    1915. 

R.  W.  POWELL,  M.D. 

Registrar 
180  Cooper  St.      -      Ottawa 


Election  for 
Medical  Council 

College  of  Physicians  and 
Surgeons  of  Ontario 

An  Election  will  be  held  to 
elect  a  Representative  in  the 
Medical  Council  of  the  Collefie 
of  Physicians  and  Surgeons  of 
Ontario,  for  Division  No.  3,  on 
the  1st  day  of  October,  1915. 
Nominations  will  be  received 
up  to  September,  13th,  1915, 
addressed  to  the  Returning 
Officer  for  the  Division  in 
which  the  Voter  resides, 

DR.  E.  WILLIAMS 

LONDON,  ONT. 
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TN  ALL  THE  WORLD 

there  is  no  other  thumb  that 
can  make  this  print.  There  may 
be  thumbs  that  look  like  it — but 
there's  no  thumb  that  can  make 
the  same  impression. 

In  sJl  the  -world  there  is  no  beverage 
that  can  successfully  imitate 


■  •©•% 


% 


There  may  be  beverages  tKat  are  made 
to  look  like  it — but  there  is  no  beverage 
that  can  make  the  same  delightful  im- 
pression  on  the  palate. 


WT»enevei 
you  see  an 
Arrow,   thinJi 
of   Coca  -  Cola. 


% 


%// 


'%///( 


'llllillllllHIV 


M«#'^ 


Just  as  hypocrisy  is  a  tribute  to  morality; 
and  as  the  "Patent  Medicine"  is  a  tribute  to  the 
medical  profession,  so  are  attempted  imitations 
an  acknowledgment  of  the  deliciousness  of  that 
■wholesome  beverage — Gaca-Cola. 

Let  us   send  you   our   latest 
interesting  Coca-Cola  booklet 

The  Coca-Cola  Company 

TORONTO,  ONT. 


2-M 
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Alaska        Feather        and 

Down   Co 14 

Allen   &    Hanburys    22 

Bristol   Myers   Co 9,  43 

Kanneld  &  Sons,  W.  H. ..  4S 

Rattle    Creek   Sanitarium  21 

Baker  &  Co.,   Walter 25 

Borden   Milk   Co 29 

Banwell        Hoxie       Wire 

Fence    Co 36 

Boake   Mfgr.   Co 40 

Brintnell    Motor   Car 47 

Canadian  Kodak  Co.  ...  19 
Canadian    Chewing    Gum 

Co 10 

Carlton   GaraKe    1" 

Coca   Cola    Co 15 

Cooke   &    Boulton 19 

Cosgrave    Brewery    20 

Consolidated  iSafety    Pin 

Co 17 

Carbondale  Machine  Co.  19 

Devonshire,  Ltd..  Jas. ..  23 
Dennis      Wire      &      Iron 

Works    Co 44 

DeniDster.    J.    C 25 

Denver    Chemical    Co 27 

Dominion  Brewery  ....  33 
Dentinol    &    Pyorrhocide 

Co 36 

Dominion   Sales  Co 23 

Douglas    Bros 12 

Electro-Surgical     Instru- 
ment  Co 17 

Easy   Washer  Co 36 

Empire    Sales    Co 4 

Fellows    Co Front   cover 

Fibre  Products  Co 20 


INDEX   TO  ADV£BTISI:BS. 

Fisher  &  Co 2 

Flexible    Conduit    Co.     .  .    11 

Gunns    Limited    46 

Gillett  Co.,   E.   W 2 

General    Accident   Assur- 
ance   Co 30 

Gendron   Wheel    Co 30 

Gurney    Scale    Works    . .    40 

Gendron  Mfg.  Co 44 

Glaxo  Limited.  .Third  cover 

Hartz  Co..  J.  F 1 

Heenan  &  Froude  Co.    . . 

Back    cover 

Hoskins    &    Sewell    S 

Hustwitt,  A.  S.  Co 46 

HuU.    R.    A 47 

Hutchison    &    Co 34 

International    Instru- 
ment   Co 9 

International     Varnish 
Co 29 

Ingram  &  Bell,   Limited.    42 

Jelterson  Glass   Co 37 

Kress   &   Owen    Co 24 

Keyes  Davis  &  Co 41 

Lambert    Pharmacal    Co. 

Second    cover 

Lawrence.  W.   J 41 

Lever    Bros 11 

Lintz  Porter  Co 34 

Lewis,  E.   A 46 

Lindners,    Ltd 41 

Marvel    Co 3  2 

Maplewood    Mills    14 

Malt  Products  Co 12 

Miles,    A.    W 38 

McLaughlin  Carriage  Co. 

3,    35 
McKellar    Bedding    Co...    45 


Ocean  Blend  Tea  Co 33 

O'Keefe     Brewery     16 

Ontario   Spring   Bed  Co..    32 

Prestwioli.  Wm 7 

Pluto  Water   9 

Polustenne    Co 12 

Parke,   Davis  &  Co 18 

Piatt,    H.    B 29 

Philips       Chemical       Co., 
Chas.    H Back    cover 

Rougier   Freres    29 

Richardson   Co.,   J.   E 43 

Rousse.1  &  Son,   T.   J.    ..2nd 

Cover 

Roelofson  Elevator  Co..      4 

Robinson  Bros.  Cork  Co.     30 

Sibley   &    Son.    E 46 

Sheldons,     Ltd 23 

Steele  Limited,  Jas 7 

Sturgeons   Limited    18 

Stephens,  Welch  &  Co..  43 
Standard  Products  Co.  .  44 
Smith,  J.  Hungerford  Co.  13 
Simplex    Floor    Co 39 

Toronto       Cast       Stone 

Works 48 

Telfer   Bros 22 

Toronto  Silver   Plate  Co.     6 

Taylor   Forbes    Co 31 

Thum,   O.  &  W.   Co 5 

Triplex  Weatherstrip  Co.   33 

Uneeda  Co 9 

Venetian  Marble  Co 43 

Van  Camp,  J.  C 7 

Williams  Valet  Service.  34 
Wilson   Limited,   .lohn  T.  4S 

Yorkville  Laundry 17 


PHYSICIANS  SHOULD  REMEMBER 

In'' prescribing  for  their  convalescent  patients, 
that  the  name 


(( 


O'KEEFE" 


IN  THE  WORLD  OF  MALT  MEANS 


PURITY 


THIS  FIRM  MANUFACTURES  FOUR  PREPARATIONS  OF 
SPECIAL  INTEREST  TO  THE  PROFESSION 

O'KEEFE'S  OLD  STOCK  ALE 
O'KEEFE'S  PILSENER  LAGER 
O'KEEFE'S  SPECIAL  EXTRA  MILD  ALE 
O'KEEFE'S  SPECIAL  EXTRA  MILD  STOUT 

They  will  bring  the  convalescent  back  to  health,  restore  the 
appetite,  and  give  back  the  old  time  vigor 
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The  Proved  Most 
Effective  Aids 

In  Pyorrhea  Treatment   and 
Prevention 


Improved  Dentinol  Pyorrhea  Scal= 

ers(setofl2)  -        =    $9.00 

Improved     Dentinol    Prophylactic 

Flies  (set  of  8)  =        =       8.00 

Dentinol  Perfect  Syringe  =  2.50 
Dentinol  (applied  by  the  dentist), 

2-oz.  bottle  =  -  -  1.00 
Pyorrhocide  (used  by  the  patient), 

4-oz.  can         .        .        =        i.oo 

Sold  by  aU  Dental  Supply  Houses. 

Write  us  to-day  for  a  free  copy  of  our 
illustrated  booklet,  "  PYORRHEA,  Its 
Causes,  Effects,  Treatment  and  Preven- 
tion." 

The  Dentinol  &  Pyorrhocide  Co. 

World's  Tower  Buildingr 
U«-112  West  40th  St.         New  York  City 


ELECTRIC    CENTRIFUGES 

of  the 

International  Instrument  Company 

Are  used  in  the  Laboratories  of  the  Leadinjf 
Hospitals  of  Canada  and  the  United  States 

21  Church  St. 


Cambridge,  Mass. 


Kjeldahl 
Stills 


Bottle 

Shakers 


Minot 
Rotpry 


Paraffin 
Microtomes 


The  "EASY" 
will  wash  and 
wring  every  de- 
scription of  bed 
and  persona  i 
linen. 

Used  in  pri- 
vate hospitals, 
homes  and  insti- 
tutions. 

Made  Of  solid 
copper,  a  simple, 
durable  and 
sanitary  washer 
which  can  be 
operated  from  any  lighting  socket, 

A  high  grade  washer,  eminently  satis- 
factory.    Sold  at  a  reasonable  price. 

EASY  WASHER  COMPANY 


14  CLINTON  PLACE 


TORONTO 


Electrically  Lighted 
Surgical  Instruments 


Modern  General  Diagnostic  Outfit 

This  Outfit  now  weighs  but  4j^  pounds,  and  measures 
3^4  X  7  X  15  inches,  making  it  very  convenient  to  carry.  The 
instruments  are  equipped  with  tungsten  lamps. 

Price  :  Case  with  battery  and  instruments,  complete, 
$40.00. 

The  more  brilliant  illumination  and  lower  temperature 
of  the  tungsten  lamps  with  which  they  are  now  equipped, 
have  greatly  increased  the  usefulness  of  E.  S.  I.  Co.  instru- 
ments, such  as 

Jackson  Bronchoscopes  and  Laryn|:eal  Specula 

Holmes  Nasopharyngfoscopes 

Tutile  and  Lynch  Procto-Sig^moidoscopes 

Braasch  Cystoscopes 

Koch,  Swinburne  and  Young  UrethroscopeSf  etc. 

Eighth  Edition  of  our  Catalogue  upon  request. 

ELECTRO  SURGICAL  INSTRUMENT  CO.,  Rochester.  N.Y. 
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HOSPIXAI       KOIJIPMFNT       ^''^  New  General  Hospital  of  Montreal,  and  scores 


of    other    Canadian    Hospitals,    are    equipped    with 
'  Alaska  "  Beds  and 


OSTERMOOR    MATTRESSES 

They  last  a  lifetime,  and  are  absolutely  satisfactory.    More  sanitary  than  hair— for  less  money. 


THE  ALASKA  FEATHER  AND  DOWN  CO.,  Limited 


Montreal  and  Winnipeg 


"Just  to  be  sure!" 

Thus  spoke  a  careful  physician  when  asked  why  he  used  our  diphtheria 
antitoxin  exclusively. 

Our  antitoxin  justifies  his  confidence. 

It  is  evolved  in  the  blood  of  healthy,  vigor- 
ous horses — horses  that  are  carefully  selected; 
that  are  under  the  watchful  eyes  of  expert 
veterinarians  at  our  model  biological  farm. 

It  is  perfected  in  laboratories  that 
afford  unequaled  facilities  for  serum 
manufacture — laboratories  in  which 
it  is  possible  to  observe,  at  every 
step  of  the  process,  the  vital  prin- 
ciples of  asepsis. 

It  is  exactingly  standardized,  bacteriologically  and  physiologically. 

It  is  g^uaranteed  as  to  purity,  potency  and  uniformity. 

CONCENTRATED 

ANTIDIPHTHERIC  SERUM 

(GLOBUUN  I 

Containen  of  600, 1000.  2000.  3000,  4000  and  6000  units. 

Specify  "P.  D.  &  Co."  on  your  order..  PARKE,  DAVIS  &  CO. 


The  most  satisfactory  Byringe- 
container  ever  devised. 
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FOR  close  to  forty  years  the  name  "  Seed  "  has  been 
synonymous  with  highest  quality  in   photographic 
plates,  and  that  name  is  worthily  borne  by 

SEED  X-RAY  PLATES 

which  are  now  being  manufactured  in  a  Canadian 
factory,  thus  ensuring  fresh  material  for  the  radio- 
graphers of  the  Dominion.  They  have  all  the  properties 
that  secure  success,  producing  results  of  remarkable 
detail  and  gradation,  with  adequate  contrast  and  speed 
in  both  direct  and  screen  exposures.  Descriptive 
leaflet  and  price  list  mailed  on  request,  and  the 
plates    may   be    had    of    your    regular   supply   house. 

CANADIAN   KODAK   CO.,  LIMITED 

TORONTO,  ONT. 


"The  Canadian  Queen" 

IS  scientitically  constructed — 
it   has    a    grey  iron    reservoir 
which    stores  the  spare   heat 
units, sothatit  is  possibietoiron 
about  one  half  the  time  with 
the  plug  off,  thereby  using  one 
half  the  current,  which  means 
a  saving  of  one  half  the  usual 
expense. 

Special  discounts   apply  to 
hospital  contracts. 

Our  folder  "H"  contains 
some  information  worth  know- 

r 

i  he  Flexible  Condi 

GUELPI 

lit  Co.,  Limited 
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For  Sanatoria  and  Convalescent  Pavilions 


CANADA  FIBRE  BOARD  is  the  most  satisfactory  and  economical  material  to  use.     It  makes  a  slow 
burning  construction  that  is  very  artistic  and  an  excellent  insulator  against  climate. 

.^^ CANADA  FIBRE  BOARD  is  equal  to  cork  as  a  "  non-conductor,"  and  makes  a  building  that  is  warmer 
in'winter  and  cooler  in  summer  than  any  other  material. 

g  -;  CANADA  FIBRE  BOARD  is  purest  spruce   fibre  in  large  boards  nearly  hal(-an-inch  thick.     It  is  not 
affected  by  weather,  and  with  one  coat  of  paint  will  last  for  years. 

We  will  appreciate  the  opportunity  of  submitting  samples,  estimates  and  complete  information. 

FIBRE  PRODUCTS  LIMITED,   95  King  Street,   East 

TORONTO,  CANADA 


"/  cannot  speak  too  highly 
of  Cosgraves  Porter 

The  above  quotation  is  taken  word  for 
word  from  a  letter  of  a  practising 
Toronto  physician. 

Cosgraves 

XXX  Porter 

is  the  best  food  tonic  for" 
nursing  mothers.  In- 
vigorates  the  system, 

revitalizes  the  nerve    force. 
Doctors  use  it  and  recommend  it. 

Cosgraves  is  sold  at  all  dealers. 
Ask  for  it  and  see  that  you  get  it. 


MADE  IN  CANADA 


33-E. 
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The  Battle  Creek  Method  of 
Treating  Cases  of  Drug  Addiction 

Alcohol,  Opium,  Cocaine,  Tobacco  and  other  Drug'  Habits 

The  Battle  Creek  Sanitarium  is  not  an  inebriate  asylum. 
Cases  requiring  physical  restraint  or  likely  to  disturb 
other  patients  are  not  received.  For  a  large  class  of 
intelligent  persons  who  have  through  suffering  become 
entangled  in  the  toils  of  a  drug  habit  and  who  are  ready 
to  co-operate  with  a  rational  effort  to  deliver  them  from 
the  drug  and  from  its  effects  the  Battle  Creek  Sanitarium 
method  offers  a  rational,  safe  and  remarkably  comfortable 
means  of  relief  and  without  publicity. 

This  is  not  a  drug  method.  Drug  methods  often  leave  the  patient's 
nervous  system  shattered  and  his  condition  so  wretched  that  he  is 
very  liable  soon  to  drift  back  into  the  old  habit. 

There  are  no  tricks  of  hypnotism  or  "  suggestion  "  in  the  Battle 
Creek  Method.  The  rational  and  physiologic  means  employed 
not  only  remove  the  craving   for  the  drug   but  deliver  the 
patient  from  the  pain  or  neurasthenic   miseries  to  relieve  .  " 

which  the  drug  was  first  used,  and  if  faithfully  employed        the 
finally  reinstate  the  patient  by  removing  the   morbid        sanitarium 
effects  resuhing  from  the  use  of  the  drug.  BatUe  Creek, 

A  fuller  account  of  the  Battle  Creek  Sanitarium  Michigan 

Method  of  treating  drug  addiction  in  its  various  piease  send  totheunder- 
forms  will  be  sent  on  receipt  of  the  attached  signed  full  information  con- 
coupon,  cerningtfie  Battle  Creek  method 

.       of  treating  cases  of  drug  addiction. 

■■     Dr 

The  Battle  Creek  Sanitarium  street 

Battle  Creek,  Mich.  /state'' 
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=ASK  FOR= 


Telfers  Soda  Biscuits 

IN  THE   NEW   PANTRY  SHELF  TIN 
THAT  EVERY  HOUSEKEEPER  NEEDS 


A  SANITARY  CONTAINER  WITH  EMBOSSED  FRONTS 


THE  'Allenburge*  diet 

A  COMPLETE  MILK  AND  FARINACEOUS  FOOD,  EASY  OF  DIGESTION, 
MOST    AGREEABLE    TO   TAKE,    SIMPLY   AND   QUICKLY   MADE. 

This  DIET  is  recommended  for  general  use  in  place  of  ordinary  milk  foods,  ftruel. 
etc.,  and  is  particularly  adapted  to  the  needs  of  Dyspeptics.  Invalids  and  A^ed.  Being 
largely  predigested  it  is  easy  of  assimilation.  A  cup  of  the  "  Allenburys  "  DIET  is 
useful  in  the  forenoon  between  meals. 

The  "Allenburys"  DIET  may  be  taken  with  advantage,  on  going  to  bed,  in  the 
place  of  stimulants.     Being  easily  digested  it  promotes  tranquil  and  refreshing  sleep. 

For  those  who  cannot  readily  digest  milk  the  "Allenburys"  DIET  is  a  welcome 
substitute,  as  it  does  not  cause  indigestion  or  flatulence. 

Although  the  "  Allenburys  "  DIET  is  a  food  for  Adults  and  is  quite  distinct  from 
the  well-known  "Allenburys"  Foods  for  Infants,  yet  it  is  also  of  great  value  as  a 
restorative  food  for  young  children,  especially  during  convalescence, 

A  large  sample  posted  on  request 

The  Allen  &  Hanburys  Co.,  Ltd. 

TORONTO,  CANADA  NIAGARA  FALLS.  N.Y. 

Established  London,  Engrland,  A  D.,  1715. 
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92%  OF  THE  HOSPITALS 

WHO  FAVOR  US  WITH  THEIR  PATRONAGE,    BUY 

"ABSORBON" 

The  Low-Prlced  Absorbent  Cotton  of  Quality 

in  preference  to  other  brands,  because  it  is  better  value  at  the  price 

than  any  other  brand  on  this  market. 

Guaranteed  pure,  sterile — passes  through  the  same  SO  different 
operations  as  our  higher  grades — sells  lor 
less  because  made  from  short  staple  cotton 
which  costs  less  than  long  fibre  cotton 
though  quality  is  identical. 
Investigate — A  postcard  brings  samples  and 
prices  to  your  desk. 

Maplewood  Mills 

Largest  Manufacturers  in  the  World 
FALL    RIVER,    MASS. 


THE    PARTICULAR   ATTENTION    OF 
PHYSICIANS,  NURSES  AND   HOSPITALS  IS 
CALLED   TO 

The  Allen  Germ -Proof  Water 
Purifier  and  Cooler 


In  these  days,  when  the  water  supplied  in  many 
of  our  cities  is  not  what  it  oufjht  to  be,  the  Profession 
and,  through  it,  the  Public  will  welcome  such  a  device. 

The     ALLEN     WATER     COOLER     SERVICE,     through 

its  system  of  filtration,  {guarantees  a  water  that  is  practically 
absolulety  pure.  Dr.  A.  A.  Thibaudeau  of  the  Laboratory  of 
Pathuloj,'-y,  University  of  Buffalo,  states  that  "The  Allen 
Filter  can  maintain  an  efficiency  of  100  per  cent."  adding 
that  the  filter  was  allowecl  to  operate  continuously  for  three 
days  and  that  no  haclerial  gwaih  was  found  in  the  samples  after 
48  hours'  exposure  on  plates. 

Medical  men  can' rest  assured  that,  in  recommending'  the  use  of 
the  Allen  Water  Cooler  Service  to  their  patients,  they  are 
materially  hastening  their  convalescence. 

THE  DOMINION  SALES  CO.,  LIMITED 


Suite  J,  Yonge  St.  Arcade,  Toronto 


Telephone  Main  3797 
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GLYCOTHYMOLINE 


IS  INDICATED  IN 

Catarrhal 
Conditions 

of  mucous  m  e  m- 
branes  in  all  parts  of 
the  body — ^  maintains 
Asepsis  without  irri- 
tation—  reduces  con- 
gestion and  by  stimu- 
lating the  capillaries 
to  increased  activity 
restores  normality. 


Perfect  Mouth  Wash 


For  Daily  Use 

Keeps  the  mouth  Alkaline  as 
nature  intended  it  should  be. 
Stops  the  formation  of  lactic  acid 
and  prevents  dental  decay. 

LITERATURE  ON  REQUEST 

KRESS    &   OWEN  CO. 

361-363  Pearl  St.       •.•       New  York 


When    writing   advertisers,    please   mention   The   Hospital   World. 


The  Hospital  World 

(Incorporating  The  Journal  of  Preventive  Medicine  and  Sociology) 

BUFFALO  U.S.A.  TORONTO,   CANADA     LONDON.   ENGLAND 

An    International    Journal    published    in    the    interests    of    Hospitals, 

Sanatoria,  Asyluins,  and  Public  Charitable  Institutions  throughout 

America,    Great   Britain   and  her  Colonies. 

EDITORS 

"Hospital    Maintenance   and  "Hospital  Construction" 

Finance  "  CHRISTIAN  R.  HOLMES.  M.D..  Cincin- 

R.  W.   BRUCE  SMITH,  M.D..  Toronto.  nati.Ohio:  DONALD  J.  MACKINTOSH. 

Ont.,     Inspector    of     Hospitals     for    the  M.D..  M.V.O.,  Medical   Superintendent 

Ontario    Government:     HELEN     MAC-  Western  Infirmary.  Glaseow  ;  FRED  S. 

MURCHY.  B. A..  M.D..  Assistant  Inspec-  SUTTON.    Esq.     Architect.    St.    James 

tor   of    Hospitals.   Province   of   Ontario:  Building.  New  York:  WALTER  MUCK- 

and  MR.   CONRAD  THIES.  late  Secy..  LOW,  Esq..  Director  St.  Luke's  Hospital. 

Royal   Free  Hospital.  London.  Eng.  Jacksonville.   Fla. 

"Hospital   Equipment  and  "Medical   Organization" 

Appliances  "  WAYNE  SMITH.  M.D..  Medical  Super- 
N.   A.    PO\VELL     M.D..   CM..    Senior  intendent.     Harper     Hospital.     Detroit. 
Assistant     Surgeon    in    charge    Shields  Mich.:     H.   A.    BOYCE.   M.D.     Medical 
Emergency  Hospital.  Professor   Medical  Superintendent. General  Hospital.  Kings- 
Jurisprudence.      Medical      Department.  ton,  Ont.:    and  HERBERT  A.  BRUCE 
University  of  Toronto.  M.D..  F.R.C.S.,  Surgeon.  Toronto  Gen- 
eral Hospital,  Toronto. 
Hospitals  and  Preventive  ..  Question   Drawer  " 
Ivlcciicinc 
I.  W.  S.  McCULLOUGH.   M.D..  Chief  ?A  ^•p^^Pi^'^,''-^^.3- ^",''?"i2,'^"5^"l- 
Officer  of    Health   for  the    Province    of  l^A      ""^^  V.ctor.a  Hospital,  Montreal, 


Ontario. 


P.Q. 


C.  J.  C.  O.  HASTINGS.  Medical  Health  Sociology 

Officer.  City  of  Toronto.  J.  T.  GILMOUR.  M.D..  Warden  Central 

J.    H,   ELLIOTT,    M.D,,    Ass.    Medicine  Prison.  Toronto. 

and  Clinical  Medicine.  Univ.  of  Toronto.  "Nursing  Department" 

P.  H.  BRYCE.  M.D.  Chief  Medical  Offi-  MISS   MARGARET   CONROY.  Boston. 

cer.  Dept.  of  The  Interior.  Ottawa  Mass. 

"  Tuberculosis  Sanatoria  " 

GEORGE  D.  PORTER,  M.D..  Toronto 

Managing    Editor 

W:  A.  YOUNG.  M.D..  L.R.C.P.  (London.  Eng.).  Toronto.  Ont. 

All    Communications    Correspondence  and   Matter  resrardintr    Subscriptions  and 

Advertisements  TO  BE   ADDRESSED   TO  THE    HOSPITAL  WORLD,  J4S  COLLEQE 

ST.,  TORONTO,  ONT.     Reprints  Supplied  Authors  at  Net  Cost. 


Vol.  VIII.  TORONTO,  AUGUST,  1915  No.  2 


Editorials 


WAR  NOTES 


Ma.jor  Fessinger,  M.B.,  who  has  had  charge  of  an 
ambulance  service  near  the  fighting  line  notes  a 
curious  point  in  connection  with  the  emotional  shock 
produced  by  the  near  bursting  of  a  big  gun. 
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He  asserts  that  iu  the  subject  of  grave  wounds  the 
element  of  shock  is  conspicuously  absent.  The  in- 
tensity is  not  proportionate  to  the  gravity  of  the 
wound.  The  most  severe  sufferers  from  shock  are 
those  who  have  escaped  physical  injury.  The  man 
severely  wounded  suffers  little  or  no  shock. 

According  to  Dr.  Grasset,  of  jMonti)elier,  who  has 
charge  of  one  war  hospital  neurological  service,  psy- 
choneurotic cases  thus  far  under  t)bservation  and 
treatment  may  be  roughly  divided  into  three  groups. 
In  the  first  the  muscles  and  limb  movement  are 
affected — a  temporary  paralysis.  In  the  second  the 
senses  are  lost  or  dulled.  While,  in  the  third  group 
the  disturbance  of  the  emotional  element  is  the  pre- 
dominating s\anptom.  In  the  first  instance,  the 
patients  have  to  be  induced  to  walk,  to  raise  their 
arms,  to  lift  and  so  forth.  In  the  second,  unless  the 
organs  are  injured,  sight,  hearing,  and  speech  return 
gi'adually,  in  the  order  named.  While  the  instances 
of  emotional  disturbances  yield,  as  a  rule  to  rest,  sug- 
gestion, and  the  remainder  of  the  treatment  usually 
accorded  to  nervous  prostrants. 

Dr.  Abercrombie,  of  Harley  Street,  London, 
recommends  certain  "ear  defenders"  recently  put  on 
the  market  by  an  English  firm,  and  quotes  from  a  per- 
sonal letter  received  by  him  from  an  oflficer  at  the 
front  who  has  been  testing  them. 

''They  are  splendid.  When  wearing  them  you  can 
hear  ordinary  conversations  with  ease,  also  the  tele- 
l)hone.  The  sound  of  gunfire  seems  to  be  just  the 
same,  but  one  never  gets  the  shar])  painful  jar  in  the 


August,  inir,       THE  HOSPITAL  WORLD  35 

ear  that  is  usually  felt.  Those  of  us  who  have  worn 
them  swear  by  theni.  One  of  my  section  commanders 
took  one  out  of  his  ears,  and  got  a  nasty  surprise  with 
the  gun  firing — the  difference  was  so  great." 


English  hospital  administrators  are  feeling  keenly 
their  sense  of  responsibility,  and  equally  of  helpless- 
ness in  connection  with  possible  air  raids. 

Although  thus  far  in  the  progress  of  the  war  it 
does  not  appear  that  the  injuries  inflicted  on  hos- 
pitals and  their  kindred  institutions  have  been  delib- 
erate and  of  intent ;  yet  there  has  been  sufficient  care- 
less and  callous  firing  and  air  raiding  with  disas- 
trous results,  to  render  the  safety  of  hospitals  within 
the  affected  area  very  uncertain. 

With  regard  to  Zeppelin  and  other  air  craft  raids 
our  London  contempoi'ary  reports  that  the  German 
and  British  governments  have  agreed  upon  a  pro- 
tective sign  for  churches,  museums,  and  hospitals. 
This  consists  of  a  square  divided  diagonally  with 
black  and  white,  and  is  painted  on  the  roof  of  the 
hospital. 

Instructions  have  also  been  issued  to  the  English 
hospital  staffs  as  to  the  necessity  of  closing  the  win- 
dows to  shut  out  possible  poisonous  gases,  in  event  of 
bombs  dropping  in  the  hospital  vicinity. 

For  the  rest — to  make  sure  that  all  fire  appliances 
are  in  working  order,  and  the  staff  pre]:)ared  for  emer- 
gent action  appeal's  to  be  all  that  can  be  done.  But 
the  continued  watchful  strain  is  great. 
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Paris  hospitals  are  discovering  anew  the  healing- 
value  of  sunlight,  and  are  utilizing  the  same  in  their 
treatment  of  war  wounds. 

The  cicatrising  and  antiseptic  properties  of  sun- 
light indicate  its  tlierai)eiitic  value,  and  in  every  in- 
stance of  laceration  of  the  skin  the  treatment  has 
proved  beneficial. 

In  military  surgery,  heliotherapy  does  not  exclude 
operation,  but  has  proved  a  most  useful  supplement 
to  it.  Isolation  not  only  hastens  cicatrisation,  but 
in  addition  to  its  local  effects  has  most  beneficial  re- 
sults upon  the  general  condition  of  the  patient. 

Exposure  of  the  wounds  thus  treated  are  made 
daily,  in  lengthening  periods;  and  the  hospital  bal- 
conies are  converted  into  wai'ds  for  this  simple  but 
carefully  supervised  treatment  of  extensive  lacera- 
tions in  the  wounded. 


St.  Thomas'  hospital — that  splendid  liistoric  block 
of  buildings  upon  the  Thames,  guarded  by  West- 
minster, and  known  to  every  London  visitor — has 
met  the  demand  for  further  military  accommodation 
by  erecting  temporary  "huts"  or  small  pavilions 
upon  the  green  spaces  between  eadh  building.  Bed 
space  for  three  himdred  additional  wounded  has  been 
made  in  this  way. 

The  government  has  paid  the  cost  of  the  struc- 
tures and  fittings,  but  the  supplementary  furnish- 
ings are  being  supplied  by  the  hospital  authorities. 

That  line  of  intervening  temporary  pavilions 
Showing  between  the  massive  permanent  building  in 
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the  very  heart  of  London  will  be  au  ever-pi'esent 
evidence,  to  those  who  look  across  the  river  from 
Westminster,  of  the  cost,  and  meaning,  and  tragic 
intensitv  of  the  times. 


THE  SPECIALIST 


Too  much  publicity  cannot  be  given  to  that  portion 
of  Dr.  Gibb  Wishart's  presidential  address  before 
the  Canadian  Medical  Association  wherein  lie  deals 
with  specialism  in  medicine. 

The  qualifications  be  lays  down  with  reference  to 
his  own  specialty,  oto-laryngology,  may  be  applied  to 
a  majoiity  of  the  other  specialties. 

Here  is  Dr.  Wishart's  standard  for  the  aspirant 
for  ear,  nose  and  tliroat  w^ork: 

1.  An  excellent  general  preliminary  education,  including-  a 
knowledge  of  the  more  important  modern  languages,  an  indis- 
pensable accomplishment  for  one  who  must  follow  the  inter- 
national literature  of  the  day. 

2.  A  post-graduate  position  as  hospital  interne,  preferably 
in  medicine,  but  better  st'ill  in  both  medicine  and  surgery. 

3.  A  year  or  more  in  general  practice,  during  which  he  may 
try  himself  out,  and  when  he  chooses  his  specialty,  choose 
wisely. 

4.  If  the  choice  be  Oto-Laryngology,  then  nuist  there  follow 
an  interneship  of  at  least  eighteen  months,  devoted  exclusively 
to  the  special  subjects  where  he  will  toil  daily  with  patients  in 
a  special  clinic,  mastering  the  details  of  examination  and  diag- 
nosis, and  be  trained  under  a  master  eye  in  the  techui((ue  of 
operations. 

5.  Lastly,  he  must  place  a  coping  stone  of  a  further  year  at 
some  university  where  he  will  obtain  post-graduate  instruction 
upon  : 
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(1)  Cliuical  (liasrnosis  and  troatnicut. 

(2)  Functional  tests  especially. 

(3)  Bedside  work  on  surgical  cases. 

(4)  Surgical  practice  on  the  cadaver. 

(5)  Practical  treatment  and  minor  operations  in  the  out- 
patients' ward. 

(6)  Demonstrations  and  lectures  on  normal  and  patho- 
log-ical  anatom.v,  histolofj.v  and  ph.vsioloK.v. 

(7)  Diagnosis  and  pathology  of  .labyrinth  diseases. 

In  support  of  his  premises,  Dr.  Wishart  quotes 
fioni  the  Camegie  report,  in  which  the  author  states 
that  for  productive  investigation  and  intensive  in- 
struction, a  medical  school  should  use  its  own  teach- 
ing- hospital  and  laboratories.  But  for  the  elabora- 
tion of  really  thorough' training  in  specialties  which 
should  rest  on  a  solid  undergraduate  education,  the 
school  should  use  the  great  municipal  hospitals  of 
the  larger  cities. 

Post  graduate  schools  of  the  best  type  can  hasten 
this  consummation  by  becoming  incorporated  into 
accessible  universities.  As  the  New  York  Medical 
Journal  says,  the  time  is  j>ast  when  a  graduate  with 
his  sheepskin  still  damp  with  the  signatures  of  his 
own  faculty  can  rush  to  one  of  the  old  world  medical 
centres,  devote  the  ^'reater  part  of  his  time  to  the 
investigation  of  famous  cafes  and  theatres,  take  a 
few  special  courses  in  a  poorly  understood  language, 
from  privatdocents,  and  in  six  or  twelve  months  re- 
turn with  instruments  of  the  latest  pattern  and  let- 
ters indicating  wondrous  attainments,  to  set  up  as  a 
learned  specialist. 
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Dr.  Wi^iart  holds  that  the  specialist  should  be 
the  ally  of  the  general  practitioner,  called  in  for  con- 
sultation and  not  for  competition — ready  to  support, 
but  not  to  supplant.  The  general  practitioner  should 
avail  himself  of  the  services  of  the  si)ecialist  when- 
ever his  conscience  tells  him  he  is  dealing  with  a  con- 
dition concerning  which  he  is  uncertain.  It  is  crim- 
inal to  do  othei-wise. 


HOSPITALS  FOR  THE  MIDDLE  CLASSES 


It  has  remained  for  Henry  Ford,  the  millionaire 
automobile  man,  to  point  out  through  the  public 
press  the  weak  spot  in  our  present  hospital  system, 
when  he  says : 

"Hospitals  now  are  for  the  poor  and  for  the  rich. 
There  seems  to  be  few  or  no  hospitals  for  the  middle 
class — the  people  of  moderate  means." 

Mr.  Ford  is  right.  There  is  no  accommodation  in 
the  large  modern  general  hospitals  of  to-day  for  the 
middle  classes — the  families  whose  incomes  lie  below 
say  $3,000  per  year — certainly  not  for  those  below 
$2,000.  And  the  bulk  of  our  people,  stable  and  self- 
respecting,  live  within  this  amount. 

When  the  hospital  system  was  established  on  this 
continent  it  was  based  largely  upon  that  of  G-reat 
Britain;  being  the  purely  voluntary  system  which 
still  maintains  in  that  country,  and  which  was  in- 
tended for  the  service  of  the  poor  only.  With  the 
inauguration  of  hospital  nursing  schools  and  their 
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(liploinaed  graduates,  and  the  rapid  uplift  of  hos- 
pitals into  highly  trained  and  specialised  medical 
institutions,  came  the  desire  of  the  well-to-do  to  take 
advantage  of  the  skilled  resources  thus  afforded. 
This  demand  brought  into  existence  the  private  v^ard 
system  under  which  the  patient  enjoys  all  of  hospital 
service  and  resource  together  with  the  privacy  of  his 
own  home. 

With  the  introduction  of  private  wards  has  come 
a  natural  and  ever-widening  cleavage  between  the 
two  departments.  The  public  ward  is  a  charity.  The 
private  ward  is  a  sanitarii;m,  limited  in  comfort  and 
luxury  only  by  the  length  of  the  patient's  purse. 
From  comparatively  modest  apartments  included 
under  the  general  roof,  the  private  ward  department 
has  become  a  separate  establishment,  a  luxurious  pri- 
vate hotel  with  rates  that  correspond. 

True,  there  exists  the  semi-private  ward  with  its 
two,  three,  four,  even  six  beds.  But  even  these  pre- 
tences of  privacy  are  rated  at  a  scale  beyond  the 
reach  of  a  very  moderate  purse.  Fifteen  to  twenty- 
five  and  thirty  dollars  per  week  are  the  average  pri- 
vate and  semi-private  ward  prices,  and  this  charge 
does  not  include  the  attendance  of  a  special  nurse  nor 
the  physician's  fee. 

"Four  weeks  in  a  hospital  with  a  trained  nurse 
just  about  paralyses  the  resources  of  the  average 
man  for  a  year,"  asserts  one  wage  earner,  out  of  a 
personal  experience. 

The  man  of  moderate  income  resents  charity  in 
his  sickness  as  at  anv  other  time.    He  does  not  choose 
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to  be  classed  as  a  "public  ward  patient"  with  its 
implied  stigma.  His  ten  to  twenty  dollars  per  week 
of  earning  power  means  as  much  of  respect  and 
apijreciation  as  the  rich  man's  fifty  or  a  hundred.  A 
moderate  price  per  week  trained  nurse  should  be  at 
his  service  as  freely  as  the  twenty-five  dollar  one 
speeds  to  the  rich. 

It  was  recently  discovered  that  only  ten  per  cent, 
of  the  sick  go  to  the  hospitals.  The  remaining  ninety 
per  cent,  struggle  through  in  their  homes,  and  the 
reason  lies  in  the  costliness  of  hospital  service  and 
nursing. 

But  the  work  of  the  world  is  done  by  the  middle 
classes.  It  is  their  well  being  that  makes  the  state. 
A  hospital  that  will  nurse  the  middle  paying  class 
back  to  health  and  productive  labor  again  will  best 
serve  society. 

How  this  is  to  be  done  in  view  of  the  present  cost- 
liness of  the  modern  hospital  organization  is  a  prob- 
lem to  be  solved.  It  may  lie  in  a  return  to  less  costly 
buildings  and  less  expensive  equipment  in  as  far  as  is 
compatible  with  full  efificiency  of  service.  The  hos- 
pital that  is  able  to  provide  a  plain  private  room  and 
a  competent  niirse  at  a  price  within  reach  of  the  aver- 
age small  salaried  family  will  be  in  reality  an  insti- 
tution belonging  to  the  people. 
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THE  CANADIAN  MILITARY  NURSING  SERVICE 


It  is  very  valiant  and  patriotic  of  the  majority  of 
nurses  who  are  going  to  Europe  t(,)  think  of  lea\ing 
their  homes  and  established  practice  to  face  unknown 
danger.  But,  just  as  there  is  in  every  school,  no  mat- 
ter how  small,  a  percentage  who  cannot  or  will  not 
do  their  share,  this  warning  note  is  sounded  to  those 
l)est  able  to  sift  out  the  malingerers. 

There  is  undoubtedly  an  element  of  possible 
romance  governing  the  decisions  of  these  few,  which 
is  the  same  factor  inducing  so  many  nurses  to  refuse 
maternity  work  after  graduation. 

Besides,  one  finds  a  certain  mental  rest  in  "sign- 
ing up"  with  any  big  organization,  even  the  War 
Office,  which  will  arrange  the  daily  routine  of  board, 
bed  and  laundry,  in  return  for  a  stent  of  woi'k,  which 
accounts  for  the  fact  that  some  internes  have  been 
known  to  live  around  hospitals  for  as  long  as  twelve 
years,  or  for  the  undue  proportion  of  probationei's 
to  capped  nurses  everywhere. 

Call  it  patriotism,  in  war-time,  if  you  like — it's 
the  same  thing  all  the  time,  and  nothing  can  stop  it — 
there  is  always  a  natural  gravitation  among  women 
to  the  opposite  sex. 

But  there  are  three  ways  to  weed  out  any  who  are 
not  perfectly  suited  to  endure  the  hardships  of  ser- 
vice at  the  front.  The  parents  or  guardians  of  the 
applicants,  though  the  latter  be  of  age,  should  be 
required  to  give  their  unconditional  consent.  The 
Department  of  Militia  should  never  be  charged  with 
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severing  famil.y  ties  knowingly.  The  family  phy- 
sician should  not  write  out  a  clean  bill  of  health  for 
a  nurse  unless  he  positively  knows  it  is  true — she 
has  been  away  from  his  observation  for  years — ^his 
examination  should  be  very  rigid.  His  report  should 
covei'  her  whole  life,  through  sup})lementary  evidence 
from  her  school  physician  and  others.  Finally,  to  cap 
the  climax,  she  should  present  cards  of  approval  from 
a  fixed  number  of  her  classmates.  The  only  persons 
who  can  really  know  whether  a  nurse  is  sincere  or  not 
are  the  women  who  worked  side  by  side  with  her  on 
the  wards. 

A  change  of  air  at  a  distance  of  from  twenty  to 
fifty  miles  prostrates  some  people  for  a  month.  At 
a  greater  range,  it  produces  gynecological  changes 
which  make  every  superintendent  care  very  solici- 
tously for  her  probationers.  A  sea  voyage  is  a  very 
trying  experience  to  the  average  inlander.  The 
nurse  who  chronically  growls  about  the  food  provided 
where  she  "specials"  will  prove  a  "mauvais  sujet" 
for  the  firing-line. 

No  nurse  should  volunteer  without  having  had  a 
long,  sensible  vacation,  so  as  to  be  mentally  and  phy- 
sically fit.  She  should  have  her  life  insured,  and  leave 
all  her  personal  affairs  in  order.  It  is  like  death  or 
marriage.  It  may  mean  the  end  of  everything.  She 
should,  above  all,  consider  whether  the  possibility  of 
finally  severing  fond  family  ties  is  not  too  great  a 
price  to  pay  to  prove  that  her  conception  of  a  new 
duty  is  a  true  and  sane  one,  in  the  light  of  her  past 
record. 
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The  daily  papers,  to  be  actually  honest,  should 
reproduce  some  of  the  films  snapped  at  the  front,  and 
not  the  walks  and  games  with  convalescents  in  the 
parks  and  castles  of  the  nobility  of  England. 

In  England,  everyone  is  very  familiar  with  tlie 
presence  of  the  "military."  In  Canada,  it  is  coni- 
l)aratively  remote  and  infi-equent.  There  is,  there- 
fore, to  the  colonial  nurse,  a  considerable  loss  of  time, 
a  dissipation  of  energy,  in  having  to  learn  the  dialects, 
slang,  insular  ideas  and  standards  of  Mr.  Thomas 
Atkins. 

The  English  "Nursing  Mirror"  quotes  one  officer 
as  asking  for  nurses  of  the  "fat,  calm,  quiet  type." 
There  is  no  fixed  relation  between  height,  complexion 
and  weight  on  the  one  hand  and  industry,  honoi-  and 
unselfishness  on  the  othei'.  Many  fat  nurses  are 
splendid  hustlers — some  are  lazy.  Some  thin,  ner- 
vous women  are  stupid,  others  ai'e  very  persevering 
and  resourceful.  The  Nui'sing  World  is  full  of  "vice 
versas"  and  there  will  be  times  that  the  seasick  volun- 
teers will  wish  it  were  full  of  "terra  firma"  too. 

This  is  a  plea,  on  behalf  of  the  women  who  I'eally 
mean  l)usiness,  not  to  be  hampei'ed  and  put  in  a  false 
light  by  a  few  who  wish  to  go  to  the  fi'ont  and  are  not 
in  every  way  fit,  as  some  of  the  best  English  nursing 
sisters  had  good  reason  to  complain  of,  after  a  dis- 
creet la])se  of  time  since  their  onerous  service  in 
South  Africa. 
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IS  THE  GRADUATE  INTERNE  READY  FOR 
PRIVATE  PRACTICE? 


The  hospital  is  the  aggregate  of  all  the  acute  cases 
of  illness  of  a  community.  There  are  frequent  con- 
sultations among  the  jjliysicians  over  cases  of  grave 
import.  The  interne,  steeped  in  that  atmosphere, 
goes  out  with  his  brand  new  diploma,  to  see  the  usual 
old  chronic  cases  that  are  always  turned  over  to  him, 
and  in  every  one  he  tries  to  find  the  rarest  condition, 
not  so  much  to  outdo  his  predecessor  in  skilful  diag- 
nosis as  not  to  be  outdone  himself.  He  has  been  so 
many  yeais  away  from  home  and  neighbors  and  a 
"kitchen''  atmosphere  that  he  forgets  the  everyday 
trifling  pains  and  aches,  which  the  "hoi  polloi"  de- 
light in  describing.  For  a  simple  indigestion  that 
will  be  cured  overnight  by  rhubarb  and  soda,  he 
frames  up  a  mare's  nest  of  endocarditis,  or  hunts 
something  unique  which  maybe  only  once  was  men- 
tioned in  his  lectures. 

In  this  respect,  the  men  of  the  earlier  school  had 
the  advantage,  because  they  spent  their  vacations  in 
the  offices  of  shrewd,  level-headed  general  practi- 
tioners, and  learned  that  the  daily  round  would  be 
about  as  follows: 

2  a.m. — a  birth,  followed  by  some  sleep. 

6.30 — breakfast. 

7 — a  child  scalded. 

8.30 — pneumonia  call. 

9 — incising  a  carbuncle. 

9.30  to  10.30 — two  or  three  rheumatics. 
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11 — a  cure  for  baldness  demanded. 

11.01 — some  warts  to  burn  off,  etc. 

Then,  too,  in  some  hospitals,  both  large  and  small, 
the  interne  has  little  to  do  with  the  private  patients, 
either  through  the  jealousy  or  disquiet  of  the  attend- 
ing physician.  Just  as  it  is  advantageous  to  the 
attending  physician  to  have  a  faithful  interne,  so 
the  former  is  obliged  to  be  an  example  and  give  aid 
to  the  latter  in  his  manner  of  address  to  his  cases. 

The  hospital  has  its  share  of  responsibility  too. 
The  establishment  of  a  small,  chartered  dispensary 
is  a  long  stride  towai-ds  controlling  the  health  of  the 
community,  and  gives  the  interne  the  first  aid  to- 
wards the  "kitchen  atmosphere."  The  final  step 
would  be  a  social  service  in  which  the  house  doctors 
will  go  out  under  the  district  ])hysician  to  treat  these 
everyday  troubles  of  the  poor.  They  will  not  come 
to  him  from  the  neurasthenic  rich  until  he  is  older. 

When  an  interne  goes  whistling  iip  the  stairs,  in 
a  lovely  home,  where  illness  has  suddenly  smitten  the 
main  ])i'o])  of  the  family,  the  wife  has  every  i-eason  to 
feel  frantic.  But  she  should  i-eport  this  to  the  Board 
of  Managers,  not  among  her  friends.  A  quiet  ad- 
monition from  the  President  of  the  Board  would  be 
that  young  interne's  most  valuable  asset  in  founding 
his  practice.  He  is  not  hardened  towards  sorrow. 
He  simply  eliminates  all  thought  of  it,  and  to  him 
an  ambulance  call  is  only  a  "joy  ride."  There  should 
certainly  be  more  hearty  co-operation  between  the 
medical  stafi^  and  the  internes,  so  that,  from  the  out- 
set, they  may  know  what  is  ex])ected  of  them  by  the 
community. 
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Original  Contributions 

LITTLE  JOURNEYS 


15y  1)k.  Jojix  N.  E.  Bkown, 

Superintendent.    Henry    Ford    Hospital.    Detroit. 


Johns  Hopkixs  Hospital,  Baltimore,  Md. 

When  von  enter  the  administration  bnilding  of  the  Johns 
Hopkins  Hospital  the  first  thing  that  greets  _voii  in  the  foyer  is 
Thorwaldsen's  immense  statue  of 'Christ  with  outstretched  hands. 
This  silent  commanding  figure,  ()ceu]wing  this  i)rominent  central 
station  in  the  institution,  will,  for  centuries  to  come,  as  in  the 
past,  wield  an  incomputable  influence  on  all  who  work  under  its 
spell. 

The  writer  learned  that  Mr.  Hopkins  stipulated  in  his  will 
that  a  Christian  spirit  should  pervade  the  lios])ital.  As  a  result 
of  this  wish,  we  surmise,  this  wonderful  statue  was  placed  where 
it  is. 

One  of  the  assistant  superintendents  who  had  been  in  his 
position  about  a  year  told  us  that  he  had  yet  to  discipline  a  honse 
officer.  One  ex-resident  informed  me  that  during  his  nine  years 
stay  at  the  institution  he  had  never  heard  a  breath  of  criticism 
against  the  character  of  any  nurse.    These  arc  significant  facts. 

Great  care  is  taken  in  regard  to  the  selection  of  lioth  internes, 
nurses  and  employees. 

An  atmosphere  of  courtesy,  kindness,  and  hospitality  ]ier- 
meates  the  entire  place. 

Dr.  Winford  Smith  the  General  Superintendent,  is  an 
alumnus  of  the  Fniversity  and  Hospital.  Dr.  Smith,  while 
still  studying,  had  in  mind  his  sjoal, — that  of  an  expert  in 
hospital  administrative  work.  He  is  the  Secretary  of  the 
.^^edical  I'oard.  which  consists  of  representatives  of  the  mt'dical. 
surgical  and  other  departments.  He  tran.sinits  with  his  approval 
or  disaiuiroval  the  recommendations  of  the  Medical  Board  to  the 
Board  of  Trustees. 
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The  uuitary  system  of  or{>aiiizatiou  prevails  iu  tliis  iustitn- 
tion,  and  tlie  meuibers  of  the  medical  staff  hold  co-ordinate 
positions  iu  John  Hopkins  iEedical  College.  Some  of  the 
surgical  and  medical  chiefs  give  the  hospital  their  full  time  and 
are  in  receipt  of  salaries.  Other  members  of  the  staff  give  oulv 
a  part  of  their  time  to  the  hoa]iital.  The  resident  members  of 
the  staff  act  as  instructors  in  the  Medical  School.  For  their  ser- 
vices they  receive  salaries  from  the  Hospital  and  LTniversity. 
The  length  of  stay  of  a  resident  is  unlimited,  if  his  services  are 
acceptable. 


The  James  Buchanan  Brauy  Uroi.ooical  Clinic. 

During  the  i)ast  two  years  there  has  been  erected  at  the  Johns 
Hopkins  Hospital  a  building  for  the  treatment  of  urological 
cases  under  the  direction  of  Dr.  Hugh  H.  Young.  The  only 
other  hospital  of  the  sort  we  know  of  is  St.  Peter's,  London, 
England.  The  building  cost  $200,000,  which  amouni  was 
donated  by  "Diamond  Jim  Brady,"  of  New  York,  a  grateful 
patient. 

For  over  a  year,  studies  on  the  ]ilaiis  were  made  by  Dr. 
Young,  Dr.  Winford  Smith,  Architects  Archer  &  Lane,  and  Mr. 
C.  L.  Reeder,  Engineer. 

The  building  consists  of  seven  storeys  with  a  basenu'ut  and 
is  closely  connected  with  the  urological  out-patient  dejiartment, 
the  general  kitchen  and  tlie  main  corridor  of  the  general 
buildings. 

The  basement  has  rooms  for  animal  experimentation — 
operating  rooms  and  annexes.  Into  it  fresh  air  is  forced  at  the 
ceiling  and  withdrawn  near  the  floor. 

The  first  floor  contains  rooms  for  consultation,  preliminary 
examination  of  patients  and  history  taking.  Tn  addition  there 
are  five  rooms  for  urethoscoity,  cystoscii])y  and  ureteral  catheriza- 
tion,  each  of  wliich  is  su]iplied  with  hot  and  cold  sterile  water, 
for  the  preparation  of  irrigations;  an  electric  sterilizer  for 
instruments  and  nozzles,  sinks  and  lavatories.  There  are  besides 
rooms  for  X-Ray  apparatus,  for  radiographic,  pyleographic  and 
liigh  frequency  treatment.  Demonstrations  can  be  given  with- 
out moving  the  patient  from  the  cystoscopic  table.      Adi'oiniug 
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are  rooms  in  which  X-Ray  plates  may  be  developed,  and  labora- 
tories for  the  examination  of  urine,  blood,  and  for  si)ecial 
research.  These  laboratories  are  provided  with  the  customary 
vacuum,  compressed  air,  and  chemical  hoods,  the  latter  having 
steam  connections.  Running  water  and  small  staining  sinks  are 
provided  on  the  microscopical  table?;. 

The  main  entrance  from  the  general  corridor  is  on  the  second 
floor.  Hei'e  is  found  a  i.eantiTiil  Toycr — a  mom  some  fifteen 
by  thirty  feet,  finished  in  i)anelled  gray  marble.  In  it  a  bronze 
dedicatory  tablet  to  Mr.  Brady  will  be  placed.  It  is  lighted  by 
French  windows  on  each  side.  Tlie  room  is  furnished  with 
attractive  rugs,  chairs  and  settees.  To  one  side  is  a  reception 
room. 

On  this  same  storey — the  second — there  is  accommodation 
for  twenty  ])atients — a  large  ward  for  twelve  ])atients,  two  single 
bed  wards  and  two  snuili  wards  of  three  beds  each.  The  large 
ward  is  ])rovided  with  a  lavatory;  there  are  two  bath  rooms  and 
toilets  for  general  use.  The  service  rooms  are  groujied  centrally 
on  each  side  of  the  corridor.  Tn  addition  to  the  utility  room 
there  is  a  charting  room  and  a  s])ecial  room  for  orderlies'  work. 

The  third  storey  is  similar  to  the  second,  excejit  that  directly 
over  the  foyer  of  the  first  floor  there  is  an  attractive  day  room 
for  the  ]iatients. 

The  fourth  and  fifth  storeys  contain  rooms  for  ten  private 
patients.  One  ])ublic  and  four  i)ri\iite  baths  arc  jtrovided,  with  a 
similar  grou])inii'  of  service  rooms  to  that  on  the  third  floor. 
There  is  runniuir  hot  and  cold  water  in  eadi  room — a  great  con- 
venience to  patients,  nurses  and  doctors — the  use  of  which  will 
greatly  minimize  the  danger  of  transmitting  infection. 

The  corridor  fl(X)rs  are  covered  with  battleship  linoleum. 
The  border  is  of  gray  marble  with  a  coved  marble  base. 

Tn  the  examininii'  rooms  and  laboratories  terra>;/o  is  used  for 
the  floors.  Tn  the  two  rooms  above  referred  to — in  which  X-Rav 
work  is  done  a  thick  rubber  mat  covers  the  entire  floor.  This 
minimizes  the  dan<>er  froiu  electric  shock:  and  adds  fo  comfort. 
Georgia  T)ine  is  used  for  the  floors  of  the  private  rooms. 

On  the  sixth  floor  are  the  quarters  of  the  resident  staff,  and  a 
lounire  for  the  private  patients.  An  open  ]>orch  is  nrovided  for 
the  occupants  of  this  flat. 
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On  the  seventh  floor  are  the  research  laboratories.  These 
are  separate  from  the  clinical  laboratories. 

Patients  occupying  this  building  re(]uiring  operation  are 
transferred  to  the  main  surgical  operating  building  for  operation. 


Tub  Marbukg  or  Peivate  AVakd  Building. 

Although  the  Musalophone  is  used  in  the  other  buildings 
of  the  hos])ital,  it  is  not  used  in  the  private  ward  for  fear  of 
annoying  the  patients. 

Some  of  the  bathrooms  not  only  open  into  the  private  rooms 
on  each  side,  but  also  into  the  corridor.  If  the  patients  on  either 
side  do  not  -vvish  a  bath  in  connection  with  their  room,  tlie  doors 
from  the  bathroom  into  the  rooms  may  be  locked.  The  door 
opening  into  the  corridor  may  then  be  unlocked  and  the  bathroom 
used  for  the  other  patients. 

The  nurses'  stations  are  commodious  and  are  provided  with 
two  tables,  one  for  the  head  nurse,  and  one  for  the  charting  nurse. 

The  food  containers  are  locked  before  leaving  the  kitchen 
and  unlocked  by  the  nurse  in  charge  of  the  distributing  pantry, 
thus  insuring  no  loss  of  food  in  transit. 

The  rooms  are  provided  with  light  rockers  and  light  straight- 
backed  chairs,  both  of  which  lia'e  "ane  bottoms.  The  clocks 
used  in  the  private  ward  are  supplied  by  the  Self-Winding  Clock 
Company. 


The  Hexry  Phipps  Psych iaiuic  Clinic. 

Dr.  Adolph  Meyer  and  the  architect  spent  some  two  years 
abroad  before  startino-  work  on  the  ])lans  of  this  building.  The 
color  of  the  walls  of  the  l)iiildiug  is  a  lio'ht  fireen.  The  wards 
are  of  various  pleasing  colors;  the  furniture  of  the  wards  is 
colored  to  match  the  walls,  silver  gray,  ffolden  oak  and  the  like. 
The  lighting  is  semi-direct.  Door  handles  of  the  bar  type,  slop- 
ing downward  at  an  angle  of  forty-five  dciirocs,  are  used  through- 
out the  buildinff.  The  patients  cannot  hang  themselves  u])on 
them.  All  inside  doors  are  painted  white.  Cupboards  in  the 
nurses'  stations  have  provisions  made  for  holding  the  nurse's 
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charts.  Capacious  laboratories  are  provided — one  devoted  to 
investigations  pertaining  to  Internal  Medicine,  and  one  for 
pathology  of  the  nervous  system.  A  darkroom  is  provided  for 
testing  the  effect  of  colors  upon  patients. 

There  is  a  billiard  room  in  the  building  for  the  use  of 
patients.  Although  there  is  accommodation  for  some  eighty  or 
ninety  patients,  at  our  time  of  inspection  there  seemed  to  be  only 
a  few  beds  occupied. 

The  corridor  floor  is  of  torrazzo  with  a  six-foot  strip  of 
battleship  linoleum  set  in  so  as  to  be  level  with  the  terrazzo. 
This  arrangement  is  also  used  in  the  Brady  Urological  Clinic. 
The  nurses'  stations  are  partitioned  off  from  the  corridor  up  to 
a  height  of  two  feet  from  the  ceiling.  Tlie  opening  abo^'e  per- 
mits the  nurse  to  hear  any  noise  in  the  ward.  A  small  electric 
stove  folding  into  the  wall  near  the  door  is  used  for  heating 
water.  When  folded  it  is  flush  with  the  wall.  It  is  made  by 
the  Sim])lex  Electric  Comitanv.  The  gas  stove  in  the  laboratory 
and  kitchen  also  folds  up  so  as  to  take  up  less  room.  A  wheel 
shut-off  is  used  on  the  gas  intake  pipe,  and  no  taps  are  used  on 
the  stove.  This  is  to  prevent  patients  from  turning  on  the  gas. 
In  the  basement  of  this  building  is  a  Zander  apparatus — riding, 
rowing,  bicyclin<i:,  and  other  sorts  of  exercising  ap]>aratus. 

Two  iwrtable  tubs  for  continuous  baths  are  ))lace(I  off  the 
wards  on  the  flats  occupied  bv  the  disturbed  patients.  All  the 
linen  rooms  *are  provided  with  wooden  shelves.  The  floors  are 
of  ''  Compolite,"  which  has  jiroven  unsatisfactory;  it  is  cracked 
— one  place  is  badly  lirokeu. 

A  small  ward  is  located  at  each  side  of  the  corridor  just  at 
the  entrance  of  the  lar»e  room.  These  rooms  ha\'e  one  door 
opening  into  the  large  ward  and  one  into  the  corridor.  This 
enables  the  nurses  to  take  a  troublesome  patient  from  the  ward 
into  this  room,  and  later  remove  hiiu  from  the  flat  without  the 
knowledge  of  the  other  jiatients.  Evidence  of  the  activity  of 
fine  of  these  disturbed  ])atients  was  shown  bv  an  interne  whose 
head  was  bandaged  up  as  a  result  of  being  kicked  by  one  of  them. 

The  class  room  for  medical  students  is  provTded  with  Wind- 
sor chairs,  which  are  light  and  strong.  In  this  classroom  is  a 
lary-e  stai>e  and  directlv  back  of  it  is  a  blackboard.      A!onu  the 
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wall  which  slants  forward  ar  an  ani;le  of  tliirtv  deurees  on  the 
left  is  a  s]»ai'e  ])rovidcd  for  the  exhibition  of  maps  and  charts. 
Tlie  corresponding  space  on  the  left  is  occni)i('d  by  a  livoniu!  glass 
screen  njiou  which  pictures  are  thrown  from  a  ])rojccti(in  lantern 
directly  back  of  it. 

The  W.C.'s  are  provided  w'itli  push  tiiishometers.  The  scat 
npon  which  the  patient  sits  raises  np  abont  three  or  four  inches 
when  the  ]iatient  stands  up  after  defecation,  this  upward  action 
of  the  seat  tluahes  the  pan. 

*  The  balcony  of  the  roof  garden  is  closed  in  with  a  fancy  wire 
screen  surrounded  by  a  beautiful  hedge.  This  hedge  ])artially 
disguises  the  nature  of  the  screen.  The  floor  is  covered  with  red 
French  tile  about  five  inches  square. 

The  kitchens  are  small,  compact  and  neatly  kei)t.  The  tray 
racks  are  made  of  wire  about  the  thickness  of  a  slate  pencil 
which  is  woven  int^T  diagonal  shajics.  Similar  racks  are  used  in 
the  other  pavilions.  There  is  a  small  steam  table  and  a  two-ring 
gas  range  in  the  kitchen.  These  are,  as  before  stated,  folded  up 
against  the  wall  when  not  in  use.  The  sink  is  of  porcelain  with 
.a  cojnier  dri])  board.      Everything  is  bright  and  shining. 

Covering  the  outside  of  the  windows  of  this  bnilding  are 
screens  of  ornamental  iron,  which,  unlike  bars,  do  not  make  one 
think  of  a  prison.      The  window  shades  are  of  Holland, 
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The  laundry  contains  three  se])arate  .sets  of  gahanized  iron 
washers,  one  set  for  the  nurses,  one  for  the  doctors,  and  one  for 
the  ]iatients.  This  equipment  was  installed  by  the  American 
Taundry  ^rachinery  Co.  There  are  three  separate  mangles,  one 
for  the  patients'  clothes,  one  for  the  staff  and  one  for  the  nurses. 

Tn  the  stewards'  de]iartment  ordinary  wooden  shelves  of 
adequate  size  are  used  for  stores.  Cold  boxes  for  the  keeping 
of  fruit  and  vei:'etabk*s  are  maintained  at  a  constant  temperature 
of  forty-six  degrees  Fahrenheit.  The  size  of  the  box  is  about 
five  feet  by  twelve  feet.  The  meat  boxes  are  about  eight  by 
twelve  and  the  butter  and  egg  boxes  about  five  bv  eight. 
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The  diet  kitchen  is  a  room  of  about  twenty-five  by  tliirty-tive 
feet,  in  which  the  work  of  teaching  ])robationers  and  ]n'e])aring 
of  special  diets  is  carried  on.  In  this  room  are  four  large 
tables,  one  on  which  fluid  diets  are  ])reparetl,  one  for  the  knead- 
ing of  bread,  one  for  the  iireparation  of  jiasfrv,  and  one  for  the 
preparation  of  salads.  Two  sinks  are  ranged  along  the  wall, 
one  of  which  is  used  bv  the  probationers,  and  the  other  by  the 
nurses.     Here  aluminum  ware  is  su))orseding  euaiuelled  ware. 

Our  w^rTU'^'st  thanks  are  due  to  Dr.  Karl  Van  Xoruuni  for 
piloting  us  about  through  those  portions  oi  this  great  hospital 
above  referred  to. 


TRANSPORTATION  OF  HOSPITAL  SUPPLIES 


BY   IMIOEBK   DODV. 


It  will  be  long  ere  the  last  word  has  been  said  on  the  (jucstion 
of  the  transjiortation  of  hosjjital  supplies  within  the  institution 
— the  food,  the  ward  medical  su])]ilies,  the  drugs,  the  linen 
(soiled  and  clean),  from  kitchen,  surgical  ?;ui)]ily  room.  ]>liar- 
macy;  to  and  from  laundry.  res]X>ctivcly. 

The  importance  of  this  subject  may  bo  realized  when  it  is 
stated  that  it  often  influences  the  dwision  as  to  whether  a  hos- 
pital shall  be  a  skyscrajier  or  comiiosed  of  low-storied  [lavilions 
scattered  o\'er  several  acres. 

For  ourselves,  we  uidu'sitatingly  ]irefcr  the  low-storied 
pavilions  in  quiet  grounds  parked  and  gardened,  for  the  most 
obvious  of  reasons.  The  objection,  the  cost  of  porterage  and 
transportation,  will  sodu  be  overcome  by  the  introduction  of 
electric  carriers  and  dumb-waiters.  These  carriers  and  waiters 
have  been  introdtu-ed  in  some  of  the  large  business  houses  for 
the  s|)eedy  trans])ortati(in  of  exoress  and  freight  i)ackages.  mail, 
sold  articles,  change,  etc. ;  and  we  can  'see  no  reason  why  the 
same  princijde  cannot  be  em]>loyed  in  the  carrvina:  of  all  sorts  of 
hospital  sui)])lies.  including  hot  food  from  the  general  kitchen 
to  the  ward  serving  pantries,  and  the  soiled  laundry  fi-imi  the 
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soiled  linen  room  to  the  laundry  receiving  room.  The  scheme 
is  perfectly  practicable;  and  while  the  initial  cost  would  be 
somewhat  expensive,  its  maintenance  over  a  term  of  years  being 
BO  much  less  than  the  hiring  of  porters,  would  quite  offset  the 
costliness  of  the  original  installation.  Besides,  one  must  think 
of  the  intinitely  more  expeditious  service,  the  quick  carriage  of 
the  hot  food  in  containers  kept  hot  by  the  electrically  heated 
trolley  or  carriage  to  the  hot  serving  table ;  the  immediate 
delivery  of  medicines  so  often  required  and  so  often  delivered 
some  hours  after  being  ])rescribed. 

The  new  electric  mail  carrier  is  described  as  follows  in  a 
recent  number  of  the  Boston  Transcript : — 

A  new  tyjje  of  electric  carrier  for  transporting  post-office, 
ex])ress  or  package  freight  has  been  devised  in  which  the  cars, 
running  in  a  cylindrical  tube,  are  ]>ropelled  by  magnetic  force 
without  wheel  traction.  The  system,  which  is  patented  and  is 
controlled  by  the  Electric  (carrier  Company,  New  York  City, 
is  said  to  be  applicable  to  any  case  of  package  transportation 
on  a  large  scale. 

The  car  runs  on  a  narrow-gauge  track.  I^etween  the  rails 
is  a  flattened  part  of  an  alternating-current  induction  motor, 
corresponding  to  its  .rotor,  with  closed  circuit  windings  of  the 
squirrel-cage  type.  On  the  bottom  of  the  car  is  another  flat- 
tened part  of  a  motor,  corresponding  to  its  stator,  with  open- 
circuit  wire  windings.  The  air  space  betwe<'n  the  motor  jiarts 
is  about  %  inch.  Power  is  supplied  to  the  car  through  two 
live  rails  at  the  top  of  the  tube,  and  contact  is  made  by  a  small 
wheel  running  on  each  rail.  Short  stiif  springs  holding  the 
trolley  wheels  in  contact  help  to  guide  the  car  around  curves,  but 
without  binding,  opjX)rtunity  being  afforded  at  the  same  time 
to  use  the  maximum  height  of  car.  The  alternating  current 
used  passes  through  the  primary  member  on  the  car  and  induces 
a  magnetic  field,  which  pro]iels  the  car  at  uniform  speed  regard- 
less of  the  grade.  Ball  l)earings  are  used  on  the  rnnuing 
wheels,  which  are  mounted  on  separate  axles.  A  ])atent  signal 
system  divides  the  line  into  block  sections,  and  the  section  occu- 
pied by  a  car  is  indicated  by  a  light  in  a  glass  diagram  in  the 
terminal  buildings.     The  stoppage  of  the  cars  is  accomplished 
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by  reversing  the  current,  and  is  assisted  by  a  pair  of  raised 
rails  at  the  terminals  which  exert  a  braking  action  on  the  bottom 
of  the  car  body. 

It  is  proposed  to  apply  the  system,  using  underground  tubes 
forty-eight  inches  in  diameter,  wherever  there  is  a  large  traffic, 
as  between  the  two  large  railway  terminals  in  New  York  City, 
as  well  as  in  general  business  between  cities.  The  advantages 
claimed  over  any  other  electrical  system  are  that  the  same  unit 
of  power  will  send  a  car  farther  and  faster  when  applied  as  a 
direct  pull  than  when  exerted  indirectly  through  gearing;  that 
the  sraallness  of  the  ])ropelling  member  increases  the  carrying 
capacity  of  the  ear ;  that  the  system  is  adaptable  to  any  grade ; 
that  grinding  of  the  wheels  is  eliminated ;  that  the  smallness  of 
the  wheels  will  not  limit  the  speed ;  and  that  the  synchronous 
movement  will  safely  permit  high-speed  operation  on  a  short 
headway,  a  speed  of  sixty  miles  an  hour  being  feasible.  Great 
advantages  are  also  claimed  for  the  use  of  a  continuous  track 
member  and  the  reversing  of  the  primary  and  secondary  ele- 
ments, thus  eliminating  costly  winding  on  the  long  track 
element. 

The  Dry  Goods  Economist  describes  the  electric  dumb 
waiters  for  stores  as  follows : — 

A  complete  system  for  handling  merchandise  was  recently 
installed  in  one  of  the  big  Chicago  department  stores.  This 
system  is  used  in  distributing  merchandise  from  the  storeroom, 
which  is  located  in  the  basement,  to  the  various  floors  on  which 
the  goods  are  retailed.  It  is  also  used  for  conveying  "  sold  " 
packages  from  all  floors  to  the  shipping  department  in  the  sub- 
basement. 

The  system  consists  of  five  electric  push-button  dumb- 
waiters, two  of  which  operate  in  one  bank  between  the  second 
and  sub-basement  and  the  eighth  floor  (serving  all  intervening 
floors).  Two  others  run  between  the  first  sub-basement  and 
the  shoe  department  on  the  mezzanine  floor,  and  one  between 
the  second  sub-basement  and  the  mezzanine  floor. 

The  two  high-rise  dumb  waiters  are  controlled  from  one 
master  station,  which  is  on  the  seventh  floor.     On  each  floor, 
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near  the  shaft,  is  a  push-button  for  calling  the  elevator,  and, 
mounted  in  the  base  of  the  car,  is  a  bank  of  jmsh-buttons  to 
signal  to  the  ojjerator  at  the  master  station  the  number  of  the 
floor  to  wliieh  tlie  car  is  to  be  sent  after  loading.  The  a])]»ara- 
tus  is  automatically  arranged,  so  that  when  a  ciir  is  in  use  its 
operation  cannot  be  interfered  witli.  When  any  door  on  the 
shaft  is  o\yn\,  the  device  cannot  be  started.  Slack  cable  attach- 
ments cause  tlu'  nuH'lianism  to  sto])  wlicu  tliere  is  an  obstruction 
in  the  shaft. 

The  dumb  waiters  operating  between  the  sub-basement  and 
the  mezzanine  floor  can  be  brought  or  sent  to  either  floor  by 
simjdy  ])ushing  the  button.  The  automatic  features  used  on 
the  high-rise  cars  to  ])revent  interference  when  the  cars  are  in 
use  and  to  prevent  them  from  being  started  when  a  door  is  open 
are  also  used  on  these  duml)  waiters. 

A  tri])]e  s])iral  gravity  coiiv(>yor  is  used  for  carrying  "  sold  " 
]iackages  from  the  retail  floors  to  the  shii)])ing  room.  This  con- 
veyor consists  of  three  spiral  chutes  enclose<l  in  a  cylindrical 
shaft,  six  feet  in  diameter,  and  r-us  from  the  eighth  floor  to  the 
sub-basement,  with  iu'ets  at  all  floors.  Two  of  the  s])irals 
extend  from  the  eighth  floor  to  the  sub-basement  ceiling,  one 
being  used  to  convey  C.  O.  D.  packages  and  the  other  to  carry 
charge  packages.  These  spirals  carry  goods  direct  to  the  dis- 
tributing tabh's.  wliere  they  are  .soi'ted  for  delivery  routes.  The 
remaining  spiral,  which  runs  from  the  eighth  floor  to  the  base- 
ment ceiling,  is  used  to  carry  "  will  call  "  packages,  delivering 
them  to  a  belt  conveyor  for  distribution  to  the  ))roper  bins. 

After  the  delivery  ])ackages  have  been  sorted  they  are  car- 
ried by  an  electrically  operated  drum-type  package  elevator 
from  the  second  sub-basement  to  the  shipiiin<i-  iilatform.  wliere 
tlipv  are  loaded  into  tlie  delivevv  trncks. 
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War  Hospitals 

QUEEN'S  CANADIAN  HOSPITAL 


If  ever  a  haven  of  rest  for  wounded  body  and  shattered  nerves, 
existed  surpassing  beautiful  l-Jeachborough  Park  it  can  hardly 
be  of  this  earth.  Imagine  a  wearv  war-battered  Canadian  trans- 
ferred from  the  liell-fire  of  the  battlefront,  with  its  filthv  treu'hes 
to  a  ])eaceful  Kentish  scene.  Picture  a  (juaint,  corafortalile 
English  manor  house  of  the  sixteenth  century  set  in  the  midst 
of  thousands  of  green  acres  where  ancient  oaks  and  clumps  of 
leafy  elms  dot  the  verdant  pastures.  Yew  tre<'s,  centuries  old, 
chestnuts  in  flower,  .shady  ])lant  trees  and  evergreen  holly  grace 
the  velvet  lawns  about  the  house  or  group  in  deep  forest  in  the 
distance  while  hawthorn  hedges  white  witli  l)los.som  divide  I  lie 
meadows  in  all  directions. 

Dark  green  ivy  in  luxuriant  masses  clings  to  the  walls  of  the 
house.  inters])ersed  with  climbing  roses  of  deepest  crimson. 
Purple  iola  and  si)rays  of  forget-me-not  ediie  the  flower  beds  ;ii:d 
white  blossoms  dangle  from  the  vines  that  creep  over  the  old 
brick  walls  that  guard  the  fruit  garden  in  the  rear.  Inside 
cherries  on  queer  vine-like  trees,  are  ripening  for  convalescent 
soldiers.  Queer  apule  trees,  twisted  and  trained  like  graiie 
vines,  give  promise  of  pippins,  and  luscious  strawberries  are  fast 
mellovvinii'  in  the  June  sunshine. 

Out  in  the  grounds,  above  the  soft  cari)et-like  daisy-dotted 
turf,  l)ir(ls  whistle  and  warble  melodiously  from  every  ncxik  and 
corner,  as  only  English  birds  know  how  to  do.  Even  darkness 
does  not  completely  silence  this  feathered  choir.  For  where 
darkness  distils  the  fragrance  of  the  flowers  the  notes  of  a  night- 
ingale sound  sweetly  soft  on  the  night  air. 

Stretched  on  the  cool,  fresh  linen  of  comfortable  beds,  care- 
fullv  tended  by  Canadian  nurses  and  doctors,  petted  bv  visitors 
and  fed  on  the  fat  of  the  hnid  wounded  men  are  nursed  back  to 
convalescence  when  sunny  ]iorches  await  them,  leisurely  rambles 
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about,  the  illimitable  grounds  and  motor  runs  through  the  Garden 
of  England. 

Such  is  the  Queen s  Canadian  Hospital,  Beachborough  Park, 
the  ancient  estate  of  the  Broekman  family,  rented  by  Sir  A. 
Markham  and  donated  by  his  generous  wife  as  an  infirmary  for 
Canada's  sick  and  wounded  soldier  sons. 

Here  Doctors  Charles  Stewart,  of  Calgary,  and  Wallis,  of 
Hamilton,  preside,  and  among  the  nurses  Sister  Mitchell  of 
Toronto,  a  niece  of  Dr.  Allen  Baines.  Thither  from  London 
comes  frequently  the  officer  in  charge,  Colonel  Donald  Armour. 

There  were  some  sixty  patients  when  the  writer  called  last 
Sunday.  In  fact,  the  hospital  is  filled  and  the  staff  are  awaiting 
completion  of  the  large  addition  which  is  to  accommodate  100 
more  beds. 

Walking  through  a  spacious,  tiled  comfortable  hall  whose 
walls  and  those  of  its  adjoining  staircase  are  covered  with  men 
in  armor  and  ladies  in  ruffs — family  portraits  of  the  Brockmans 
by  famous  artists — one  comes  to  the  place  where  the  new  building 
joins  on  to  its  parent  of  Elizabeth's  day. 

Hard  by  a  ghost  walks  on  dark  and  stormy  nights,  so  'tis  said. 
Long  years  ago,  in  Jacobean  times,  some  poor  creature  hanged 
himself  in  a  cubby-hole  under  the  stairs.  How  he  managed  it 
goodness  knows,  for  an  average-sized  man  can  scarcely  stand 
iijiright  in  the  little  closet.  But  here  he  shuffled  off  this  mortal 
coil,  and  in  the  eerie  hours  of  anniversary  nights,  and  others, 
too,  this  pale,  unhappy  spook  glides  out  and  up  the  oaken  stair- 
case to  vanish  into  what  is  now  ward  three. 

But  he  hasn't  haunted  the  Canucks  so  far.  and  genial  Doctor 
Stewart  sets  forward  the  theory  that  the  smell  of  iodoform  is 
distasteful  to  spirits. 

Distinguished  visitors  have  been  calling  at  the  hospital  of 
late.  One  was  Princess  Clementina,  the  affable  sister  of  Albert 
IT.,  the  hero-King  of  the  Belgians,  not  a  few  of  whose  brave 
soldiers  have  been  nursed  back  to  life  within  these  walls — for 
there  have  been  others  than  Canadians.  Princess  Alexander  of 
Teck  whose  husband  is  a  British  officer  at  the  front,  was  another  • 
royal  caller. 
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It  being  announced  that  she  was  shortly  to  arrive  a  group  of 
nurses  in  the  operating-room  were  waiting  expectantly,  when  in 
walked  Dr.  Wallis,  his  hand  on  the  shoulder  of  a  smiling,  good- 
looking  young  woman  of  about  twenty-eight,  presumably  a 
friend.  The  two  pottered  about  and  the  nurses  went  on  with 
their  dressing. 

''Doctor,  when  is  that  princess  going  to  arrive  V  questioned 
an  impatient  nurse,  anxious  to  get  at  some  work. 

"  Why,  here  she  is,"  exclaimed  the  doctor,  bowing  towards 
the  princess,  whereat  Her  Royal  Highness  burst  out  laughing. 
She,  Queen  Mary's  sister  and  wife  of  a  possibly  future  Canadian 
Governor-General,  had  planned  this  very  informal  entrance  with 
the  doctor. 

Just  in  front  of  the  hospital  and  across  the  lawn  where  the 
hounds  meet  on  hunting  mornings,  is  a  high  hill  topped  with  a 
queer  little  domed  pavilion.  Brockman's  Folly  is  its  name. 
Up  its  steep  sides  a  sporting  squire  once  drove  a  horse  and  trap, 
right  to  the  peak,  for  a  wager,  when  too  old  to  mount  his  steed. 
The  same  old  sportsman  from  this  elevation  watched  the  red- 
coated  riders  and  their  fox-hunting  pack  stream  off  across  the 
downs.  From  this  height  a  glorious  view  of  the  surrounding 
country  can  be  had.  Dotted  like  white  ant-hills  in  groups, 
military  camps  cluster  in  every  direction.  Off  to  the  south 
sparkle  the  waters  of  the  Channel.  Far  beyond,  a  broad  yel- 
low line  on  the  horizon,  rise  the  cliffs  of  France. 
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ROYAL  NAVAL  HOSPITAL 


On  a  picturesque  site  in  the  grounds  of  tho  lioval  Xaval  Hospi- 
tal, Haslar.  overlooking  the  Solent,  with  the  hills  of  the  Isle  of 
Wight  forniing  a  channing  hackiiroiind,  there  is  leing  built  a 
magnitieent  new  wing  to  the  great  naval  hospital  which  will  pass 
to  posterity  as  a  monument  to  the  patriotism  and  loyalty  of  the 
women  of  Canada.  At  the  outlu-eak  of  the  war  the  Canadian 
women,  anxious  to  demonstrate  in  a  practical  form  their  deep 
seuse  of  devotion  to  the  ^fl)ther  Coiintrv,  organized  a  finid  to 
aid  the  nursing  of  the  sick  and  wounded.  A  sum  approaching 
£50,000  was  raised  in  a  very  short  period,  and  was  handed  over 
to  the  Imncrial  (iovernment  to  l>r  :ii)|)lie(l  in  wliate\('r  way  it 
considered  best.  There  had,  for  a  long  time,  been  pressing  need 
for  ward  extension  at  the  Royal  Xaval  Hospital.  Haslar.  and 
the  Government  allocated  the  major  jjortion  of  the  generous  gift 
to  the  construction  of  a  new  wiuii'  to  that  institution,  which  will 
be  named  the  Canadian  Women's  Wing. 

Since  the  outbreak  of  the  war  the  resources  of  the  hospital 
have  been  taxed  severely  to  provide  accommodation  for  the  sick 
and  wounded  from  tho  Hoot  in  the  .\orth  Sea  and  as  a  result  of 
the  naval  ojierations  in  the  Dardanelles,  and  the  250  beds  which 
will  be  available  on  the  completion  of  the  new  wing  will  add 
greatly  to  the  efficiency  of  the  lios))ital.  Tlu^e  beds  are  at  the 
]iresent  time  occupied  by  the  nursing  statil',  though  originally  in- 
tended as  ))art  of  the  hospital  accommodation  i)ro))er.  On  the 
completion  of  the  new  wing  the  staff  will  be  housed  therein,  and 
the  beds  now  utili/.ed  by  them  in  the  main  hospital  will  revert 
to  their  original  purpose,  so  that  the  net  result  of  the  generosity 
of  the  Canadian  ladies  will  l>e  that  at  least  2.")0  more  sick  or 
woundefl  will  be  able  to  receive  treatment  at  the  institution. 
The  new  wing  will  stand  isolated  from  the  uuiiu  building,  and 
will  be  constructed  of  red  bri'-k  and  stoiu>  facings  in  harmony 
with  older  portions  of  the  institution. 
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Selected  Article 

LETHAL  GASES  IN  WAR 


I'm-;  profession  will  be  kceiilv  interested  in  the  following- 
article,  {'oni]irisino'  the  rejiort  furnished  to  the  Wiir  Office  by 
Dr.  J.  S.  Haldane.  F.R.S..  who  was  sent  to  France  to  investi- 
gate the  nature  of  tlie  gases  used  bv  the  Germans  in  their  attack 
ui>oii  the  French  and  British  lines. 

General  Headquarters. 

British  Expeditionary  Force, 

April  27th.  lltl.-). 

To  Karl  Kitchener,  Secretary  of  State  for  War. 
My  Lord: 

r  have  the  honor  to  re])cirt  that,  as  requested  by  you  yes- 
terday morning,  T  proceeded  to  F^raucc  to  invcstiiiate  the  nature 
and  effects  of  the  asjihyxiating  oas  employed  in  the  recent  fiiiht- 
ing  by  the  German  troojis.  After  reporting  myself  to  General 
Headquarters  T  proceeded  to  Bailloul  with  Sir  AViluiot  TTerrius- 
harn.  Consulting  Physician  to  the  British  Force,  and  examined 
with  him  several  men  from  Canadian  battalions  who  were  at 
the  Xo.  2  Casualty  Clearing  Station,  suffering  from  the  effects 
of  the  gas. 

These  men  were  lying  struggling  for  breath,  and  blue  in 
the  face.  On  examining  the  blood  with  the  spectroscope  and 
by  other  means,  T  ascertained  that  the  blueness  was  not  due  to 
the  ])resence  of  any  abnormal  pigment.  There  was  nothing 
to  account  for  the  blueness  (cyanosis)  and  struggle  for  air,  but 
the  one  fact  that  they  were  suffering  from  acute  bronchitis, 
such  as  is  caused  by  inhalation  of  an  irritant  gas.  Their  state- 
ments were  that  when  in  the  trenches  they  had  been  over- 
whelmed by  an  irritant  gas  produced  in  front  of  the  German 
trenches,  and  carried  towards  them  l)y  a  gentle  breeze. 

One  of  them  died  shortly  after  our  arrival.  A  post-mortem 
examination    was    conducted    in    our    ])resence    by    Lieutenant 
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^IcXee.  a  })athologist  bv  ])rofcssi()n.  of  (Jlasgow  University. 
The  examination  showed  that  deatli  was  dne  to  acnte  bron- 
chitis and  its  secondarv  effects.  There  was  no  doubt  that  tlie 
bronchitis  and  acconipanyinsi'  slow  asphyxiation  were  due  to  the 
irritant  gas. 

Lieutenant  ^IcNee  had  also  examined  yesterday  the  body  of 
a  Canadian  sergeant,  who  had  died  in  the  clearing  station  from 
the  effects  of  the  gas.  In  this  case,  also,  very  acute  bronchitis 
and  edema  of  the  lungs  caused  death  by  asphyxiation. 

A  deposition  by  Ca]itain  Hertram.  Kighth  Canadian  Bat- 
talion, was  carefully  taken  down  by  Lieutenant  Mcl^ee.  Cap- 
tain Bertram  was  then  in  the  clearing  station,  suffering  from 
the  effects  of  the  gas  and  from  a  wound.  From  a  support  trench, 
about  fiOO  yards  from  the  German  lines,  lie  had  observed  the 
gas.  He  saw,  first  of  all,  a  white  smoke  rising  from  the  Ger- 
man trenches  to  a  height  of  al)out  three  feet.  Then  in  front  of 
the  white  smoke  a])pcaro4  a  greeni.sh  cloud,  which  drifted  along 
the  ground  to  our  trenches,  not  rising  more  than  about  seven 
feet  from  the  ground  when  it  reached  our  first  trenches.  Men 
in  these  trenches  were  obliged  to  leave,  and  a  number  of  them 
were  killed  by  the  effects  of  the  gas.  He  made  a  counter-attack 
about  fifteen  minutes  after  the  gas  came  over,  and  saw  twenty- 
four  men  lying  dead  from  the  effects  of  the  gas  on  a  small 
stretch  of  road  leading  from  the  advanced  trenches  to  the  suji- 
ports.  He  was  himself  much  affected  l)y  the  gas  still  present, 
and  felt  as  if  he  could  not  breathe. 

The  sym])toms  and  the  other  facts  so  far  ascertained  jioint 
to  the  use  by  the  German  troops  of  chlorine  or  bromine  for 
purposes  of  as]ihyxiation. 

There  arc  also  facts  pointing  to  the  use  in  German  shells 
of  other  irritant  substances,  though  in  some  cases  at  least  the.se 
agents  are  not  of  the  same  brutally  barbarous  character  as  the 
gas  used  in  the  attack  on  the  Canadians.  The  effects  are  not 
those  of  any  of  the  ordinary  products  of  combustion  of  explo- 
sives. On  this  point  the  .symptoms  described  left  not  the 
slightest  doubt  in  my  mind. 

Professor  H.  E.  Baker,  F.Il.S..  who  accompanied  me,  is 
making  further  inquiries  from  the  chemical  side. 

I  am,  my  Lord,  your  obedient  servant. 

•T.  S.  Haldank. 
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Dr.  John  Scott  Haldane,  F.R.S.,  who  has  conducted  tlio 
investigation  for  the  War  Ofhce,  is  a  brother  of  Lord  Haldane. 
He  is  a  graduate  in  medicine  of  Edinburgh  University  and  an 
M.A.  of  Oxford  and  an  LL.D.  of  Birmingham.  For  many 
years  he  has  been  engaged  in  scientitic  investigation,  and  has 
contributed  largely  to  the  elucidation  of  the  causes  of  death  in 
colliery  and  mine  explosions.  He  is  the  author  of  a  work  on 
the  physiology  of  respiration  and  air  analysis. 

Professor  Baker,  F.R.S.,  who  is  carrying  out  chemical  in- 
vestigations into  the  nature  of  the  gases,  is  Professor  of  Chem- 
istry in  the  Imperial  College  of  Science  and  Technology,  Lon- 
don. He  was  a  Scholar  in  Natural  Science  at  Balliol.  He  has 
conducted  important  experiments  into  the  nature  of  gases. 

Sir  Wilmot  Herringham,  M.D.,  Oxon.,  is  a  physician  to 
St.  Bartholomew's  Hospital  and  Vice-Chancellor  of  the  London 
Lniversity. 

Lieutenant  McNee,  M.B.,  il.Ch.,  Glasgow,  a  Carnegie  Re- 
search Fellow,  is  assistant  to  the  Professor  of  Pathology  in 
Glasgow  Fniversity  and  has  conducted  many  investigations  of 
an  important  character  in  pathology  and  chemical  pathology. 

Chlorine  and  Bkomixe. 

The  investigation  which  has  been  conducted  bv  Dr.  Haldane 
indicates  the  use  of  chlorine  or  bromine  in  the  asphyxiating 
gas.  Chlorine  is  a  greenish  yellow  gas  much  heavier  than  air. 
It  causes  a  sense  of  suffocation  when  inhaled  and  rapidly  sets 
up  inflammation  of  mucous  membranes.  It  is  ])robably  the 
most  effective  of  all  gases  that  might  be  employed  for  the  pur- 
pose of  killing  men  in  warfare. 

Bromine  is  a  still  heavier  gas  than  chlorine.  At  ordinary 
temperature  it  is  a  dark  brownish  red  liquid  of  most  irritating 
smell.  It  is  very  volatile  and  boils  at  sixty-three  degrees.  Its 
vapor  is  yellowish  red  and  becomes  less  transparent  when 
heated.  It  acts  like  chlorine  as  a  violent  irritant  to  mucous 
membranes.  Large  quantities  of  bromide  are  produced  at 
Strassfurt,  in  Germany. 

Germany  is  a  signatory  to  the  Declaration  at  The  Hague 
Conference  of  1899  interdicting  the  use  of  asphyxiating  gases. 
The  article  runs  as  follows: — 
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Les  Puissances  ('uutractaiitcs  s'iuterdisseut  I'euiploi  dc  pro- 
jectiles qui  out  pour  but  unicpio  di-  rojiandre  des  gaz  asphyxiants 
ou  deleteres. 

The  Englisli  text,  whicii  is  faulty,  runs: — 

The  Oontraeting  Powers  agree  to  abstain  from  the  use  of 
j)rojeetiles,  the  objoet  of  wliicii  is  the  diffusion  of  asphyxiating 
or  deleterious  gases. 

It  is  necessary  that  the  word  "  sole "  should  jirecede  the 
word  "  object ''  in  order  to  give  the  correct  meaning  of  the 
clause. 


A  Hospital  Commission 


The  Dominion  Government  recently  a])])ointe(l  a  Connnission 
to  deal  with  the  situation  which  will  arise  by  the  return  to 
Canada  during  the  progress  of  the  war  of  the  sick  and  wounded 
from  the  front.  It  is  to  be  known  as  the  "  Hospital  Commis- 
sion "  and  will  be  under  the  Presidency  of  Hon.  Senator 
Lougheed.  K.C..  Leader  of  the  Government  in  the  Senate  and 
Acting  -Minister  of  .Militia  in  the  absence  of  General  Sam 
Hughes.  The  other  memlxrs  of  the  Commission  are:  Col.  Sir 
H.  M.  Pellatt.  X.C.V.O.,  Toronto;  Hon.  Co].  Sir  Rodolphe 
Forget,  M.P.,  Montreal ;  Snieaton  White,  of  7'lie  dazette.  Mont- 
real; John  S.  ^fcLennan,  of  Svdnev,  X.S. ;  Lieut. -Col.  Thomas 
Walker,  ^LT)..  of  St.  .Tohn  ;  Frederick  W.  Avery,  of  Ottawa; 
Col.  C.  W.  Rowley,  of  Wiiini])eg;  .1.  H.  S.  AVatson.  of  Victoria. 
B.C.;  the  Direetor-Genera-I  of  Medical  Services,  Cinuidian 
Afilitia.  Ottawa,  and  Clarence  Smith,  of  ^fontreal. 


The  University  Base  Hospital 


On  the  arrival  of  Xo.  4  (Jeneral  Hospital  in  Kugland  it  was 
temporarily  split  n)i,  until  such  a  time  as  the  ecpiipment  was 
gotten  together.  The  seventy-fonr  nurses  have  been  distributed 
throughout  the  Hospitals  in  France,  as  also  the  doctors,  the 
majority  of  whom,  however,  aro  stationed  at  Shorncliffe.  Tt  is 
understood  that  Xo.  4  General  Hospital  will,  however,  shortly 
go  to  the  front  as  a  nnit. 
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DEHPSns 

is  appreciated  by  discerning   people  because — 
Only  the  best  materials  are  used, 
Of  our  exclusive  process  of  fermentation, 

Of  tfie   exactness  of   manufacturing  metfiods,   assuring   bread  and    buns   of    uniform 
excellence. 
The  greatest  cleanliness  is  observed  in  the  manufacture  and  distribution. 

STAFFUFE 

MADE    AND    WRAPPED     RY    MACHINERY 


Absolutely  Pure  and  Delicious 

AN  IDEAL  BEVERAGE, 

OF  HIGH  GRADE  AND 

GREAT   NUTRITIVE 

VALUE 

Made  in  Canada  by 

WALTER  BAKER  &  CO.,  LIMITED 

Montreal,  Canada  Established  1780 


Whfu    writing    advertisers,    please    mention    The    Hospital    World. 
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The  Adjusto  Mattress 

The  Adjusto  mattress  manufactured  by  the  Ontario  Spring  Bed 
i5c  ilattress  Co.,  Limited,  of  London,  Out.,  (see  advertisement  on 
page  ix)  is  a  sure  cure  for  "  spreading."  or  "  hanging  over  tlie 
sides"  or  "  imperfect  tit," — annoying  alike  to  doctors  and  nurses. 
The  best  soft  mattress  made  will  quickly  spread  with  constant 
use  but,— while  the  Adjusto  is  made  of  the  finest,  lightest  and 
most  elastic  white  cotton  felt,  it  cannot  spread  on  account  of 
the  adjusting  feature  always  available  when  required.  The  fea- 
ture comprises  imstretchable  cotton  cables  running  lengthwise 
and  crosswise  through  the  centre  of  the  mattress — tliroiigii  grom- 
mets  in  the  border — and  fastened  on  the  outside.  The  mattress 
can  be  drawn  in,  either  in  width  or  length,  at  least  6  inches,  and 
held  thei-e,  and  it  will  he  a  better  mattress  in  consequence. 
Parties  interested  should  write  the  manufacturers  to  the  above 
addi'ess.     They  will  be  pleased  to  furnish  full  ])artieulars. 


A  Sick  Room  Beverage 

\Vh£x  the  Hospital  House  Physician  is  looking  for  an  ideal  sick- 
room beverage,  let  his  mind  turn  to  Baker's  Cocoa.  This  product 
has  but  few  equals.  Why?  Because  of  its  high  quality  and  abso- 
lute purity.  These  two  points  command  for  it  a  prominent  place 
in  the  list  of  hospital  niceties.  Private  ward  patients  will  apprec- 
iate it.  It  is  made  of  the  best  selected  cocoa  beans  scientifically 
blended,  and  contains  no  foreign  elements  whatever.  Hereafter 
you  might  specify  Baker's  Cocoa  whenever  a  nutritious,  slightly, 
stimulating  sick-room  beverage  is  required. 


An  Occupational  School  at  Battle  Creek  Sanitarium 

It  is  becoming  recognized  among  the  members  of  the  medical 
profession  that  semi-invalids  are  usually  given  too  much  time 
for  introspection  and  that  if  useful,  interesting  occupation  is 
provided,  their  sym]itoms  really  become  less  acute. 

In  line  with  this  healthful  theory,  the  Battle  Creek  Sani- 
tarium has  instituted  an  Occupational  School  in  which  many 
of  the  patients  have  already  interested  themselves  to  their 
health  hetterment. 

Many  ^^sefu^  branches  are  taught  in  this  school,  including 
weaving,  basketry,  stenciling,  clay-modeling  and  others. 

The  efficacy  of  the  ])roject,  e^pecnally  in  quieting  nervous 
patients,  has  been  clearly  demonstrated. 
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Send  for  Free  Samples 
:  of  Stewart's   Duplex  : 


Stewart's  Duplex  Safety  Pins  VF^^^  *'^  superior 

'■'^    higher  Erade  of 


ehe 
brass  wire.  Will  not 
bend  or  unfasten  eas- 
ily. Both  head  and 
coil  arc  absolutely 
protected  by  the 
guards.  Rust-proof. 
We  ma  ufacture  all 
grades  and  sizes  of 
Safety  Pins.  Pack 
them  especially  for 
hospital  use — 5  gross 
in  a  substantial  box 
— loose — rea'dy  for 
use  at  a  moment's 
notice. 

Samples  and  price 
list  free  on  applica- 
tion. 


^tbwarx's  Paragon  Brand  "bank'" 
or  toilet  pins,  packed  in  handy, 
half-pound  boxes,  are  indispen- 
sable    in     the     modern     hospital. 


CONSOLIDATED 
SAFETY  PIN  CO. 

BLOOMFIELD.  N.J.,  U.S.A. 


EPILEPSY 

Dragdes 
Geiineau 

DRAGEES  GELINEAU  ?Se  Vent^'o" 

tke  most  rational  type,  being  an  association  of 
Bromide  of  Potassium,  Arsenic  and  Picro- 
toxine.  The  Bromide  diminishes  the  reflex  sensi- 
bility of  the  nervous  system  and  the  congestive 
predisposition  of  the  cerebrum  in  EPILEPSY. 
The  Picrotoxine  has  its  action  on  the  convulsive 
and  spasmodic  tendencies  of  neurotics,  and,  fin- 
ally, the  arsenic  is  the  repairer  of  the  nerve  cells. 
It  is  with  perfect  frankness,  and  with  the 
utptost  sincerity  that,  without  pretending  to  cure 
every  case  of  Epilepsy,  we  recommend  to  the 
medical  profession  GELINEAU' S  DRAGEES. 
which  have  given  to  their  inventor  the  most  com- 
plete satisfaction  for  30  years  and  have  earned 
for  him  the  gratitude  of  numerous  sufferers. 
GELINEAU*  S  DRAGEES  offer  to  the  practitioner 
a  superior  weapon,  giving  him  the  possibility  of 
a  triumph  in  ordinary  cases,  and  in  all  cases  the 
certainty  of  at  least  a  marked  improvement. 


General   Agents   for   Canada: 
ROUGIER   FRERES.    63   Notre  Dame   St.. 
MONTREAL 


East. 


PHYSICIANS    PREFER 
GLOSS 

Fa 


i" 


FLAT 
WHITE    ENAMEL 

SANITARY 

WASHABLE 

DUSTPROOF 


ARTISTIC 

Will  Not   Turn  Yellow 

Elastics  '"''"^  Perfect  Floor  Finish 
;;^^^^^  Send    for    Sample  Paper 

lOISHAnXlfiE^^KRlSS  @. 


TORONTO 


ONTARIO 


J^CC€£    y3crrr^<>^ 


BRAND 


Condensed 
MILK 


THE  ORIGINAL 


Especially  adapted  for 
the  Nursery,  the  Fable, 
and  Cooking  Purposes 


Send  for  Bookleta 

'BordenRecipes"  "My Biography" 
Where  Cleanliness  Reigns 
Supreme." 


Borden  Milk  Company,  Ltd., 
Montreal 


When   writing  advertisers,    please   mention   The   Hospital   World. 
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"AN  OUNCE  OF  PREVENTION   IS 
WORTH    A    POUND    OF    CURE" 

bul  with  every  care 

Accidents  and  Sickness 

will  occur. 

Doctor,   why  take  chances  of  loss  of  income   by  reason  of 
accident  and  sickness,  when  you  can  be  amply  protected? 

A  Good  Prescription 

is 

An  Insurance  Policy 

in 

THE    GENERAL    ACCIDENT   ASSURANCE    COMPANY 

Head  Office — Continental  Life  Building,  Toronto 
Peleg  Howland,  Esq.,  President  Jno.   J.   Durance,  Manager 


The  only  PERFECT  FLOOR  for  Hospitals  is 

CORK  TILING 

Our  Cork  Tiling  contains  absolutel}'  no 
othier  substance  than  pure  cork  liighl}^ 
compressed     and     baked     by    electricity 

It  is    Noiseless,   Resilient,   Odourless, 
Non-slippery,  Durable  and  Absolutely 

SANITARY 

BLESSINC^TO  NURSES  AND  PATIENTS.  [r  WRITE  TO  US  FOR  PARTICULARS. 


Robinson  Bros.  Cork  Co.,  Limited 

803  Lumsden  Building         -         TORONTO 
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THE  "SOVEREIGN"  WILL  BURN 
ANYTHING  THAT'S  BURNABLE 

—  and  give  from 
the  fuel  the  full 
volume  of  heat  for 
radiation. 

Hard  coal,  soft  coal, 
wood,  or  anythmg 
burnable,  makes 
useful  heating 
fuel  in  the  "Sover- 
eign." 

Large  flared  flues 
in  the  boiler  sec- 
tions, through  which 
the  heat  fumes  tra- 
vel, give  a  free  draft  with  no  possibility  of  the 
flues  becommg  cloggedwith  soot  or  fine  ashes. 

The  '  ^Sovereign"  is  an  unproved  hot  water  boiler.  Do  not  instal  a  heating 
apparatus  in  your  new  house  until  you  have  thoroughly  informed  yourself 
of  the  exclusive  advantages  of  the   '^Sovereign."      Write  us  for  booklet. 

TAYLOR  -  FORBES  Co.,  Limited 

Head  Office  and  Works:  Guelph,  Ont. 

Branches : 
TORONTO,    MONTREAL,    QUEBEC,    ST.  JOHN,    WINNIPEG,    VANCOUVER 
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HOSPITALS  SHOULD  NOTE 

that  we  are  prepared  to  absolutely  exterminate 
vermin  of  any  kind  from  Hospitals,  Asylums, 
Sanatoria,  or  Public  Institutions,  in  fact  from 
buildings  of  any  kind  whatsoever.  Our  process  is 
guaranteed.  The  gas  used  leaves  no  offensive 
odor  and  does  not  injure  the  most  delicate  fabric, 
so  that  no  redecorating  is  necessary.  Our  process 
has  been  adopted  in  some  of  the  largest 
Hospitals  in  the  United  States.  We  give  a 
signed  contract  to  entirely  eradicate  all  vermin 
for  the  term  of  twelve  months.  Orders  given 
the  most  prompt  attention. 

THE  UNEEDA  EXTERMINATING  CO. 


163)2  Church  St.,  Toronto 


Telephone  Main  1980 


'7 


Prominent  physicians  and 
gynecologists  everywhere 
recommend  the  MARVEL 
Syringe  in  cases  of  Leu- 
corrhea, Vaginitis  and  other 
Vaginal  diseases.  It  al- 
ways* gives  satisfaction. 

All  Druggists  and  Dealers 
in  Surgical  Instruments  sell 
it.     For  literature,  address 

MARVEL  COMPANY 

44  E.  23rd  Street,  NEW  YORK 


The  Peculiar  Advantage 


of  the 


Marvel  "Whirling 
Spray"  Syringe 

is  that  The  Marvel,  by  its 
Centrifugal  action,  dilates 
and  flushes  the  vaginal  passage 
with  a  volume  of  whirling 
fluid,  which  smooths  out  the 
folds  and  permits  the  injec- 
tion to  come  in  contact  with 
its  entire  sur- 
face. 

The  Marvel  Company 
wai  awarded  the  Gold 
Medal,  Diploma  and 
Certificate  of  Appro- 
bation by  the  Societe 
D'Hyg^iene  de  France, 
atParis.Oct.  9, 1902. 
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The  attention  of  the  Medical  Profession  is  called  to  our 

PURE  and  our  SOLUBLE  COCOA 

for  use  in  the  sick-room.  These  products  are  guaranteed  to  be  free  from  adulterants 
in  any  and  every  form.  Physicians  can  prescribe  these  goods  in  the  fullest  confidence 
that  their  patients  are  getting  the  finest  goods  obtainable. 

Please  specify  "Ocean  Blend"  Cocoa. 

FOR   SALE   ONLY    BY 

THE  OCEAN  BLEND  TEA  COMPANY  LIMITED 

247  Parliament  Street,  Toronto  -  -  Tel.  M.  950 


HOSPITAL  Superintendents  who  wish  to  save  fuel  in  their  Institutions, 
and  practically  guarantee  that  their  wards,  corridors  and  in  fact  their 
entire  building  shall  have  an  even  temperature  should  immediately  look 
into  the  merits  of 

DIAMOND  METAL  WEATHER  STRIPS 

They  unquestionably  prevent  all  dust  and  draught,  making  a  ward  with  a  Northerly 
exposure  as  pleasant  in  the  Winter  time  as  one  to  the  South.     The<ie   Strips  mean  a 
saving  of  fuel  in  the  Winter  and  ^eep  a  Hospital  free  of  dust  in  the  Summer. 
Have  our  Salesman  call   upon  you. 

TRIPLEX  WEATHER  STRIP  CO.,  932  College  Street,  Toronto 


I 

INVALID  STOUT 
For  Weak  Folks 

BEEiBB'pRENGTHENING  and 
ICi  nourishing  qualities,  com- 
|l30  bined  with  a  really 
HBEiBH  acceptable  flavor,  make 
Dominion  Brewery's  Invalid  Stout 
the  ideal  beverage  for  convales- 
cents and  bilious  people.  It  is 
digestible  and  non-gassy. 

Order  at  any  of  the  dealers 

Dominion  Brewery  Co., 

LIMITED  -  -  TORONTO 
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Physicians  who  desire  to  patron- 
ize a  Valet  Firm  who  do  only 
first-class  work  should  telephone 
"North  5816." 

Williams'  Valet  Service 

85  Bloor  St.  West 
TORONTO 

This  firm  makes  a  specialty  of 
Gleaning,  Pressing  and  Repairing 
Professional  Clothing,  and  are 
anxious  to  add  to  their  list  of  cus- 
tomers a  larger  number  of  Physi- 
cians. They  have  a  contract  and 
coupon  service  costing  from  $2  to 
$7.50  per  quarter,  and  guaran- 
tee  A   SERVICE   SECOND   TO   NONE. 

The  special  attention  of  the 
Medical  Profession  is  called  to 
this    announcement. 


Nothing  Can  Equal 

H-OCet)  Ammonia 

As  a  Cleanser 

for  HOSPITAL  SINKS,  URINALS 
BEDPANS,  FLOORS,  GLASSWARE, 
ENAMELWARE,  MILK  BOTTLES, 
and  .ill  KITCHENWARE. 

It  will  be  found  inv.iluable  for  the  bathini; 
of  fever  cases,  leaving  the  patient  refreshed, 
with  the  skin  velvety  and  sweet.  H-O 
AMMONIA  is  also  easily  the  best  cleanser 
in  those  annoying  cases  of  Involuntary 
Urination,  acting  not  only  as  a  cleanser 
but  as  a  Deodorizer. 

H-O  AMMONIA  is  one  of  the  cheapest 
and  most  effective  Disinfectants,  and  Hos- 
pitals' Superintendents  should  give  it  a 
trial,  as  once  they  do,  nothing  else  will  be 
u,sed . 
Full  particulars  and  prices  obtainable  from 

Alexander  Hutchison  &  Co. 

9  Church  Street,  Toronto 


NURSE  CALL  SYSTEM 

This  system  is  ideal,  owing  to  the  low  cost  of  installation  and  upkeep. 
The  service  is  absolutely  reliable  at  all  times.  We  instal  these  sys- 
tems, and  as  a  sample  of  the  high  character  of  our  workmanship,  we 
refer  Hospital  Author- 
ities to  the  one  recently 
placed  in  the  Surgical 
Wing  of  St.  Michael's 
Hospital,  Toronto. 

We  also  instal  high-grade 
Private  Phone  Systems  (or 
all  kinds  of  service  and 
Doctors'  residence.  Write 
or  phone  for  full  inform- 
ation. Tenders  submitted 
on  request.  i  =_    - 


Patient's 
Equipment 


TELEPHONE  EXPERTS 


French  Drop  Annunciator  placed 
the  Corridor. 


PHONE 


MAIN  482 


LINTZ-PORTER  CO. 


27  YONGE  ST.  ARCADE 
TORONTO      ONT. 
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Introducing  McLaughlin  1916;  Models 

"EVERY  ONE  A  SIX" 


This  is  the  year  of  "  Sixes  "  and  in  presenting 
our  complete  line  for  1916 — "  every  car  a  six  " — 
we  do  so  conscious  that  the  element  of  experi- 
ment is  eliminated.  Prolonged  and  severe 
tests  under  the  most  stringent  conditions,  con- 
clusively proved  that  the  six-cylinder  car,  as 
built  by  us,  is  the  embodiment  of  the  latest  in 
automobile  construction.  We  make  this  state- 
ment with  all  the  weight  of  our  45  years  of 
manufacturing  experience. 

Each  "  McLaughlin-Six  "  expresses  individual- 
ity in  its  beauty  of  design  and  finish — some- 
thing different — and  an  inspection  of  the  seven 
exquisite  models  will  convince  any  person  thai 
his  requirements  can  be  thoroughly  satisfied. 

And  yet,  owing  to  the  vast  increase  in  our  pro- 
duction with  consequent  economy  in  our  man- 
ufacturing schedule,  we  are  able  to  offer  a 
greatly  improved  car  at  a  greatly  reduced  price. 


Abbreviated  Specifications 
of  1916  MODELS 

"D-55'* — Six-cylinder,  seven  passenger 
touring  car,  SO  to  55  H.P.  4J"  tires, 
130"  wheelbase,  cantilever  springs. 
Price $2150. 

"D-54" — Six-cylinder  runabout,  same 
chassis  as  "0-55".     Price $2125. 

"D-45" — Six-cylinder,  five  passenger 
touring  car,  40  to  45  H.P.,  4"  tires, 
115J"     wheelbase,     cantilever     springs. 

Price $1385. 

Also  Sedan  type  body. 

"D-44" — Six-cylinder    runabout,    same 

chassis  as  "D-4S".     Price $1325 

Also  Coupe-landaulet  body. 

"D-60" — Six-cylinder,  five  passenger 
touring  car,   30  to   35   H.P.,   3J"  tires, 

110"  wheelbase.     Price $1085. 

All  Prices  F.O.B.  Oshawa. 


cx  tMG«^^  CARRIAGE  Co./,^ 

*lCA    p^V*         Head  Office  &  Factories  *  *'/^/>^ 

^'^  OS  H  AWA,ONTARIO.  ^^. 

Branches : 
St.  John,  N.B.  ;    Montreal,  Que.;    Belleville,  Ont. ;    Toronto,  Ont. ;    Hamilton,  Ont. ;    London,  Ont. ; 
Winnipeg,  Man. ;  Regina,  Sask. ;  Saskatoon,  Sask.  ;  Calgary,  Alta. ;  Edmonton,  Alta. ;  Vancouver,  B.C. 
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OLD   TYME 


PURE   SAP 


MAPLE  SYRUP 


LION    BRAND 


MAPLE  BUTTER 

Two  Pure  Maple  Specialties  of  Excellent  Quality 

SOLD    EVERYWHERE 

MAPLES  LIMITED,  Toronto 


NOTHING  SO  SANITARY  FOR  HOSPITAL  USE 


HUDSON  BROS 

Beer  to  call  the  attention 
of  Canadian  Hospitals 
to  their 

PURE   ALUMINUM 
KITCHEN  UTENSILS 


1405  Bloor  St.  West 


TORONTO 


They  are  99^^;  pure  aluminum,  of  uniform  thick- 
ness throughout, very  light  inweight,  bright  as  silver, 
seamless  and  finished  in  the  best  possible  way.  These 
utensils  have  no  coating  of  enamel  to  chip  off,  retain 
the  heat  much  longer  than  granite  ware,  are  rust- 
proof and  contain  nothing 
that   can    adulterate    food. 


gmT 

TRADE      MAP(t{ 

The  Mark  of  Quality 
and  Durability.  Look 
for  this  markstamped 
on  the  bottom  of 
every  article. 


HUDSON  BROS,  manufacture  a  full  line  of  Kitchen  Utensils, 
including  Lipped  Sauce  Pans  (heavy  and  light).  Stew  Pans,  Fry 
Pans,  Pie  Plates,  Cake  Pans,  Dinner  Plates,  Preserving  Kettles, 
Double  Boilers,  Mixing  Bowls,  Dish  Pans,  Pitchers,  etc.  The  firm 
will  be  glad  to  quote  prices  to  institutions.     Catalogue  on  request. 


NOTE    THE    NAME 


HUDSON  BROS. 


1405  Bloor  St.  W. 
TORONTO 
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THE  Sanitary  Reflectors 
here  shown  were  espe- 
cially designed  for  Hospitals. 
There  is  an  entire  absence 
of  crevices,  thus  preventing 
the  collection  of  dust  and 
germs.  Another  notable 
feature  is  that  the  reflectors 
can  be  easily  cleaned  with- 
out being  removed  from  the 
fixtures. 

MOONSTONE  GLASS 
was  given"  the  preference 
over  all  other  semi  -  trans- 
lucent glasses  by  the  lighting 
committee  of  the  Toronto 
General  Hospital  on  account 
of   its  color    and    efficiency. 


105S-15U  Watt 


\ 


\       • 


4052—40  Watt 


4oSh     1(10  Watt 


4050—25  Wiitt 


THE  JEFFERSON  GLASS  CO.,  Limited 

Illuminating  Glassware,  Tableware,  Specialties 
TORONTO,  CANADA 
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PHOTOS    OF     FUNERAL     CHAPEL     AND     MOTOR     HEARSE     WITH 

HANDSOMELY     EQUIPPED     LIMOUSINES     FOR     PRIVATE 

AND    PUBLIC     FUNERALS 

Charge  Not  Exceeding  that  of  horse  drawn  vehicles. 
Private  Motor  Ambulance 

MOTORS   DIRECT  TO   FOREST   LAWN   MAUSOLEUM 


A.  W.  MILES 

Funeral  Director    -    396  College  St. 


Phone  C.  1752 


Phone  C.  2757 


Toronto,  Canada 


When  writing  advertisers,   please  mention  The  Hospital   World. 


Ano-ust.   1915 


THE  HOSPITAL  WORLD 


XXXIX 


Invalid  Chairs  and  Tricycles 

OF  EVERY  DESCRIPTION 

This  has  been  our  study  for  thirty-five  years.  We  build  chairs 
that  suit  the  requirements  of  any  case.  If  your  dealer  cannot 
supply  you,  write  us  direct  for  catalogue  No.  80,  and  prices. 


GENDRON  WHEEL  CO., 


-TOLEDO,  O.,  U.S.A. 


PARTICULARLY  SUITABLE  FOR  HOSPITALS 


It  is  absolutely  essential  that  a  Hospital  have  a  satisfactory 
floor.  For  that  reason,  the  particular  attention  of  Hospital 
Trustees  and  Superintendents  is  called  to 

The  "  Simplex  "  Brand  of  Fire  Proof  Flooring 

This  is  just  what  should  (and  will  eventually)  be 
used  in  all  Public  Institutions.  It  is  far  superior  to 
anythine  else  in  the  same  line  The  "SIMPLEX" 
Floor  can  be  laid  without  in  any  way  interfering 
with  the  plasterers  or  other  trades  while  at  work  in 
the  buildinff.  When  the  mechanics  are  through, 
we  do  the  scraping  and  polishing  with  our  patented 
machines  (as  here  illustrated),  leaving  an  ideal 
floor,  attractive  to  the  eye  and  ready  for  the  heavi- 
est traffic  for  many  years  to  come. 
We  are  the  manufacturers  also  of 

The  End-Block  Flooring 

a  floor  for  Institutions  second  to  none  in  the 
world.  This  can  be  laid  complete  for  $1.00  a  square 
foot.  Each  block  is  boiled  in  a  preparation  which 
makes  the  flooring  damp-proof  and  fire-proof,  is  sunk 
and  locked  in  concrete  and  finished,  leaving  a 
floor  infinitely  superior  to  any  other  make. 


Simplex  Floor  Finishing  Appliance  Co.,    ^^^S?^ 


Montreal 


LIMITED 
Toronto 


Ottawa  ^WW^^ 
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A  Strictly 
Sanitary  Laundry 

Two  of  our  strong  points  are : 

1st.  We  will  not  accept  laundry 
from  any  place  where  there 
is  contagious  disease. 

2nd.  Our  prompt  delivery. 

Ever  go  to  dress  and  find 
that  CLEAN  LINEN  you 
counted    on    hadn't    come  ? 

No  trouble  Hke  that  with 
the  Yorkville  Laundry 
Prompt  delivery  is  an  ab- 
solute    rule    with    us. 

Yorkville  Laundry 

45  Elm  St.,  Toronto       Phone  M.  1589 


Physicians'  Garage. 


Medical  men  should  know  that 

The  Century  Garage 

44  Carlton  Street,  Toronto 

has  ample  accommodation  for 
Doctors'  cars,  where  they  can  be 
garaKcd  at  very  reasonable  rates, 
washed,  polished  and  superintended 
bv  an  expert  mechanic.  THE 
CENTURY  GARAGE  attends  to  all 
over-hauling;  and  painting  at  the 
most  reasonable  prices.  All  work 
guaranteed. 

Remember  the 

Telephone   No..    North  B031 
GEORGE    SHER,   Proprietor 


When   writing  advertiaer*.  vV 


Physician's  Scale. 

Designed  especially  for  use  in  Hospitals, 

in  offices   of  physicians.     Something  that  is 

essential    in  connection    with   every  private 
bathroom. 

Scale  is  ordinarily  finished  black,  with  bronze 
ornamentation,  but  is  also  furnished  in  lierht  colors, 
elaborately  ornamented,  with  nicltel-plated  beam 
Scale  is  furnished  with  or  without  measuring  rod 
as  desired.    Write  for  prices. 

GURNEY  SCALE  CO. 

HAMILTON.  ONT. 
mantlov  Th«  Hospital   World. 
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Cut  Flowers  for  the  Sick  Room 


I  "^HERE  is  a  feeling  abroad  that  physicians  are  sometimes  apt  to  pay 
-^  less  attention  than  they  should  to  the  lesthetic  side  of  their  profes- 
sion. Can  there  be  any  question  as  to  the  added  comfort  to  the  patient, 
during  the  weary  days  of  convalescence,  of  the  fragrance  of  Nature's  most 
beautiful  products  in  the  form  of  Roses,  Carnations,  and  other  cut  flowers  ? 
May  I  ask  Physicians  to  note  that  /  malfe  a  specially  of  cut  flowers  of 
almost  any  kind. 

Particular  attention  is  called  to  my  three-year-old  Rose  Plants,  ready 
for  planting,  and  which  I  vvill  deliver  at  $1.50  per  dozen.  They  are 
Hybrid  Teas,  and  will  bloom  all  summer  long. 

Special  prices  quoted  to  Hospitals  and  Doctors 


W.  J.  Lawrence 


152  Roselawn  Avenue 


Toronto 


Phone  North  2221 


C( 


Hospital  Superintendents 

should  remember  that 

Banner  Brand^^ 

Jams  and  Jellies 


are  ABSOLUTELY  PURE  and  made 
ONLY  FROM  FRESH  FRUIT  and 
FINEST  GRANULATED  SUGAR. 
"  BANNER  BRAND  "  Marmalade  is 
made  from  the  finest,  ripe  Seville 
Oranges. 

All  "  BANNER  BRAND  "  Goods  are 
wholesome  and  specially'  suitable  for 
convalescing  patients. 

We  Will  Welcome  Hotpital  Orderi 

LINDNERS   LIMITED 

340  Dufferin  Street 
Phone  Park.  2985  TORONTO 


Metal  Tags  Stay  On -Mark  Suits, 
Uniforms,  Etc.,  Permanently 


Tars  simply  caonot  come  off. 

DAVIS  METAL  TAGS 

are  all  brass  —  quickly  attached, 

pie,  efficient,  everlasting. 

Numbered  Tan:— 100.65c:500, $3.00: 

1000,  $5.50  :  5000  or  more  $5.00  per  M  ; 

0,000  or  more  $4.50  per  M.  Plain  taes 

^  5c  per  hundred  less  than  numbered 

taes. 
^[Cail  i/our  order  «r  write  for  catalog. 
_       THE  KCYES-DAVIS  CO..  Inc. 
i  Hanover  St.  Battia  Craak,  Mich. 
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INGRAM 
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BELL, 

LIMITED 
TORONTO 


HOSPITAL  SUNDRIES 

Can  be  furnished  at  once  from  our  complete  stock 
of  botfi  domestic  and  imported  goods. 

Our  Rubber  Gloves  are  made  from  finest  stock  of 
Para  Rubber  of  special  weight — smooth  or  pebbled 
— refer  page  38  our  new  Sundry  Catalogue. 

Our  Maroon  Rubber  Sheeting  has  been  tested 
from  coast  to  coast  and  proven  as  to  its  efficiency — 
see  page  38  our  New  Sundry  Catalogue. 


EnMneled  Ware 
Glaii  Ware 
Rubber  Goods 
Surgeoni'  Glovei 
Thermometeri 
Surg:ical  Dreisinrt 
Miicellaneoui 

Suppliet 

Check  the  item  in 
which  you  are  in- 
terested. Mail  this 
advertisement  to  us 
and  we  will  promptly 
submit  samples  and 
prices. 


Don't  fail  to  get 
our  prices  on  all 
Hospital  Supplies. 


If  you  have  not  received 
our  new  Sundry  Catalogue, 
please  advise  us. 


Give  Your 
fc^  Upholstered 


I   Goods  an  Increased 
)         Saleability 

byputtingSteel  Springs 
into  them.  They're  the 
kind  that  won't  "sag" 
— they're  "lively,"every 
one  of  them,  and  give 
the  most  lasting,  satis- 
factory service. 


PHYSICIANS 


SHOULD  REMEMBER  THAT 

I  make  a  Specialty  of 

Catering  to 
The  Medical  Profession 

I  have  every  facility  for  furnishing 
Medical  Dinners,  large  and  small, 
and  guarantee  absolute  First-class 
Service  in  every  respect. 

I  also  contract  for  Receptions, 
Banquets,  Weddings  and  At 
Homes. 

Terms    Moderale— Consistent  with  Qualitj) 

WILLIAM  PRESTWICH 

646   YONGE   ST.  TORONTO 

Talaphona   N.  1706 
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HOSPITALS,  ATTENTION ! 

As  a  proof  that  we  do  the  best  of 

Terazzo  and  Mosaic  Work 

Permit  us  to  say  that  we  have  recently  laid   our  floors  in 
THE  OBSTETRIC  BUILDING  (New  Toronto  General  Hospital) 

and 

THE  HOSPITAL  FOR  SICK  CHILDREN,  Toronto 

We  guarantee  all  of  our  floors  to  be  the  best.     They  will  not  crack.     They 
last  indefinitely. 

We  do  also   Tiling,   and   are   prepared    at    all    limes    to    submit   tenders 
for    anything   in    our    line. 

Venetian  Marble  Mosaic  Co. 

Manager,  A.  PEDROM 


Nothing    could    be    more 

suitable 

for  Use  in  Hospitals 

than 

Diamond 
Cleanser 

It  is  not  only  a  cleanser,  but  a  disin- 
fectant and  particularly  adapted  for 
scouring  Pantry  Sinks,  Urinals,  Bed- 
pans, etc. 

Diamond  Cleanser  is  entirely  free  from 
alkalies  and  acids,  and  will  neither 
harm  the  skin  nor  injure  the  substance 
to  be  cleaned.' 

Hospital  Purchasing  Agents  cannot  do 
better  than  adopt  such  a  preparation. 
Write  for  prices  in  large  lots. 

STEPHENS,  WELCH  &  CO. 
7  Ossington  Av.      Toronto 


Physicians  desirous  of  procuring 

A  Professional  Sign 

should  bear  in  mind  that 

J.  E.  RICHARDSON  &  CO. 

147  CHURCH  ST.  -  -  TORONTO 
are  HEADQUARTERS  for  Signs  of  every  des- 
cription, including  BRASS  PLATES,  EMBOSSED 
GLASS.  BRILLIANT  LETTERS,  etc. 

Give  them  a  call.  Phone  Main  7363. 


SAL  HEPATICA 

The  Ideal 

Saline 

Eliminant 


In 

RheuKnatic 

Conditions 

Bristol-Myers  Co. 
New  York 
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CATALOGUE 

WILLTELLYOUAU  ABOUT 

INVAUD 

0AIRS 


TheGendronMfg.Cq 

LIMITED 

TORONTO 
CANADA 


pat.june:  25-12 


There  is  no  cleansine  preparation  better  suited  for 
use  in  an  institution  than 

IMPERIAL  CLEANER 

It  is  ideal  for  use  in  the  Pantry,  the  Hospital  Ward, 
the  Operating  Theatre,  in  fact  anywhere  in  the  build- 
ing. IMPERIAL  CLEANER  wiil  quickly  and  effec- 
tively cleanse  pus  basins,  operating  tables,  painted 
walls,  woodwork,  baseboards  and  furniture.  Order  it 
and  you  will  not  be  disappointed. 

The  Standard  Cleaning  Products  Ltd. 


Sole   Manufacturers 


Cor.  August  &  Bailie  Sts. 


HAMILTON,  ONT. 


VENTILATION 


WE  SPECIALIZE  IN  THE  DESIGN  AND  IN- 
STALLATION OF  EFFICIENT  VENTILATING 
SYSTEMS. 

OUR  ENGINEERING  DEPT.  WITH  40 
YEARS'  SUCCESSFUL  EXPERIENCE  BEHIND 
THEM  IS  AT  YOUR  SERVICE.  WE  WILL 
BE  GLAD  TO  SUBMIT  PLANS  FOR 
TAKING    CARE    OF    YOUR  PROBLEM. 

JOHN  T.  WILSON  LIMITED  -    TORONTO 

ESTABLISHED  1870 
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Mr.  Hospital  Superintendent! 

For  the  sake  of  the  many  patients  under 
your  care,  don't  you  think  that  it  will  pay 
you  to  examine  into  the  merits  of 

The 

Kellaric  Mattress 

This  mattress  is  particularly  well  adapted  for  use  by  the  sick 

BECAUSE: 

A.  It  is  Built  on  Scientific  Principles. 

B.  Of  its  unusual  Resiliency. 

C.  It  does  not  become  Lumpy. 

The  KELLARIC  Mattress  is  made  up  of  clean,  elastic 
sheets  of  cotton,  built  layer  after  layer  to  a  height  of 
TWO  AND  A  HALF  FEET,  and  afterwards  com- 
pressed to  a  thickness  of  FIVE  INCHES. 

Every  KELLARIC  Mattress  has  a  laced  opening  at  the 
end,  proving  that  the  manufacturers  are  not  ashamed 
of  the  character  or  quality  of  the  material  used  inside. 

We  also  manufacture  a  special  mattress  that  is  IDEAL 
FOR  USE  IN  HOSPITALS,  SANITORIA,  ASY- 
LUMS, ETC.  It  has  handles  down  either  side,  so 
that  in  case  of  any  emergency  the  patient  can  at  once 
be  lifted  from  the  bed  to  a  place  of  safety.  We  would 
call  special  attention  to  this  mattress  for  large  insti- 
tutions. 

Write  Us  for  Quotations 

THE  McKELLAR  BEDDING  CO.,  LIMITED 

FORT  WILLIAM,  ONT. 

THE  BERLIN  BEDDING  CO.,  LIMITED 

31-33  Front  Street  E.,  TORONTO,  ONT. 
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PON-HONOR^ 

UNNS 

^000  PRODUCT^ 

THIS  INSIGNIA 

Indicates  the  highest 
point  of  perfection 
procurable  in  Govern- 
ment Inspected  Pack- 
ing House  Products. 

Gunns  Limited 

WEST  TORONTO 


BOSTON 

PENCIL  POINTER 

Quality  has  not  been  sacrificed  in  pro- 
ducinff  this  model  at  this  price.  The 
enormous  quantity  makes  this  price 
possible. 

TWIN   MILLING  CUTTERS 


Price  $3.50  Prepaid 

Juit  the  very  thin^  for  Hospitals,  etc. 


Fires  in  Hospitals  Should  he  Impossible 

IN  view  of  certain  recent  conflagrations  in  one  or  two  Public  Institutions 
in  Ontario,  it  is  important  that  Hospital  Superintendents  should  know 
that  such  occurrences  can  be  prevented — for  instance,  the  use  of 

Fire- Proof  Doors 

has  been  proven  to  be  the  means  of  preventing  small  fires  from  spreading 
and  saving  many  lives  that  would  otherwise  be  snuffed  out. 

If  hospital  authorities  want  doors  that  will  stand  as  a  wall  against  the 
most  intense  heat 

Specify  Lion  Standard  Fire  Doors 

They  are  regularly  inspected  and  labelled  under  the  supervision  of  The 
Underwriters'  Laboratories  Inc.,  and  equipped  with  approved  hardware 
accepted  by  Underwriters.  • 

DOUGLAS   BROS.,  Limited 


TORONTO 


MONTREAL 
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Essentially  a 
Doctor's  Car 


"Che  particular 
aliention  of  the 
Medical 
Profession 
is  called  to 


THE   CHANDLER   CABRIOLET 

As  will  be  seen  from  the  illustration,  this  car  is  closed,  but  immediately  convertible 
into  an  attractive  roadster.  What  could  be  better  for  a,  Physician  ?  The  Chandler 
Cabriolet  is  in  a  class  by  itself,  the  motor  being  the  marvelous  six  cylinder,  giving 
unbounded  flexibility  and  "power  to  burn."  It  has  electric  lighting  and  starter  (being 
equipped  with  a  Gray  &  Davis  system  throughout),  a  Rayfield  double  jet  carbure- 
tor, pressure  feed  gasoline  system,  high  tension  Bosch  magneto,  centrifugal  pump 
cooling  system,  Mercedes  type  honeycomb  radiator,  etc.,  etc.,  in  fact  everything  to 
make  the  Chandler  Cabriolet  an  ideal  car  for  the  man  who  wants  one  that  is  up  to  date 
in  every  particular  and  that  will  stand  the  road  365  days  a  year. 
This  car  can  be  bought  complete  for  $2 1 50  from 
THE   BRINTNELL   MOTOR   CAR    LTD.,  419  Queen  St.  West,  Toronto 


The  Medical  Profession 
should  rememher  that 

R.  A.  HULL 

4    Yorkville    Avenue 


Phone  N.  6639 


Toronto 


makes  a  specialty  of 

Orthopedic 
Shoes 


of  every  kind.  Shoes  made  for  any 
deformity.  Nothing  but  the  best 
of  material  used.    Orders  solicited. 
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Get  Full  Power  Out  of  Your  Motor 

This  is  where  piston  rines  count.  Whatever  your  engine  may  be,  howercr  Kood  the  carburetor  system  or  the 
trade  of  fuel— if  the  piston  rlnps  are  faulty  in  any  way  there's  direct  power  loss. 

Power  depends  on  piston  rings,  for  the  power  impulse  is  measured  by  the  compression,  and  compression  is 
Koverned  by  the  way  in  which  the  piston  rings  perform  their  function.  This  is  to  prevent  any  escape  of  Eas 
from  the  combustion  chamber  of  the  cylinder,  and  it  can  only  be  efTectively  done  when  the  adjustment  of  llic 
piston  rings  is  perfect.  To  obtain  this  service  rcijuires  the  use  of 


Made  by  McQuay-Norris  Mfg.  Co. 


Because  in  their  design  and  construction  the  special  quality  of  gas-tightness  under  all  service  conditions  is 
most  fully  obtained. 

SEND  FOR  FREE  BOOK— "To  Have  and  to  Hold  Power. '"^t  explains  the  theory   and   function  of 
piston  rings  and  shows  why  you  should  equip  your  engine  with    VS^Srt^po^  RINGS. 

"ASK  THE  USER" 


In  use  on  over  300,000 
Motors 

Manufactured  for   the  Canadian 

Trade  by  PiSTON  KINGS 

W.  H.   BANFIELD  &  SONS,  No.   120  Adelaide  St.  West,  Toronto 


Sold  by  all  up-to-date  dealers, 
repair  shops  and  ^aratres. 

Avoid  imitations  and 
substitutions 


Burial  Vaults  of  Cast  Stone 

fl  An  Inexpensive  and  Sani- 
tary Necessity. 

^  These  vaults  being  her- 
metically sealed,  impervious 
to  air  and  moisture,  and  un- 
affected by  chemical  actions 
are  indestructible  and  per- 
fectly sanitary. 

^  The  surrounding  soil  and 
water    are     not    polluted    or 

infected  and   dangers  of   disease  from   this   source  are,  by  the  use  of  these 

vaults,  wholly  avoided. 

fl    We  manufacture  these  vaults  at  prices  within  the  means  of  all,  and   have 
always  a  large  supply  on  hand. 

The  Toronto  Cast  Stone  Works 

Yonge  and  St.  Clair  Avenue,  Toronto 
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While  it  is  true  that  a  most  grati- 
fying reception  is  being  given 
all  over  the  civilized  world  to 


"The  Food  that  Builds  Bonnie  Babies" 

as  an  infant  food  of  the  highest  possible  quahty, 
its  wonderful  qualities  as  a  restorative  of  great 
merit  in  convalescence  after  operations  should 
not  be  overlooked. 

Its  positive  sterility,  and  the  ease  w^ith  which  it 
may  be  digested  by  the  youngest  infant,  and  its 
absolute  freedom  from  all  adulterants,  are  also 
its  claims  to  recognition  as  a  valuable  adjunct  in 
the  successful  building  up  of  impaired  and  weak 
digestions  and  as  a  promoter  of  that  restful  and 
health-bringing  sleep  which  follows  the  complete 
assimilation  of  a  light  and  highly  nutritive  diet. 
As  such  we  commend  it  to  the  favorable  notice 
of  both  Doctor  and  Nurse. 

Glaxo  is  manufactured  in  New  Zealand, 
the  finest  dairying  country  in  the  world, 
and  is  composed  entirely  of  the  solids  of 
the  finest   tested   milk  and  cream. 

Nothing  more  is  necessary  —  Nothing 
more  is  added ! 

Free  samples  on  request  to 


Canadian  Office  : 
418   DOMINION    BANK    BLDG. 


TORONTO 


GARBAGE    INCINERATORS 

of  the   "HEENAN"   Type 

For  use  in  hospitals 

economical- 
No  fuel  required  but  the  refuse  itself. 

SANITARY— 

Garbage,  etc.,  burned  at  a  high  temperature,  emitting  no 
odours  or  nuisance  of  any  kind. 

Sample  installation  in  the  new  Toronto  General  Hospital. 

Write  for  descriptive  literature  to 

Heenan  &  Froude  of  Canada,  Ltd. 

LAURIE   &   LAMB,   Maaa^ers 

211  Board  of  Trade  -  -  -  MONTREAL 


PHILLIPS'  MILK  OF  MAGNESIA 

"  The  Perfect  Antacid  " 

For    Correcting    Hyperacid    Conditions — Local    or    Systemic.       Vehicle    for    Salicylates, 

Iodides,  Balsams,  Etc. 
Of  Advantage   in   Neutralizing  the   Acid  of  Cows'  Milk   for  Infant  and  Invalid   Feeding. 


Phillips'  Phospho-Muriate 
of  Quinine  compound 

Non-Alcoholic   Tonic  and  Reconstructive 

With   Marked   Beneficial   Action   upon   the  Nervous  System.      To   be  relied   upon  where 
a   deficiency   of   the   Phosphates   is  evident. 

THE  CHAS.  H.  PHILLIPS  CHEMICAL  CO. 

LONDON     ■     NEW  YORK 

Canadian    Representatives  :    The   \Vingate    Chemical    Co.,  Ltd.,    545    Notre    Dame    W^.. 
Montreal,  who  will  he   pleased  to   send  samples  upon   request. 
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SVRUPUS 

HYPORHOSRHITUM 

FBUUONVS 

One  of  the  most  efficient,  most  complete,  and 
best  all-round  Tonics  in  the  Materia  Medica! 


FOR  FOUR  AND  A  HALF  DECADES  ITS  REPUTATION 
HAS  BEEN  CONSTANTLY  INCREASING! 


Refect 


Cheap  and  Ineffident  Subatltutea 
Preparations  "Just  as  Good* 


i!-i»jpiW|»l^^»r»w?»s=».«-f-T.-^  /  '•^- 


Entered  according  to  Act  of  the  Parliament  of  Canada,  in  the  yaai  one  thousand  nine  hundred  and  twalra 
bv  the  Publiahera  at  the  Department  of  AEriculturc     All  rtchte  reaarred. 

nrSEZ   TO  AOTEBTISEBS,  Faye  ZVI. 


LISTERINE 

A  safe,  non- poisonous,  unirritating  antiseptic  solution 

LISTERINE  cmboilics  a  t\v(i-f(ikl  antiseptic  cfTect.  in  that  after  the  cvaporatiim  of  its 
vohitile  constituents — thyme,  eucalyptus,  inentha,  fjaultheria  and  ethyl  alco- 
hol— a  film  of  boiacic  and  benzoic  acids  remains  upon  the  surface  to  which 
Listerine  has   been    applied,  affording   more  prolonged  antiseptic  protection. 

LISTERINE  is  a  trustworthy  surffical  dressing  ;  it  has  no  injurious  effect  upon  the  tissues  in 
which  llic  healing  pn)cess  is  going  on, 

LISTERINE  in  proper  dilution  is  useful  in  the  treatment  of  abnormal  conditions  of  the 
mucosa  anti  forms  a  suitable  wash,  gargle  or  douche  in  catarrhal  c()ntlitions  of 
the  n<»se  anti  thr.  at. 

LISTERIA  E  in  teaspoonful  doses  ui'l  often  afford  relief  in  fermentative  dyspepsia  and  is 
largely  prescribed,  uiih  excellent  results,  in  the  various  forms  of  diarrhoea 
(KX'urring  in  infants  and  adults. 

LISTERINE  literature,  including  special  pamphlets  upon  Disorders  of  Digeslhn  ai\d 
Respirctorj    Diseases,    may    be    had,     by    jihysicians,    upon    application    to 

LAMBERT   PHARMACAL   COMPANY 
2101   Locust  Street  St.  Louis,  Mo. 


The  very  thing  for  Hospitals 

The  special  attention  cf  Hospital 
Superintendents  is  called  to  the 

ROUSSEL  WIND  AND  DUST 
PROOF  REVOLVING  WINDOW 

Nothing  could  be  more  suitable  for 
an     institution,    as     this     window 

1 .  Guarantees  the  freest  ventilation. 

2.  Is  absolutely  dust  and  wind  proof. 

3.  Gives  the  most  perfect  safety  to  the 
window  cleaner,  preventing  injury  and 
possible  death. 

4.  Is  a  great  money  saver  in  fuel. 

5.  Can  be  installed  in  old  or  new,  wood 
or  metal  frames. 

These  points  should  not  be  overlooked  by  a 
Hospital  Superintendent  in  putting  up  a  new 
building  or  wing. 

Full  information  from 

T.  J.  ROUSSEL  &  SON 

78  Niohtingale  St.  Hamilton,  Ont. 
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Ether  for  Anaesthesia 

HARTZ 

AN  ETHER  SPECIALLY  PREPARED 
AND  PURIFIED  FOR  ANAESTHESIA 

By  a  new  process  invented  by 
PROF.  G.  MICHAELIS 

This  new  process  enables  us  to  place  with  the 
Profession  an  Ether  far  superior  to  any  Ether  hereto- 
fore sold.  By  it,  impurities,  which  have  up  to  the 
present  been  found  in  small  quantities  in  the  best 
ethers,  have  been  entirely  eliminated. 

A  SIMPLE  TEST  MAY  BE  APPLIED  TO 
PROVE  THE  SUPERIORITY  OF  OUR  ETHER 

If  10-CC  of  our  Ether  be  shaken  with  1-CC  of  Nessler's 
reagent,  the  reagent  will  not  show  more  than  a  faint 
opalescence  ;  while  if  the  same  test  is  applied  to  other 
ethers  the  reagent  will  at  once  turn  dark,  due  to  the 
impurities  which  they  contain. 

We  Guarantee  the  Quality  of  Our  Ether 
and  Solicit   Your   Trial  Order 

SPECIAL  HOSPITAL  PRICES  FOR  QUANTITY 

THE  J.  F.  HARTZ  CO.,  LTD. 

Physicians'  and  Hospital  Supplies 

TORONTO  CANADA 


When   writing   advertisers,    please   mention   The   Hospital   World. 
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Hospital  Superintendents 

should  instruct  their  Nurses  and  Domestics  to  use 

GILLETT'S  LYE 

for  disinfecting  ^sinks,  closets  and  drains.  It  is  also  ideal  for  the 
cleansing  of  urinals  and  bed  pans — in  fact  any  vessel  that  requires 
disinfecting.  Gillett's  Lye  should  always  be  used  for  scrubbing 
hospital  bath  tubs  and  operating  room  floors. 

For  cleansing  and  disinfecting.dissolve  one  teaspoonful  of  Gillett's 
Lye  in  two  gallons  of  water. 


BEWARE  OF  IMITATIONS 


E.  W.  Gillett  Co.  Ltd. 

TORONTO,  ONT. 

Winnlpee  Montreal 


"NO     BETTER     ATMOSPHERE     IN     THE     WORLD     FOR    A 
CONSUMPTIVE   THAN   THAT   OF   YOUR    OWN    MUSKOKA." 

Sir  Wm.  Osier,  distinguished  Canadian,  now  Resius  Professor  of  Oxlord  University  formerly  of  Baltimore,  Md. 


Regular  Rates 

$12  to  $15 

per  week 


Special     Rates 

For  Bed 
Patients  in 
Separate 
Accom- 
modation 


MUSKOKA  COTTAGE  SANATORIUM 

Gravenhurst  -  .  .  Ontario,  Canada 

For  booklet  apply  to  W.  B.  KENDALL,  M.D..  CM..  L  RC.S.,  L.R.C.P..  PhysIcian-ln-Chlef. 


When    writing   advertiserH.    please   mention    The    HoKiiital    World. 
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OPERATING    GOWNS 
PATIENTS'  GOWNS 
SLEEPING   SUITS 
DOCTORS'  DUCK  SUITS 
ORDERLY  UNIFORMS 

We  are  Specialists  in  Hospital  Linen 
Requirements,  and  have  equipped  the 
Leading  Hospitals  in  Canada. 

LET  US  RELIEVE  YOU  OF 
YOUR  LINEN  WORRIES! 


The  Miller  Mfg.Co.  Limited 

44-46  YORK  ST.   (Near  Front) 
TORONTO       -        -       ONT. 


FOB                   -,  FOR 

COLDS    .-»/■"  RHEUMATISM 

PNEUMONIA  '^^  SCIATICA 

BRONCHITIS   \*"       """ 


/ 


The  Medical  Profession 

Endorses  the  Wonderful 

Properties  of 


.CURATIVE  WADDING 


.r  THRI 


"THERMOGENE" 


8  Million  Packets  Sold  in  1914 


THREE  MILLION   PACKAGES   HAVE   BEEN  SENT  TO  AND  ARE 
NOW    BEING  USED  BY  THE  RED  CROSS  SOCIETY  IN  BELGIUM. 

For  the  alleviation  of  pain  and  the  effecting  of  a  speedy  and  certain  cure  in  all  cases 
of  Rheumatism,  Bronchitis,  Lumbago,  Colds  on  the  Chest,  Sprains,  etc.,  etc., 
THERMOGENE  is  wonderfully  efficacious. 

THERMOGENE  is  a  curative  absorbent,  scientifically  medicated  and  prepared,  thus 
rendering  it  warming,  curative  and  pain-dispelling  in  its  effect. 

Ready  for  instant  application,  does  not  blister  and  can  be  worn  day  or  night  without 
the  slightest  discomfort. 

THERMOGENE  has  the  endorsement  of  the  highest  medical  authorities.  A  Free 
Package  will  be  sent  to  any  Doctor  on  request. 

THE  THERMOGENE  CO.,  LTD.,  Hayward's  Heath,  London,  Eng. 

Canadian  Afenti  :  HAROLD  F.  RITCHIE  &  CO.,  TORONTO 


When   writing  advertisers,   please  mention   The   Hospital   World. 
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Dumb  Waiters 


Roelofson  self-restraining 
Dumb  Waiters  are  fast 
replacing  the  old  styles. 


They  are  so  constructed  that 
they  will  hold  the  car  station- 
ary at  any  point  desired  with- 
out the  use  of  brake  or  rope 
clamp. 

We  will  furnish  drawings  and 
estimates  of  cost  for  special 
machmes  to  be  used  as  wall 
hoists,  freight  or  invalid  ele- 
vators. 


Roelofson  Elevator  Works 


GALT,  ONT. 


Ideal  Illumination  for  a  Hospital 

If  there  is  a  building  that  should  have  as  nearly  as  possible  a 
perfect  system  of  lighting,  it  is  a  hospital  or  sanatorium.  How 
often  it  occurs  that  a  surgeon,  in  operating  after  dark,  is  con- 
fused by  the  unsatisfactory  lighting  in  the  operating  theatre, 
and  medical  practitioners  know  well  of  most  distressing  cases 
of  eyestrain  due  to  defective  illumination.  The  James  Devon- 
shire, Limited,  166  Bay  Street,  Toronto,  are  Canadian  agents 
for  the  Alexalite  System  of  Lighting,  which  is  ideal  for  use 
where  the  human  eyesight  is  to  be  preserved  from  not  only 
f-atigue,  but  permanent  injury  as  well,  and  also  where  every- 
thing should  be  distinguished  in  its  true  relationship  as  in  an 
operating  room.  This  can  be  only  done  by  removing  all  spots 
of  light  from  the  normal  range  of  vision,  thus  effectually  screen- 
ing the  eye  from  the  actual  source  of  light.  This  is  accom- 
plished by  the  Alexalite  system,  which  illuminates  the  object 
seen  with  an  even  intensity  of  light  at  all  points,  causing  a  feel- 
ing of  restfulness  and  preventing  any  struggle  on  the  part  of 
the  human  eye  to  avoid  a  glare.  As  is  well  known,  the  best 
daylight  is  on  a  bright  day  with  the  sun  obscured  by  a  cloud, 
ehowifig  the  value  of  indirect  light.  This  is  afforded  only  by 
the  Alexalite  system.  It  is  for  these  reasons  that  hospital 
authorities  and  physicians  should  investigate  this  system  first. 
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The  Hospital  Fly 


Hospital  authorities  know  they 
cannot  entirely  prevent  flies  from 
entering.  A  few  will  get  in  despite 
careful  screening  but 

No  Fly  Should  be  Allowed  to  Leave 
a  Hospital  or  Sick  Room 

It  seems  hardly  necessary  to  call 
attention  to  the  importance  of  pre- 
venting flies  from  leaving  any  room 
in  Hospital  or  home  where  there  is 
a  known  or  suspected  communicable 
disease. 

For  the  safety  of  the  public  as 
well  as  the  protection  of  the  patients 
in  the  hospital,  the  hospital  should 
be  kept  as  nearly  as  possible  free 
from  flies. 

Neither  traps,  poisons  or  fly  swat- 
ters (Jestroy  the  germs  which  alone 
make  the  fly  dangerous. 


The  Sanitary  Fly  Destroyer 
Par-Excellence 

is  one  that  destroys  the  germs  with  the 
flies.  Tanglefoot  does  this  by  coat- 
ing both  fly  and  germs  with  a  var- 
nish from  which  there  is  no  escape. 
A  fly  caught  on  a  sheet  of  Tangle- 
foot is  embalmed. 

In  the  war  that  is  being  waged  on 
flies.  Tanglefoot  is  the  greatest  agent 
and  destroys  in  a  sanitary  way  over 
fifty  billion  flies  annually, — vastly 
more  than  all  other  means  combined. 

The  originators  of  Tanglefoot  Fly 
Paper  builded  better  than  they 
knew,  for  since  the  discovery  that 
flies  are  such  important  agents  in 
the  carrying  of  typhoid  and  other 
diseases.  Tanglefoot  Fly  Paper  has 
come  to  be  recognized  as  one  of  the 
great  sanitary  agencies  of  the  day. 


ANGLEFOOT 

THE  SANITARY  FLY  DESTROYER  I 


Non-Poisonous 

CATCHES  THE  GERM  WITH  THE  FLY 


,i'i!^ 

..#^ 


{    I 


Vfiv-.. .-.-;*/■>>? 


^«(«i(!:iiiifiS0f 


THEO.  &  W.  THUM  COMPANY,  DEPT.  218,  GRAND  RAPIDS,  MICH. 
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Another  Pattern  particularly 
suitable  for  Hospital  Purposes 


This   illustration  is   of  the  Tipped   Pattern    even  probably   more 
popular  than  the  Pattern  illustrated  in  our  previous  advertisement. 
IF  MADE  IN  EITHER  OUR  CELEBRATED 
SXR  (Sectional  Reinforced) 
or 


^ 


1881 CP  ROGERS  CpAl  Brands 
The  Quality  is  absolutely  guaranteed. 


CANADIAN  WM.  A.  ROGERS  LIMITED 

Factories  and  Sales  Rooms  :  WEST   KING   ST.,  TORONTO 
Branch  Sales  Rooms:    HAMMOND  BUILDING.  ALBERT  ST..  WINNIPEG,  MAN. 


HOSPITAL  EFFICIENCY 

Healing  and  Ventilating  cannot  be 
made  an  entire  success  in  the  Hospital 
unless  the  efficient  "/^e(7/ifan"is  used. 

This  Fan  is  made  to  meet  the 
severest  requirements  of  operation, 
producing  a  constant  temperature  and 
varied  air  volume  according  to  your 
needs.  It  is  built  and  constructed  under 
the  latest  and  most  approved  plan  and 
in  addition  commends  itself  to  the 
J  economical  on  account  of  its  service 
and  durability. 

5ee  our  new  Catalogue  No.  55. 

Sheldons  Limited,  Gait,  Ont. 

TORONTO  OFFICE,  609  KENT  BUILDING 
AGENTS  : 
Messrs.  Ross  &  Greig,  412  St.  James  St.,  Montreal,  Que. 
Messrs.  Walkers  Ltd..  261  Stanley  St.,  Winnipeg,  Man. 

Messrs.  Gorman,  Clancey  &  Grindley  Ltd.,  Calgrary  and-Edmonton,  Alta. 
Messrs.  Bobt    Hamilton  8c  Go,  Ltd.,  Vancouver    B.C.,  (Bank  of  Ottawa  Bldg.) 


When   writing   advertisers,   please   mention   The   Hospital   World. 
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Attention  of  Canadian  Hospitals 


We  are 
manufactur- 
ers of  Metal 

Hospital 

Furniture 

of  all  kinds. 

Wheel 
Apparatuses 

Cabinets 
Screens,  etc. 


CANADA  FIRST 


No  matter 
how  small 
your  re- 
quirements, 
let  us  have  a 
chance  to 
give  you  a 
price. 


THE  METAL  CRAFT  CO. 

GRIMSBY,  ONTARIO,  CANADA 


J.  c 

. VANCAMP 

30  BLOOR  ST.  WEST,  TORONTO 

Funeral  Director  and  Embalmer 

PHONE   NORTH   702 

Mr. 

VanCamp  is  a  member  of  the  Provincial    Board  of   Embalming 

Examiners,  appointed  by   the    Provincial   Parliament  under 

the   Act 

respecting  Embalmers. 

THE  BOARD 

Mr. 

T.  E.  Simpson 

Sault  Ste  Marie, 

Ontario. 

Mr. 

J.  C.  VanCamp 

30  Bloor  St.  West, 

Toronto. 

Mr. 

W.  G.  Burrows 

Chatham 

Ontario. 

Mr 

Jos.  L.  Teckell 

Belleville, 

Ontario. 

Mr 

James  Torrance, 

Milverton,  Ontario,  Secretary  of  tl 

le  Board. 
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HOSKINS' 


Famous 

Hospital 
Bedsteads 


FOR  more  than  60  years  Hoskins'  Beds  for  hospitals  have  been  the 
recotinised  standard  of  bed  perfection.  They  have  been  supplied  to 
hospitals  and  institutions  in  every  civilized  country,  and  have  every- 
where given  the  utmost  satisfaction. 

fl  Being  makers  of  all  the  component  parts  of  bedsteads — castings,  iron 
and  brass  tubes,  mounts,  wood  wire,  wool  and  hair  mattresses — and 
being  the  only  firm  with  this  advantage,  we  are  able  to  obtain  the  best 
quality  material  at  the  lowest  possible  cost.  Hoskins'  Beds  are  perfectly 
hygienic  in  construction.  All  castings  are  rounded,  thus  preventing  the 
accumulation  of  dirt. 

The  JAMES  Bedstead 

.IS  illustrated  above,  is  a  splendid  example  of  HOSKINS'  workmanship.  It  is  an 
ideal  bed  for  general  use  in  hospitals,  being  strong  yet  light.  It  has  a  solid 
frame  with  IJ  in.  continuation  bows,  and  Hoskins'  patent  bolted  corners.  This,  and 
all  other  Hoskins'  Beds  can  be  fitted  with  the  patent  '  Hoskwell  '  galvanized  mesh 
which  prevents  sagging  and  greatly  lengthens  the  life  of  the  mattress. 

Send  a  post  card  for  our  free  illustrated  catalogue  which 
fully  describes  the  Hoskins'  Beds. 

HOSKINS  &  SEWELL  LTD. 

BORDESLEY,  BIRMINGHAM 


AGENTS    IN    CANADA 
Messrs.  F.  G.  .Soper  Co.,  Lautfhton  Avenue,  Toronto 
Messrs.  H.  F.  Moulden  &  Son,  Travellers'  Buildings,  Winnipeg 
Messrs.  Morris  Bros.,  Vancouver,  B.C. 


Used  the  M'Ao/e  World  Over 


When   writinK  advertisers,   please   mention   The   Hospital   World. 
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-JUST  A  REMINDER. 


PLATT'  S  CHLORIDES.  the  Odorless 
Disinfectant,  has  received  the  approval  of 
the  medical  profession  for  over  a  third  of  a 
century,  as  a  disinfectant  in  the  Bick-room, 
the     doctor's     office     and     the     household. 

A  combination  of  the  Chlorides  of  alum- 
inium, zinc,  calcium  and  other  safe  and 
odorless  chemicals,  scientifically  prepared 
so  as  to  afford  a  valuable  disinfectant  and 
deodorizer  without  color,  odor  or  any 
objectionable  features. 

DO   NOT   COVER    ONE    ODOR 
WITH    ANOTHER 

Chlorides 

Ttie    Odorless 
IDisizifGc-tarxli 

Tw^o  Sizes— 25  and  50  cents. 
Sample  and  kool^lel  mailed  free  upon  reque$l. 

HENRY  B.  PLATT,  "  S^'fL^'^ 


Establish    an  Enviable   Pro- 
fessional Skill  in  the 
Treatment  of 

URIC   ACID 
DIATHESIS 

gout  and  othertherapeutically 

troublesome  stages  of  chronic 

rheumatism,  by  directing  the 

regular  use  of 

LUTO 
WATER 

in  connection  with  the 
dietetic  regimen. 

Pluto  is  specifically  indicated 
in  auto-intoxication  and  the  vari- 
ous forms  of  intestinal  stagnation. 
Hyeienically  bottled. 

Clinical  data  convincinely  sub- 
stantiating the  claims  made  for 
Pluto  and  delightfully  descriptive 
of  the  superior  advantages  of 
America's  famous  Spa,  supplied 
promptly  by 

French  Lick  Springs  Hotel  Company 

FRENCH  LICK,  INDIANA 


TS  IT  NOT  TRUE  that  in  some  Institutions  the 
physical  comfort  of  the  patient  does  not  always 
receive  the  attention  it  deserves?  It  is  equally  true 
that  one  of  the  ways  to  hasten  convalescence  is  to 
ensure  the  bed  being  not  only  soft  and  cool,  but  free 
from  any  tendency  to  sag,  thereby  rendering  the 
patient  comfortable  during  the  hours  when  he  or 
she  needs  such  care  most.     By  using 

ADJUSTO  MATTRESSES 

all  such  trouble  is  avoided,  because  they  are  manufactured  in  such  a 
way  that  they  cannot  hang  over  the  edge  of  the  bed,  but  hold  their 
shape  definitely.  Apart  from  that,  the  ADJUSTO  MATTRESS  is 
the  only  mattress  made  that  can  be  altered  in  either  width  or  length. 

Before  ordering  elsewhere,  write  us  for  full  information. 

The  Ontario  Spring  Bed  &  Mattress  Co.,  Ltd 


LONDON 


ONTARIO 
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The  Medical  Profession 
Can  Depend  Upon  It 

that  our  Products  are 

(a)  Absolutely  pure. 

(b)  Free  from  adulterants  of  any  kind. 

(c)  Entirely  harmless  to  the  digestion. 

We  invite  Physicians  to  call  and  look 
over  our  Factory,  one  of  the  most 
sanitary  in  Canada.  Every  employee 
must  keep  himself  or  herself  spotlessly 
clean,  or  otherwise  are  not  allowed  to 
handle  any  article. 

CHICLETS 

will  be  found  to  be  a  valuable  ad- 
junct in  the  treatment  of  some  digestive 
disturbances,  their  use  stimulating  the 
secretion  of  ptyalin. 

Remember   that    our    watchwords    are 

PURITY    arid 
SANITATION 

We    appreciate    the    endorsement   of    the    Profession. 

THE  CANADIAN  CHEWING  GUM  CO. 

TORONTO,  CANADA 

When   writing   advertisers,   please    mention    The    Hosplta.1    World. 
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^UR    Lawn  Fence  is   the  highest    grade 
fence  on   the   market,  heavier,  stronger 
and  closer  spaced  than  any  other--it  is  heavily 
galvanized   and  rust-proo(,  durable,  and 
made  by  the  exclusive  Dennisteel  methoi 
of  weaving  v^hich  makes  it  sag-proof, 
ft  Can  be  put  up  on  wooden  or  iron 
posts;   does   not   require  an  expert. 
It  is  self-adjusting  to  uneven  ground  ; 
its  shape. 

COSTS  LESS  than  inferior  makes  because  it  is 
made  in  enormous  quantities  in  one  of  the  biggest 
fence  factories  on  earth. 

HENNISTEEI 

m^  LONDON  •  CANADA  La 

ORNAMENTAL 
FENCE,  ETC. 

Is  your   home  as   well-fenced 
as  it  is  painted  ?     Is  your   front 
yard  as  attractive  and  well  kept 
as  your  front  room. 

A  hundred  people  see  the  outside  of 
your  place  for  every  dozen  who  get  inside. 
Accessories  present  a  rare  combination  of 
HIGH   QUALITY  and    LOW  COST. 
Fabric  is  of  heavy  rust-proof  wires  inter- 
locked  in   weaving ;  can   never   sag  or  slacken 
and  is  built  in  various  attractive  designs.     Easy 
to  put  up  on  wooden  or  iron  posts. 


The  Dennis  Wire  and  Iron 

Works  Co.  Limited 

London 

AGENTS  WANTED 


TKe  Soap 
for  Kealih 


Better  to  be 

safe  than 

sorry — 

wash  with 

LIFEBUOY 
SOAP 

ITS  choice  oils 
give  a  smooth 
velvety  lather 
that  soothes  while 
itcleansestheskin 
—Its  mild  carbolic 
solution  means  no 
germs.  The  odor 
does  not  cling,  but 
vanishes  a  few 
seconds  after  use. 

Grocers  sell  Lifebuoy 
Healthy  Soap 


Ibl4 


ST^. 
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PREPARATIONS  OF  UNDOUBTED  MERIT 

The  attention  of  the  Hospital!  throarliont  Canada  le  called  to 

l.-SOLYOL 

A  Canadian  mannfactnred  prodnct,  antiseptic  and  disinfectant.  Solyol  is  in- 
stantly soluble  in  water.  It  is  jrnaranteed  by  Physical,  Chemical,  Bactetiolosrlcal 
and  all  other  tests  to  be  Identical  to  Iiysol,  and  of  the  purest  quality,  forminer 
a  clear  solution  in  any  proportion  of  water.  Solyol  contains  60  per  cent,  of  the 
his'her  Homologrnes  of  Phenol. 

2.-POLUSTERINE  DISINFECTANT 

Another  preparation  ideal  for  use  in  Hospitals  and  by  the  Profession.  It  is  a 
Powerful  antiseptic,  gfenuicide  and  disinfectant,  a  medicinal  prodnct  made  from 
the  essential  Oil  of  the  Pine,  tog'ether  with  formaldehyde  and  other  solvents. 
It  is  a  splendid  Floor  Wash,  destroying'  disease  g'erms.  Nothing'  could  be  found 
that  is  more  effective  for  the  sponging  of  patients  recovering  from  contagious 
disease,  in  strength  of  one  to  five  per  cent.,  or  as  a  solution  into  which  napkins, 
handkerchiefs,  towels,  etc.,  can  be  dropped  and  wrunf  out  before  removal  from 
a  contag^ious  ward. 

POIiUSTERIITE  SISINFECTAITT  wiU  not  injure  the  most  delicate  materials, 
has  a  pleasant  pine  odor  in  the  sick  room,  and  for  that  reason  also  is  infinitely 
preferred  to  the  ordinary  coal  tar  disinfectants. 

Manufactured  in  Canada  only  by 

POLUSTERINE  PRODUCTS  CO.  OF  CANADA 

TORONTO,  ONTARIO 

Samples  and  taboratory  Tests  furnished  on  application. 


PANOMALT  EXTRACT 

An    actively    enzymic    malt    extract    for    Therapeutic    purposes    and 


Maltal 


ose 


-PURE    MALT  SYRUP- 

A  delicious  confection  with  the  wholesomeness  of  malt. 
These  products  contain    no   glucose,   cane    sugar,    corn    syrup,    or 
adulterants  of  any  kind. 

They  are  MADE  IN  CANADA   and    GUARANTEED   PURE   BY 

Malt  Products  Company  of  Canada,  Limited 

448-449  CONFEDERATION   LIFE  BUILDING.  TORONTO 
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The  Largest  Hospitals 


have  proved 


Made     ^LNirTWEiGMT 

in     ^)FLOOR 

Canada  ^nsrC."*^^ 


Full 

Net 

Weight 


Saves  money  and  labor,  giving  best 
satisfaction. 

E  s  p  e  c  i'a  1 1  y  adapted  for  cork 
linoleum,  composition  and  hard- 
wood floors. 

Write  for  prices  and  one  pound 
tin  free  for  trial. 

Manufactured  by 

COOKE  &  BOULTOM,  '«|o'r"o''nt*6  ^ 


OUR  REFRIGERATING 
MACHINES 

Operated  in  hospitals  and  pub- 
lic institutions  have  a  prestige. 
For  reliability,  economy  and 
above  all,  lack  of  noise,  the 
Carbondale  System  is  worth 
investigation.  It  is  Fool  Proof. 
Can  be  added  to  present  power 
plant,  using  waste  exhaust 
steam  in  its  operation.  Let 
us  figure  on  your  requirements. 


The  Carbondale  Machine 
Company 

CARBONDALE,   PENN. 


JENNINGS  CBi.  ROSS,  LIMITED 

Engineers  and  Contractors 

ROOM     24i     ROYAL     IBANK     BUILDING 
KING   STREET   AND   SPADINA   AVENUE.   TORONTO 

Fireproof  Building:  Construction 


GASTROGEN 
TABLETS 

Correct 

ITfPERACIDITY 

Sample  On  P^equesi 

Bristol-Myers  Co. 

Brooklyn,  N.  Y. 
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The  Chase 
Hospital  Doll 

is  to  the  Hospital  ^Training  School 
for  Nurses  what  the  Laboratory  is 
to  the  Medical  Stinlent.  In  other 
words,  the  theory  of  teaching  by 
its  use  is  converted  into  the  prac- 
tical knowledge  and  manual  dex- 
terity obtainable  only  by  actual 
work. 

Made  in  adult  size  with  or  with- 
out internal  reservoirs  of  copper 
with  tubes  to  represent  the  urethra, 
vagina,  rectum,  nasal  and  aural 
passages. 

It  is  covered  with  cloth  made 
waterproof  with  paint. 

Natural  hair  wig  will  be  supplied 
if  ordered. 

Also    made   in  children's  sizes. 

Send  for  illustrated  catalogue. 

M.  J.  CHASE 

PAWTUCKET      -      -      R.I. 


COWAN'S  COCOA 

IS  ABSOLUTELY  PURE 


As  a  sick-room  beverage 
Gowan's  Cocoa  is  highly 
recommended  on  account 
of  its  high  quality  and 
absolute  purity.  It  is  made 
of  the  best  selected  cocoa 
beans,  scientifically  blend- 
ed, and  contains  no  for- 
eign elements.  And  it  is 
prepared  in  a  large  modern 
factory  where  the  most 
sanitary  conditions  are 
maintained. 


THE  COWAN  CO.,  LIMITEO 

TORONTO 


vescent^daV* 

Is  especially  useful  as  an  anti- 
lithic  in  Uric  Diatheses.  It  is 
particularly  effective  in  the  treat- 
inent  of  Renal  Calculi,  or  Kidney 
Trouble  generally.  As  an  antacid 
it  corrects  the  acidity  of  the  stom- 
ach, making  it  a  specific  in  certain 
forms  of  Dyspepsia  and  in  the 
treatment  of  Gout  and  Rheu- 
matism. 

It  also  acts  as  a  mild  altera- 
tive, rendering  the  BIcod  and  Urine 
alkaline. 

"The  most  effective  and  elegant 
Aperient  for  clearing  the  Gastro- 
intestinal tract  is  Abbey's  Effer- 
\escent  Salt." 

2Sc.  and  (iOc.  at  all  dealers. 


When   writing  advertisers,    plea.se   mention   The   Hospital   Wocld. 


Sept.,  1915 


THE  HOSPITAL  WOKLD 


XV 


Doctor — a  Word  about  Xanthin 
— and  Caffeine 


As  you  well  know,  it  is  xan- 
thin in  the  bodies  of  the  young 
that  gives  them  their  character- 
istic vivacity,  agility,  and  enthu- 
siasm. And  it  is  because  age 
lessens  this  supply  that  age  is 
sedate  and  conservative. 

In  this  connection  it  is  interesting 
to  note  that  xanthin  belongs  to  the 
same  family  or  chemical  group  as 
caffeine.  Both  are  known  to  the 
chemist  as  dioxypurins.  Xanthin  is 
found  in  the  bodies  of  animals,  in- 
cluding man,  while  caffeine  is  found 
only  in  plants  such  as  coffee,  tea, 
cocoa,  mate,  also  in  Coca-Cola.  To 
make  this  family  relationship  closer 
and  more  interesting  the  scientists 
now  tell  us  that  caffeine,  after  being 
digested  and  assimilated,  is  con- 
verted into  a  substance  called  para- 
xanthin,  which  is  a  twin  brother  of 
xanthin. 

But  more  interesting  still  is  the 
similarity  between  tlie  twins,  xanthin 
and  caffeine,  in  their  effects  upon 
the  human  body.  If  xanthin  is  in 
reality  the  substance  which  gives 
to  youth  its  vivacity  and  alertness, 
then  caffeine,  its  twin  brother,  may 
be  regarded  as  a  vegetable  substi- 
tute for  xanthin  and  we  thus  have  a 
logical  explanation  of  why  the  caf- 
feine-containing beverages  refresh 
and  invigorate  the  body.  In  old  age, 
when  the  fire  of  youth  is  burning 
low  and  the  supply  of  xanthin  is 
nearly  exhausted,  may  it  not  be  that 


caffeine,  as  contained  in  Coca-Cola, 
tea,  coffee,  etc.,  serves  a  useful  pur- 
pose in  refreshing  the  nerves  and 
muscles,  and  renewing  the  vitality 
as  well  as  the  sensation  of  youth  ? 

Coca-Cola  belongs  'to  the  same 
class  of  food  products  as  tea  and 
coffee,  viz.,  the  caffeine-beverages. 
Though  they  differ  in  flavor  they 
are  similar  in  effect,  for  caffeine  is 
their  common  and  only  active  prin- 
ciple. It  is  the  caffeine  that  re- 
lieves fatigue  and  refreshes  mind 
and  body,  not  by  artificial  stimula- 
tion, but  by  a  natural  process  analo- 
gous to  that  produced  by  the  xanthin 
of  the  human  body.  Xanthin  is  a 
normal  ingredient  of  the  blood  and 
flesh  of  all  animals  (including  man) 
and  is  a  refreshing  principle  of  meat 
extracts,  such  as  beef  tea.  Its  ac- 
tion is  similar  to  that  of  caffeine ;  in 
fact,  when  caffeine  enters  the  body 
is  becomes  a  xanthin.  The  caffeine 
beverages,  therefore,  have  their 
counterpart  in  the  normal  human 
body,  in  the  form  of  xanthin,  and 
hence  some  scientists  have  classed 
them  as  "natural"  stimulants  in 
contradistinction  to  the  "artificial" 
stimulants  such  as  alcohol,  nitro- 
glycerine, strychnine,  etc. 

Other   Matter  for  the  Asking,  Doctor 
Won't    you    write     for    it    if   in- 
terested?   Let  us  send  you  our  book 
"Truth,   Justice,  and   Coca-Cola". 

THE  COCA-COLA  CO. 
TORONTO,  ONT. 
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Abbey  Effervescent  Salt  14 
Alaska        Feather        and 

Down    Co 18 

Allen  &  Hanburys 22 

Bristol    Myers   Co 13,  43 

BanfleM  &  Sons,  W.  H.. .  48 
Battle   Creek  Sanitarium  21 

Baker  &   Co..   Walter 2B 

Borden   Milk   Co 29 

Brlntnell    Motor   Oar 47 

Canadian  Kodak  Co.  ...  19 
Canadian    Chewing    Oum 

Co 10 

Carlton    Garage     40 

Coca  Cola   Co 15 

Cooke   &   Boulton    13 

Cosgrave    Brewery    20 

Oonsolidated  iSafety    Pin 

Co 29 

Cowan    Cocoa    Co 14 

Carbondale   Machine   Co.    13 

Devonshire.  Ltd.,  Jas. ..  4 
Dennis      Wire      &      Iron 

Works    Co 11 

Dempster.    J.    C 25 

Denver  Chemical  Co....  27 
Dominion  Brewery  ....  33 
Dentinol    &    Pyorrhoclde 

Co 17 

Dominion  Sales  Co 23 

Douglas    Bros 46 

Electro-Surgical     Instru- 
ment  Co 17 

Easy  Washer  Co 17 

Fellows    Co Front   cover 

Fibre  Products  Co 20 


nrSEX  TO  ASTEBTI8XBB. 

Flexible    Conduit    Co....    19 

Gunns    Limited    46 

Glllett  Co..  E.  W 2 

General   Accident   Assur- 
ance   Co 30 

Gendron  Wheel   Co 39 

Gurney    Scale    Works    . .    40 

Gendron  Mfg.  Co 44 

Glaxo  Limited.  .Third  cover 

Hartz  Co.,  J.  F 1 

Heenan  &  Froude  Co.    . . 

Back    cover 

Hosklns    &    Sewell    S 

Hustwitt,    A.    S.,    Co 46 

Hull.    R.    A 47 

Hutchison   &   Co 34 

International    Instru- 
ment  Co 9 

International     Varnish 
Co 17 

Ingram  &  Bell,  Limited.    42 

Jefferson  Olass  Co 37 

Kress  &  Owen   Co 24 

Keyes,   Davis   &   Co 41 

Lambert    Pharmacal    Co. 

Second    cov  er 

Lawrence,  W.  J 41 

Lever    Bros 11 

Lintz  Porter  Co 34 

Lindners,    Ltd 41 

Marvel   Co 32 

Maplewood    Mills    23 

Malt  Products  Co 12 

Metal   Craft  Co 7 

Miller      Manufacturing 

Co 3 

Miles,    A.    W 38 

McKellar    Bedding    Co...    45 
Ocean  Blend  Tea  Co 33 


O'Keefe     Brewery     16 

Ontario  Spring  Bed  Co..      9 

Prestwlch,    Wm 42 

Pluto  Water   9 

Polusterlne   Co 12 

Parke,   Davis  &  Co 18 

Piatt,   H,    B 9 

Philips       Chemical       Co., 

Chas.    H Back    cover 

Quinn,    T.   J.,    Co 47 

Rougier   Freres    29 

Richardson   Co.,   J.   E 43 

Roussel  &  Son,  T.   J.    ..2nd 

Cover 

Roelof  son  Elevator  Co . .      4 

Robinson  Bros.  Cork  Co.     30 

Sheldons,    Ltd fi 

Steele     Limited,    Jas 42 

Stephens,  Welch  &  Co..  43 
(Standard  Products  Co.  .  44' 
Smith,  J.  Hungerford,  Co.  13 
Simplex    Floor    Co 39 

Thermogene   Co 3 

Toronto       Cast       Stone 

Works 48 

Telfer   Bros 22 

Toronto  Silver   Plate  Co.  6 

Taylor   Forbes   Co 31 

Thum.  O.  &  W.  Co 5 

Triplex  Weatherstrip  Co.  33 

Uneeda    Co 32 

Venetian  Marble  Co 43 

Van  Camp,  J.  C 7 

Williams  Valet  Service.  34 
Wilson  Limited,  John  T.  44 

Yorkville    Laundry 40 


When  puzzled  as  to  the  best  method  of 
treatment  in  a  case  of 

CHLOROSIS 

PERNICIOUS  ANAEMIA 
ACUTE  HAEMORRHAGE 

PASSIVE  ANAEMIA 

and  their  accompanying  symptoms, 
remember  that 

O'KEEFE'S  OLD  STOCK  ALE,  PILSENER, 
LAGER  and  EXTRA  MILD  STOUT  act  promptly. 
They  are  haematinics  of  the  highest  order,  and  will 
hasten  convalescence  in  many  of  the  worst  cases. 
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is  an  effective  oral  pro- 
phylactic for  patients' 
use  in  retarding  tartar 
formation  on  the  teeth 
and  in  allaying  inflam- 
mation of  the  gum 
tissues. 

Our  research  department  and 
professional  staff  have,  for  eijjht 
years,  devoted  their  entire  time 
to  the  pathology,  bacteriology, 
prevention  and  treatment  of 
pyorrhea  and  are  always  pleased 
to  correspond  with  physicians 
interested  in  the  subject. 

The  Dentinol  &  Pyorrhocide  Co. 

110-112  West  40th  street    -    New  York  City 


PHYSICIANS    PREFER 


GLOSS 


^' 


FLAT 
WHITE    ENAMEL 

SANITARY 

WASHABLE 


DUSTPROOF 


ARTISTIC 

Will  Not   Turn  Yellow 

Elastics  "^^'^  Perfect  Floor  Finish 
J^JJ^^^^  Send    for    Snmple  Paper 


|fitiWimm!.^|lBtKry  ^ 


TORONTO 


ONTARIO 


ELECTRIC    CENTRIFUGES      Electrically  Lighted 
Jnternational  Instrument  Company    Surgical  Instruments 


Are  used  in  the  Lalroratories  of  the  Leading 
Hospitals  of  Canada  and   the  United    States 


21  Church  St. 


Cambridge,  Mass. 


Kieldahl 
Stills 


Bottle 
Shakers 


Minot 
Rotary 


Pnraffin 
Microtomes 


Modern  General  Diagnostic  Outfit 

This  OuKit  now  weighs  but  4^. pounds,  and  measures 
3j4  X  7  X  15  inches,  making  it  very  convpnient  to  carry.  The 
instruments  arc  equipped  with  tungsten  lamps. 

Price  :  Case  with  battery  and  instruments,  complete, 
$40.00. 

The  more  brilliant  illumination  and  lower  temperature 
of  the  tungsten  lamps  with  which  they  are  now  equipped, 
have  greatly  increased  Ihe  usefulness  of  E.  S.  I.  Co.  instru- 
ments, such  as 

Jackson  Bronchoscopes  and  L&ryngfeal  Specula 

Holmes  Nasopharyngoscopes 

Tuttte  and  Lynch  Procto-Siffmoidoscopes 

Braasch  Cystoscopes 

Koch,  Swinburne  and  Young  Urethroscopes^  etc. 

Eighth  Edition  of  our  Catalogue  upon  request. 

ELECTRO  SURGICAL  INSTRUMENT  CO..  Rochester,  N.Y. 
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HOSPITAL  EQUIPMENT 


The  New  General  Hospital  of  Montreal,  and  scores 
of  other  Canadian  Hospitals,  are  equipped  with 
'  Alaska  *'  Beds  and  % 


OSTERMOOR    MATTRESSES 

They  last  :\  lifetime,  and  are  absolutely  satisfactory.     More  sanitary  than  hair~for  less  money. 


THE  ALASKA  F£ATH£i{  MiH  QQ^NH  CO.,  Limited 


Montreal  and  Winnipeg 


"Just  to  be  sure!" 

Thus  spoke  a  careful  physician  when  asked  why  he  used  our  diphtheria 
antitoxin  exclusively. 

Our  antitoxin  justifies  his  confidence. 

It  is  evolved  in  the  blood  of  healthy,  vigor- 
ous horses — horses  that  are  carefully  selected; 
that  are  under  the  watchful  eyes  of  expert 
veterinarians  at  our  model  biological  farm. 

It  is  perfected  in  laboratories  that 
afford  unequaled  facilities  for  serum 
manufacture — laboratories  in  which 
it  is  possible  to  observe,  at  every 
step  of  the  process,  the  vital  prin- 
ciples of  asepsis. 

It  is  exactingly  standardized,  bacteriologically  and  physiologically. 
It  is  guaranteed  as  to  purity,  potency  and  uniformity. 

CONCENTRATED 
ANTIDIPHTHERIC  SERUM 
(GLOBUUN  ) 
CaDtidn«n  of  EOO,  1000.  2000,  8000,  4000  and  6000  anlta. 

Specify  «P.  D.  &  Co."  on  your  order..  PARKE,  DAVIS  &  CO. 


The  most  satisfactory  syringe- 
container  ever  devised. 
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MADE -IN-  CANADA 

Seed  X-Ray  Plates 

yield  negatives  possessing  the  invaluable  qualities  of 
gradation  and  detail,  which  are  so  much  more  essential 
to  success  than  mere  contrast  that  does  not  clearly 
separate  the  tissues. 

Descriptive    leaflet    mailed    on    request,    and    the 
goods  may  be  had  of  your  regular  supply  house. 

Canadian  ^Kodak|  Co.,  Limited 

Toronto,  Ont. 


'*The  Canadian  Queen" 

is  scientifically  constructed — 
it  has  a  grey  iron  reservoir 
which  stores  the  spare  heat 
units,  so  that  it  is  possible  to  iron 
about  one  half  the  time  with 
the  plug  off,  thereby  using  one 
half  the  current,  which  means 
a  saving  of  one  half  the  usual 
expense. 

Special  discounts  apply  to 
hospital  contracts. 

Our  folder  "  H  "  contains 
some  information  worth  know- 
ing. 

The  Flexible  Conduit  Co.,  Limited 

GUELPH 
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For  Sanatoria  and  Convalescent  Pavilions 


CANADA  FIBRE  BOARD  is  the  most  satisfactory  and  economical  material  to  use.  It  makes  a  slow 
burning  construction  that  is  very  artistic  and  an  excellent  insulator  against  climate. 

CANADA  FIBRE  BOARD  is  equal  to  cork  as  a  "  non-conductor,"  and  makes  a  building  that  is  warmer 
m  winter  and  cooler  tn  summer  than  any  other  material. 

CANADA  FIBRE  BOARD  is  purest  spruce  fibre  in  large  boards  nearly  half-an-inch  thick.  It  is  not 
affected  by  weather,  and  with  one  coat  of  paint  will  last  for  years. 

We  will  appreciate  th:  opportunity  of  submitting  samples,  estimates  and  complete  information. 

FIBRE    PRODUCTS    LIMITED,    95    King    Street,    East 

TORONTO,  CANADA 


"  Made  in  Canada  " 


The  ONLY 
Chill-proof  Beer 


COSGRAVES 
XXX  PORTER 

is  used  in  practice  by  physicians 

who  have  endorsed  its  purity 

and  medical  worth. 

Ihe  best  porter  for  nursing  mothers. 
Sold  by  good  dealers  everywhere. 
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The  Battle  Creek  Method  of 
Treating  Cases  of  Drug  Addiction 

Alcohol,  Opium,  Cocaine,  Tobacco  and  other  Drug'  Habits 

The  Battle  Creek  Sanitarium  is  not  an  inebriate  asylum. 
Cases  requiring  physical  restraint  or  likely  to  disturb 
other  patients  are  not  received.  For  a  large  class  of 
intelligent  persons  who  have  through  suffering  become 
entangled  in  the  toils  of  a  drug  habit  and  who  are  ready 
to  co-operate  with  a  rational  effort  to  deliver  them  from 
the  drug  and  from  its  effects  the  Battle  Creek  Sanitarium 
method  offers  a  rational,  safe  and  remarkably  comfortable 
means  of  relief  and  without  publicity. 

This  is  not  a  drug  method.  Drug  methods  often  leave  the  patient's 
nervous  system  shattered  and  his  condition  so  wretched  that  he  is 
very  liable  soon  to  drift  back  into  the  old  habit. 

There  are  no  tricks  of  hypnotism  or  "  suggestion"  in  the  Battle 
Creek  Method.  The  rational  and  physiologic  means  employed 
not  only  remove  the  craving   for  the  drug   but  deliver  the 
patient  from  the  pain  or  neurasthenic   miseries  to  relieve 
vsrhich  the  drug  was  first  used,  and  if  faithfully  employed        The 
finally  reinstate  the  patient  by  removing  the   morbid        sanitarium 
effects  resulting  from  the  use  of  the  drug.  Battle  Creek, 

A  fuller  account  of  the  Battle  Creek  Sanitarium  Michifan 

Method  of  treating  drug  addiction  in  its  various  piea,e  send  to  the  under- 
forms  will  be  sent  on  receipt  of  the  attached        signed  full  information  con- 

COUDOn  cerningtheBattleCreekmethod 

of  treating  cases  of  drug  addiction. 

.•■'     Dr 

The  Battle  Creek  Sanitarium  street 

Battle  Creek,  Mich.  _. ."'' 

'  State 
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=ASK  FOR= 


Telfers  Soda  Biscuits 

IN  THE  NEW   PANTRY  SHELF  TIN 
THAT  EVERY  HOUSEKEEPER  NEEDS 


A  SANITARY  CONTAINER  WITH  EMBOSSED  FRONTS 


THE  'Allenburge*  diet 

A  COMPLETE  MILK  AND  FARINACEOUS  FOOD,  EASY  OF  DIGESTION, 
MOST    AGREEABLE    TO   TAKE,    SIMPLY   AND   QUICKLY   MADE. 

This  DIET  is  recommended  for  general  use  in  place  of  ordinary  milk  foods,  gruel, 
etc.,  and  is  particularly  adapted  to  the  needs  of  Dyspeptics,  Invalids  and  Aged.  Being 
largely  predigested  it  is  easy  of  assimilation.  A  cup  of  the  "  Allenburys  "  DIET  is 
useful  in  the  forenoon  between  meals. 

The  "Allenburys"  DIET  may  be  taken  with  advantage,  on  going  to  bed,  in  the 
place  of  stimulants.     Being  easily  digested  it  promotes  tranquil  and  refreshing  sleep. 

For  those  who  cannot  readily  digest  milk  the  "Allenburys"  DIET  is  a  welcome 
sabstitutc,  as  it  does  nut  cause  indigestion  or  flatulence. 

Although  the  "  Allenburys  '*  DIET  is  a  food  for  Adults  and  is  quite  distinct  from 
the  well-known  "Allenburys"  Foods  for  Infants,  yet  it  is  also  of  great  value  as  a 
restorative  food  for  young  children,  especially  during  convalescence. 

A  large  sample  posted  on  request 

The  Allen  &  Hanburys  Co.,  Ltd. 

TORONTO,  CANADA  NIAGARA  FALLS,  N.Y. 

Established  London,  EnKland,  A  D.,  1715. 
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92%  OF  THE  HOSPITALS 
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Editorials 


THE  SAN  FRANCISCO  MEETING 


To  speak  without  hedging,  the  San  Francisco  meet- 
ing of  the  American  Hospital  Association,  held  in 
June  last,  was  largely  a  failure. 
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A  splendid  programme  had  been  prepared  by  the 
late  President  before  his  untimely  demise.  The  First 
Vice-President  did  not  act.  The  others  kept  well  in 
the  background.  The  Secretary  did  not  attend  the 
meeting,  nor  were  the  Association  records  forwarded 
— an  omission  which  caused  considerable  confusion 
and  trouble  to  the  acting  officer.  The  absence  of  the 
Association's  faithful  Treasurer  caused  great  dis- 
appointment, not  only  at  the  conference,  but  to  the 
party  in  the  special  train  arranged  for  by  him. 
Without  doubt  both  of  these  important  officers  are  to 
be  credited  with  excellent  reasons  for  not  attending, 
but  because  of  the  sad  circumstance  of  the  Presi- 
dent's death,  their  absence  was  most  unfortunate. 

The  attendance  was  small.  The  place  of  meeting 
was  not  wisely  selected,  being  inside  the  Exposition 
grounds,  to  reach  which  a  fee  had  to  be  paid.  Many 
of  the  members,  being  nurses,  were  attracted  to  the 
great  conference  of  nurses,  which  held  contempor- 
aneous sittings.  Many  of  those  whose  names  were 
on  the  programme  were  absent,  and  their  papers  had 
to  be  read  by  others — always  an  ineffective  proceed- 
ing. Interest  in  those  which  were  presented  lagged, 
and  the  discussions  were  limited. 

This  combination  of  unfortunate  happenings, 
which  of  necessity  spelled  a  measure  of  failure, 
shows  the  need  of  certain  radical  changes  in  the 
Association  constitution  and  conduct. 

The  Association  should  be  one  of  hospitals  rather 
than  individuals,  the  latter  attending  as  representa- 
tives of  their  various  institutions.  Until  that  change 
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takes  place,  economy  in  time  and  purse  of  the  mem- 
bers should  be  considered  in  arranging  the  place  of 
meeting. 

A  more  democratic  and  sensible  appointment  of 
the  Nominating  Committee  is  required,  and  new 
blood  is  needed  in  the  other  committees. 

The  absence  of  both  Secretary  and  Treasurer 
shows  distinctly  the  need  of  a  permanent  Secretary 
whose  attendance  could  be  counted  upon  and  who 
could,  if  need  be,  act  for  the  Treasurer.  The  long- 
continued  and  untiring  service  of  this  latter  officer 
has  earned  the  Association's  appreciation  and 
warmest  thanks. 


VOLUNTEER  HOSPITAL  SERVICE 


The  problem  of  the  reduction  of  cost  in  hospital 
treatment  and  in  nursing  of  people  of  moderate 
means,  with  which  we  dealt  somewhat  in  our  last 
issue,  may  find  a  hint  of  solution  in  the  war  hospital 
service  as  at  present  constituted. 

It  is  generally  acknowledged  by  medical  men 
working  in  the  large  base  hospitals  that  most  effi- 
cient service  has  been  rendered  in  these  institutions 
at  an  unusually  low  per  capita  cost  as  compared  with 
our  permanent  general  hospitals  on  this  side. 

The  American  Ambulance  Hospital  in  Paris  is  as 
perfectly  equipped  and  efficiently  conducted  as  any 
of  our  modern  large  civilian  institutions.  Taking  it 
as  an  instance,  the  cost  per  patient  per  day  has  been 
kept  under  $1.40.    In  view  of  the  fact  that  hospitals 
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in  New  York  and  Boston  of  the  same  grade  have  a 
per  capita  cost  per  day  around  $3.00,  the  reduction 
seems  phenomenal. 

This  economy  of  operation  is  made  possible 
almost  altogether  by  the  system  of  volunteer  nurs- 
ing. The  number  of  trained  nurses  in  the  American 
Ambulance  Hospital  is  small,  but  by  the  aid  of  volun- 
teer, or  what  we  may  term  auxiliary,  nurses  and 
orderlies,  it  has  been  possible  for  them  to  carry  on 
their  arduous  work  most  successfully. 

These  volunteers  are  secured  from  the  many 
American  women  and  men  resident  both  in  France 
and  on  this  side,  who  asked  to  do  personal  service  in 
this  direction.  After  being  put  through  a  stiff  pro- 
cess of  selection  these  volunteers  are  placed  in  the 
wards,  each  under  the  supervision  and  orders  of  a 
trained  nurse. 

It  is  the  general  testimony  of  the  medical  men 
that  these  auxiliaries  have  done  and  are  doing  excel- 
lent work,  many  of  them  showing  fine  qualities  as 
nurses,  and  eventually  being  given  a  considerable 
degree  of  responsibility. 

One  of  the  leading  surgeons  of  Harvard  Medical 
School,  just  returned  from  a  three  months'  residence 
at  the  hospital,  makes  the  pronouncement:  "  From 
my  point  of  view  as  a  surgeon  and  temporary  hospi- 
tal executive,  the  volunteer  system  as  practised  at 
the  American  Ambulance  is  a  most  pronounced 
success." 

Volunteer  service  is,  of  course,  only  a  war-time 
condition,  but  the  success  of  the  system  carries  with 
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it  proof  that  good  nursing  service  can  be  rendered  by 
other  than  the  diploma  graduate  of  the  training 
school;  and  that  the  ability  and  the  desire  to  use  it 
should  be  utilized  outside  the  war  zone  and  for  the 
general  benefit. 

The  household  nursing  associations,  which  have 
recently  sprung  up  in  various  cities,  combining,  as 
they  do,  the  service  of  both  graduate  and  auxiliary 
nurse,  are  rapidly  growing  exponents  of  this  system, 
and  through  them  it  is  able  to  carry  skilled  nursing 
into  the  home  at  a  cost  within  reach  of  the  average 
purse. 

In  our  larger  general  hospitals  the  training 
school  students  take  the  place  and  render  the  service 
done  by  the  volunteer  nurses  in  the  war  hospitals. 
Yet  because  of  this  problem  that  is  waiting  solution, 
of  how  to  bring  hospital  treatment  and  efficient  nurs- 
ing to  our  people  of  moderate  means,  it  is  well  to 
place  on  record  this  testimony  of  men  competent  to 
pronounce  opinion  that  volunteer  (or  auxiliary) 
workers  are  proving  their  ability  and  value  in  the 
war  hospitals. 


A  CO-OPERATIVE  HOSPITAL 


Just  two  years  ago,  in  July,  1913,  an  agreement  that 
promises  to  prove  epochal  in  medical  annals  was 
signed  between  Yale  University  and  the  Honan 
(Chinese)  Government. 

This  agreement  was  developed  entirely  on  the 
initiative  of  the  Chinese  themselves,  and  meant  the 
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establishment  of  a  medical  school  in  Honan  having 
standards  equal  to  those  of  the  best  schools  in 
America, 

This  school  is  called  the  Honan  Yale  Medical 
School,  and  includes  two  nursing  schools,  a  hospital 
and  a  research  department  for  diseases  peculiar  to 
the  country. 

This  newly  initiated  co-operative  work  is  one  of 
great  moment,  inasmuch  as  it  marks  the  beginning 
of  a  vast  medical  advance  and  development  in  medi- 
cal work  in  an  hitherto  almost  undiscovered  country, 
medically  speaking.  It  also  marks  the  first  step  in 
a  co-operation  betw^een  the  two  civilizations  that  may 
reach  a  long  way  out  and  up  in  other  educative 
branches. 

The  wonder  is  not  that  Yale  should  stretch  out 
to  do  this  thing,  but  that  it  should  be  asked  for  by 
the  Honan  Government  in  the  name  and  at  the  insti-, 
gation  of  its  people. 

For  several  years  Yale  has  been  helping  the 
Chinese  of  Honan  Province  in  making  sanitary 
reforms,  and  by  so  doing  has  won  the  people's  confi- 
dence and  good  will.  When,  therefore,  in  1913  a 
large  gift  was  secured  in  America  for  the  erection 
of  a  new  Yale  Hospital,  the  Chinese  were  on  the  alert, 
and  at  once  petitioned  that  the  hospital  and  an 
attached  medical  school  might  be  established  in 
Honan  under  Yale-Honan  co-operation  and  support. 

Yale  agreed,  and  a  working  agreement  was 
drawn  up  between  the  two  authorities.  The  Honan 
Government  is  to  provide  the  necessary  buildings. 
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costing  about  $200,000  (Mexican),  and  an  annual 
amount  of  $50,000  in  the  same  coin  towards  main- 
tenance of  the  school  and  hospital.  Yale  undertakes 
to  build  a  hospital  costing  $150,000  gold  and  also  to 
pay  the  salaries  of  fifteen  doctors. 

The  land  has  been  bought;  $20,000  has  been 
already  expended.  The  hospital  and  school  are 
organized  and  lodged  in  a  large  temporary  building, 
pending  the  erection  of  permanent  ones. 

Control  of  the  institution  is  vested  in  a  board  of 
managers  consisting  of  twenty  members — ten 
Chinese  and  ten  from  Yale.  The  Yale  authorities 
went  into  the  partnership  with  some  misgivings. 
They  feared  difficulties  of  adjustment  in  such  deli- 
cate matters  as  that  of  religion,  of  faculty  and  staff 
appointments,  of  language.  But  these  fears  were 
all  removed  by  the  Chinese.  Their  realization  of  the 
value  of  this  school  and  hospital  in  the  medical  devel- 
opment of  their  country  made  it  easy  for  the  Yale 
men  to  adjust  details  without  impairment  of  a  high 
grade  of  efficiency,  measured  by  Western  standards. 

The  agreement  insists  that  the  faculty  physicians 
must  be  men  of  moral  character,  that  students  are 
to  have  entire  religious  freedom,  although  the  teach- 
ers are  also  free  to  give  religious  instruction  if  they 
choose.  Professional  management  of  the  hospital 
and  school  is  left  with  two  members  of  the  executive 
committee,  and  entire  responsibility  in  all  technical 
matters  has  been  placed  voluntarily  by  the  Chinese 
in  the  hands  of  the  Yale  medical  staff. 
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Appointments  are  made  by  the  medical  members 
of  the  executive,  and  the  Chinese  were  unanimously 
of  the  opinion  that  the  medical  graduates  should 
have  a  good  working  knowledge  of  English  and  that 
the  instruction  should  be  in  English. 

This  unique  co-operative  agreement  is  working 
most  satisfactorily  up  to  the  present.  The  hospital, 
as  well  as  the  medical  and  nursing  schools,  are  in  full 
operation,  the  former  having  some  fifty  or  sixty 
students  at  the  latest  reckoning. 

The  movement  is  one  never  before  attempted  in 
medical  education.  It  is  a  difficult  and  somewhat 
delicate  enterprise,  one  requiring  much  wisdom,  tact, 
and  breadth  of  view,  but  earnestness  and  enthusiasm 
on  both  sides  are  putting  it  through.  If  such  a  coali- 
tion proves  possible  in  Honan  it  should  also  be  work- 
able in  other  parts  of  China — and  outside. 

There  is  a  suggestion  of  superb  opportunity  for 
hospital  and  medical  men  in  this  new  and  wonderful 
co-operative  work. 


WATER  CURES 


The  fact  that  many  of  our  hydrotherapic  institu- 
tions are  not  abreast  of  scientific  development  is 
being  recognized  in  the  medical  world. 

Air,  sunlight  and  water  are  curatives  recognized 
as  of  higher  value  to-day  than  a  decade  ago.  The 
two  former  cannot  be  fenced  about  or  financially 
exploited;    but  not  so  with  medicinal  waters,  and 
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these  have  not  been  properly  protected  by  the  state 
or  the  profession. 

Health  resorts  of  any  kind  are  national  assets, 
and,  in  some  countries,  baths  are  protected  by  the 
government.  This  condition  exists  on  the  continent, 
but,  unfortunately,  not  on  this  side.  The  continental 
watering-places  have  world-wide  reputation.  The 
wealthy  everywhere  patronize  them. 

Modern  research  is  revealing  the  necessity  for 
closer  medical  supervision  in  connection  with  this 
curative  agency.  It  is  now  discovered  that  any  par- 
ticular kind  of  water  has  differing  effects  in  different 
places,  due  to  climatic  and  other  factors. 

In  the  larger  hospitals  of  Europe  one  sees  a  bath 
house  attached  as  part  of  the  institution,  and  baths 
are  used  as  treatment  in  various  diseases.  Few,  if 
any,  of  our  American  and  Canadian  hospitals  have 
medicinal  bath  houses  on  their  grounds  as  a  depart- 
ment. Here  and  there  there  may  be  found  a  rarely 
used  hydrotherapy  room, 

America  has  several  fine  watering-places,  but 
these  are  not  giving  fully  satisfactory  results,  and 
only  an  occasional  sanitarium  is  using  the  water  cure 
in  a  rational  way. 

This  department  of  therapeutics,  for  such  it  has 
become,  should  be  standardized.  It  is  time  it  was 
taken  out  of  the  hands  of  professional  exploiters — 
barbers,  bar-tenders,  and  runners  who  are  so  ubiqui- 
tous in  many  of  our  leading  water  resorts — and 
placed  under  the  direction  of  reputable  physicians 
who  are  specialized  in  this  field  of  work. 
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As  it  is  to-day,  the  record  of  one  water  resort  is 
unfortunately  the  record  of  the  majority.  This  one 
became  celebrated  through  virtue  of  its  mineral 
waters.  The  bath  business  grew,  and  all  associated 
with  it,  both  professional  and  business  men,  pros- 
pered. But  gradually  unprincipled  doctors  of  no 
standing  and  of  inferior  qualification  began  to  over- 
exploit  the  place  and  take  undue  advantage  of  the 
patrons.  Bar-keepers  and  barbers  were  employed 
as  touts  for  certain  medical  men  and  certain  hotels. 
The  masseurs  began  prescribing  on  their  own 
account,  advising  their  patients  with  assumed  pro- 
fessional aplomb.  Visitors  suffering  from  dilated 
hearts,  aneurysms,  nephritis,  and  various  neuroses, 
put  themselves  into  the  hands  of  these  ignorant 
rubbers  and,  suffering  the  ill  consequences,  left  the 
resort  to  kill  it  by  dispraise. 

The  state  should  take  up  this  matter  and  appoint 
a  commission  to  investigate  and  if  need  be  close  up 
all  water  cures  the  conduct  of  which  ranks  below 
decent  ethical  standing. 

Another  imperative  need  is  that  medical  students 
and  nurses  should  be  taught  hydrotherapy.  Only  one 
among  many  doctors  at  present  knows  how  to  pre- 
scribe bath  treatment  according  to  the  findings  of 
modern  research.  Until  proper  instruction  is  given 
in  the  subject  little  reform  can  be  accomplished. 

Our  large  hospitals  should  not  be  considered  com- 
plete until  each  includes  a  medicinal  bath  unit  placed 
under  the  direction  of  a  medical  man  who  is  also  a 
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hydrologic  specialist.  His  duty  would  be  to  prescribe 
and  direct  scientific  bath  treatment  for  those 
patients  who  would  be  benefited  thereby.  He  should 
also  give  the  much  needed  instruction  in  hydrology 
to  internes,  students  and  nurses. 

Occupying,  as  it  now  does,  an  accepted  place  in 
medical  therapeutics,  it  should  be  properly  safe- 
guarded and  standardized  by  the  profession. 
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Original  Contributions 

LITTLE    JOURNEYS 


By  Dk.  John  JM.  E.   Brown, 

Superintendent,  Henry  Ford  Hospital,  Detroit. 


Thk  Bubke  Foundation. 

TiiK  first  group  of  buildings  of  the  convalest'cut  home  of  the 
Burke  Foundation,  at  White  Plains,  some  twenty  miles  from 
!Kew  York  City,  is  nearing  completion.  It  is  built  on  the 
pavilion  plan. 

This  Home  not  only  receives  suitable  ]iatients  from  the 
scores  of  hospitals  in  New  York  City,  but  from  jirivate  homes 
as  well.  Patients  suffering  from  mental,  incurable  and  infec- 
tious diseases  will  not  be  accepted.  No  fee  is  charged  in  any 
case.  The  length  of  stay  averages  about  three  weeks.  In  other 
convalescent  homes  this  period  has  been  found  to  be  the  average 
length  of  stay.  It  is  about  the  length  of  vacation  the  average 
earnest  worker  cares  to  take.  At  the  end  of  three  weeks'  holi- 
day there  is  a  feeling  of  uneasiness  and  anxiety  to  get  back  to 
the  harness. 

The  White.  Plains  institution  accommodates  some  one  Imii- 
dred  and  fifty  cases.  Unless  absolutely  necessary,  medicines 
are  not  prescribed.  Nature's  remedies — fi'esh  air,  quietness, 
grass,  flowers,  birds,  sun  and  shower,  the  smell  of  fresh  earth 
will  take  the  place  of  drugs.  Dm'tors  and  nurses  are  tabooed 
as  much  as  possible. 

Most  of  the  patients  before  going  to  White  Plains  are  taken 
to  the  central  receiving  station  at  .32.5  East  Fifty-seventh  Street 
arid  thence  by  a  motor  bus  to  White  Plains.  This  is  a  two- 
hour  ride.  The  feebler  convalescent  patients  who  mav  be  re- 
quired to  be  carried  in  a  prone  position,  are  conveyed  in  a 
speedier  and  easier  riding  ambulance.  A  day  or  two  in  lied 
after  the  jonrney  generally  recuperates  the  new  patient,  and 
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prepares  him  more  fully  to  enjoy  the  Home.  He  uot  only 
enjoys  the  sights  and  surroundings,  but  participates  in  amusing 
games  and  suitable  occupations. 

The  sexes  are  kept  rigidly  apart,  except  for  religious  ser- 
vices, ball  games  and  the  like.  They,  however,  are  within  sight 
of  each  other,  and  will  be  able  to  maintain  an  interest  in  each 
other  that  is  actually  stimulating  and  consequently  is  of  certain 
therapeutic  value. 

For  those  who  suffer  relapse  an  infirmary  is  provided  some- 
what remote  from  the  other  buildings.  They  are  kept  out  of 
observation  as  much  as  possible.  Everything  about  the  place 
suggests  health  and  strength. 

Dr.  Fred.  Brush  is  the  superintendent.  Every  hospital 
superintendent  should  see  the  poetry  in  life — the  fun  as  well. 
Dr.  Brush  sees  both.  Read  his  recent  book  of  verse,  "  Songs  of 
the  Susquehanna." 


Maxuattan  Eyk  and  Ear  Infibmary. 

Our  party  only  had  time  to  spend  a  few  minutes  at  this  well- 
conducted  hospital. 

In  the  out-patient  department  we  noted  that  the  ends  of  the 
seats  were  lalielled  with  the  names  of  the  doctors. 

In  ])reference  to  electric  light,  gas  lamps  are  used  for  the 
examination_of  the  eyes. 

We  saw  some  plugged  unused  pipes  in  the  nose  and  throat 
de])artment.  These  were  put  in  with  the  idea  of  using  a  cen- 
tral compressed  air  apparatus.  Our  guide  exi)lained  this  was 
unnecessary,  and  therefore  these  pipes  are  not  utilized. 

Small  electric  sterilizers  were  in  proximity  to  the  sinks 
beside  the  nose  and  throat  examining  chairs,  thus  facilitating 
the  quick  sterilization  of  the  instruments  required. 

In  conjunction  with  the  eye  dispensary  there  is  a  manufac- 
turimj-  optical  (le]iartmeut.     It  is  more  than  self-snstaiuiug. 
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The  Hospital  kok  Kuptueed  and  Ckippled. 

The  tirst  question  that  may  arise  iu  one's  mind  on  the  arrival 
at  this  liospital  is  why  the  word  "  ruptured  "  is  associated  with 
the  word  "  crippled."'  The  answer  is  probably  found  in  the 
fact  that  both  of  these  conditions  call  for  the  use  of  trusses  and 
suj)ports. 

On  entering  the  building  one  stejis  into  a  pleasant  marbled 
lobby.  The  color  scheme  of  the  interior  is  a  light  gray  for  the 
most  part.  In  some  places  the  lower  walls  are  of  a  darker 
shade  and  the  ceilings  a  lighter. 

When  asked  if  his  nurses  found  the  tile  floors  hard  on  their 
feet,  Mr.  Bartine  replied,  "  They  bear  the  tile  floor  very  well, 
and  did  not  seem  to  mind  it  until  some  hospital  floor  experts 
reminded  them  of  the  fact."  The  hardness  was  noticed  when 
they  iirst  occupied  the  new  building,  because  the  floors  of  the 
old  building  were  wooden. 

^[r.  Bartine  is  an  ingenious  man.  He  has  invented  a  toilet 
rack  which  we  saw  hanging  on  the  heads  of  many  of  the  beds 
and  in  the  utility  rooms.  He  prefers  keeping  these  holders  in 
the  utility  rooms.  The  holder  consists  of  a  piece  of  wire  in- 
geniously twisted  into  circles,  curves  and  angles,  so  as  to  hold 
a  hair  brush,  tooth,  brush,  comb,  washcloth,  towel,  and  we 
remember  not  what  el.sc.  Mr.  Bartine  has  patented  this  article. 
It  can  be  procured  from  him  or  from  the  Kny-Schoorer  ]i(>o|ile 
for  seventy-five  cents. 

Mr.  Bartine  is  now  at  work  upon  an  operating  room  light. 
He  is  aiTanging  to  place  a  row  of  electric  lights  all  around  the 
operating  room  at  the  junction  of  the  ceiling  with  the  walls. 
Over  these  lights  will  be  placed  slabs  of  translucent  glass  mak- 
ing a  triangular  space  all  around.  Another  row  of  these  lights 
will  be  ]daced  in  covered  trenches  in  the  wall  about  the  height 
of  the  o))erating  table.  ^Ir.  Bartine  claims  that  this  device 
will  provide  the  best  light  for  operation  purposes.  It  has  been 
highly  recommended  by  architects,  eminent  surgeons,  and  also 
by  an  eminent  German  psychologist,  who,  he  asserted,  knew  as 
much  about  operating  rooms  as  he  did  about  psychology,  which 
indicated  that  our  host  was  interested  in  the  categorical  impera- 


Sept.,  1915  THE  HOSPITAL  WOKLD  79 

tive  and  the  elan  vital,  as  well  as  in  toilet  racks  and  operating 
room  lights. 

The  wards  of  the  Hospital  for  Ruptured  and  Crippled  are 
well  ventilated,  clean  and  cheerful. 

It  is  interesting  to  learn  that  of  the  thousands  of  patients 
who  yearly  apply  for  treatment  of  hernia  more  than  eighty  or 
ninety  are  not  operated  upon,  hut  provided  with  trusses  pre- 
scribed and  manufactured  at  the  hospital. 

We  were  shown  the  machine  shop  where  several  mechanics 
were  busily  at  work  hammering  metal  sheets,  welding  strips 
and  bending  bands  for  the  supporting  parts  of  the  splints.  In 
another  room  leather  workers  were  attaching  straps  and  buckles. 
In  still  another  room  women  were  at  work  with  cloth  fabrics 
which  may  be  needed. 

In  the  clinic,  hard  by,  surgeous  were  applying  these  splints 
and  also  plaster  of  paris  casts  to  tubercular  knees,  feet,  bow- 
legs, knock-knees  and  crooked  backs.  One  poor  little  girl  with 
cervical  disease  was  having  a  jury  mast  adjusted.  We  saw 
also  a  number  of  these  children  lying  prone  upon  banana  carts, 
upon  which  they  propel  themselves.  On  these  they  lie  for 
days,  weeks  and  months.  On  the  floor  in  one  large  room  we 
noticed  a  frame  close  to  the  wall,  which  is  to  prevent  these  little 
travellers  from  bumping  into  the  wall  with  their  carts.  There 
is  a  large  school  and  assembly  room  on  an  upper  floor  connected 
with  an  airy,  sunny  loggia.  The  wall  of  this  room  is  covered 
with  illustrated  nursery  rhymes.  Several  blackboards  covered 
with  juvenile  literary  poetical  selections  in  script  are  in  evi- 
dence. A  piano  also  indicated  that  music  has  its  rightful  place 
in  the  education  of  these  handicapped  children. 

Our  i)arty  were  kindly  asked  to  luncheon  with  Dr.  Eartiuc 
in  his  pleasant  quarters  in  the  hospital. 


The  New  York  Skin  and  Cancer  Hospital. 

The  Xew  York  Skin  and  Cancer  Hospital  is  located  within  a 
stone's  throw  of  the  Post  Graduate  Hospital.  This  building  is 
an  old  one.     An  effort  is  being  made  to  secure  funds  for  a  new 
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one.  This  institntiou  was  founded  by  one  of  America's  leading 
skin  specialists.  Dr.  Bulkley  kindly  showed  us  some  of  the 
cases  under  treatment. 

They  have  a  fulguration  outfit  here,  which  has  been  used 
to  a  considerable  extent  upon  inoperable  cases.  They  are  using 
radium,  but  still  find  surgfcal  operation  the  completest  and 
quickest  means  of  eradicating  the  disease  in  its  early  stages. 
Both  Dr.  Bulkley  and  Dr.  Baiubridge  (of  the  surgical  staff) 
have  published  books  recently  on  cancer. 

Miss  Burns,  the  genial  superintendent,  showed  us  through 
this  well-conducted  and  worthy  hospital. 


The  Post  Graduate  Hospitai.. 

The  Post  Graduate  Hospitai,  is  a  multi-storied  hospital  on 
East  Nineteenth  Street,  New  York  City.  It  is  in  the  centre  of  a 
congested  district,  many  poor  living  in  the  locality.  Tt  has  a 
tremendous  out-patient  department.  Some  four  hundred 
patients  can  be  accommodated  in  its  beds.  It  does  a  large 
amount  of  post-graduate  teaching;  and  has  some  of  the  city's 
leaders  in  medicine  and  surgery  on  its  staff. 

It  has  a  large  number  of  small  rooms  at  a  comparatively 
low  rate  for  people  of  moderate  means. 

Ample  loggias  are  provided  on  the  west  side,  for  getting 
the  patients  out  of  doors. 

This  was  one  of  the  first  hospitals  to  try  out  the  lactoleum 
floor — now  called  plastic  linoleum.  The  main  constituents  of 
this  floor  are  sawdust,  magnesium,  linseed  oil  and  cork.  There 
is  a  resiliency  about  it;  and  in  proper  colors  does  not  easily 
show  dirt  marks.  Tt  is  oiled  occasionally.  It  emits  a  faint 
aromatic  odor.  It  is  reported  that  it  will  not  withstand  acids 
or  very  hot  water,  nevertheless,  it  has  been  found  to  be  one  of 
the  best  of  the  so-called  composition  floorings. 

Each  section  has  beside  a  ward  kitchen  or  distributing 
kitchen  an  additional  kitchen,  solely  for  the  use  of  the  special 
nurses.  These  women  are  often  regarded  as  intcrlo])ers  by  the 
regular  staff  nurses.  This  second  kitchen  makes  for  conven- 
ience and  harmonv. 


Sept.,  1915  THE  HOSPITAL  WORLD  81 

A  pale  yellow  is  the  predominating  color  of  the  walls. 

This  fine  hospital  was  planned,  in  the  main,  by  Dr.  Fred. 
Brush,  who  has  been  called  to  supervise  and  administer  that 
great  trust — The  Burke  Foundation.  He  is  building  the  Con- 
valescent Home  of  that  name  at  White  Plains. 


The  Montefioee  Home  foe  Ciieonic  Invalids. 

Thk  new  ilontefiore  Home,  occupying  a  high  commanding 
view  in  the  northern  suburbs  of  Xew  York  City,  was  built  by 
Architects  Brunner,  Buchman  and  Fox — the  pavilion  type. 

It  is  fireproof  in  construction,  and  cost  $1,750,000.  It  has 
accommodation  for  450  patients.  The  varions  pavilions  are 
connected  by  closed-in  corridors ;  four  of  them  being  for 
patients.  The  central  building  consists  of  four  storeys  and  a 
basement ;  the  others  three.  A  home  is  provided  for  one  hun- 
dred and  sixty  employees.  The  main  kitchen  and  central  linen 
room  occupy  the  service  building.  The  patients  recpiiring  most 
nursing  care  occupy  the  central  pavilion.  Wooden  railings  at 
a  convenient  height  protect  the  walls  and  give  the  ambulant 
and  chair  patients  something  to  hold  on  to.  A  similar  pro- 
vision is  made  in  the  toilets,  this  enables  chair-patients  to  help 
themselves  to  a  considerable  extent. 

Dr.  Waehsmann,  the  superintendent,  who  kindly  showed  us 
around,  called  particular  attention  to  the  patients'  bathrooms. 
The  tubs  are  on  legs  twelve  inc'hes  high ;  the  hot  and  cold  water 
taps  on  the  wall  cannot  be  reached  by  the  patients  in  the  tubs, 
and  so  prevents  scalding  accidents;  and  there  is  a  bell  call 
hanging  from  the  ceiling  over  the  bath  within  reach  of  the 
patient. 

S])acious  day  rooms  allow  patients  to  group  themselves  as 
they  prefer. 

One  pavilion  of  fifty  beds  is  devoted  to  surgery,  including 
orthopedic  work.  In  the  basement  is  a  Zander  room  with  the 
usual  mechano-therapy  apparatus ;  a  baking  department  with  a 
complete  equipment  and  an  electro-therapy  outfit. 
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The  southern-most  j)avilion — two  storevs  in  height — 
accommodates  one  hundred  and  twenty-four  patients  suffering 
from  pulmonary  tuberculosis. 

The  west  ))avilion  Jias  a  nietabolisna  ward  ami  a  s|)ettial  diet 
kitchen.  The  hascniont  contains  a  morgue,  autopsy  room.  X-ray 
and  electro-cardiograph  room.  In  the  toj)  storey  are  labora- 
tories for  patiiology,  bacteriology,  physiological  cheuiistrv  and 
cancer  research. 

It  is  pleasant  to  learn  ot'  the  satisfactory  results  which  have 
come  from  patient  and  prolonged  treatment  of  some  of  these 
incurable  cases. 

A  summary  of  the  treatiiiciii  as  laid  out  hy  I  )r.  iJoorstein, 
one  of  the  orthopedic  assistants,  is  as  follows : 

Each  patient  as  soon  as  he  enters  the  Ortho]iedic  T)e]iart- 
ment  has  his  casts.  X-ray  of  the  joints,  and  ])horogra])h  tiikcn, 
and  a  careful  description  is  nuide  of  the  joints  so  that  a  good 
record  of  the  changes  can  be  kept.  Then  a  careful  examination 
for  place  of  entrance  of  infection  is  made.  The  digestive  tract 
is  examined  by  means  of  stomach  and  duodenal  tubes,  and 
radiograms  of  the  tract,  after  a  bismuth  test,  are  taken.  The 
place  of  infection  is  treated,  if  j)ossible.  Any  disturbance  of 
the  intestinal  tract  is  corrected.  Then,  if  acute  sym]itoms  are 
still  ])resent,  the  ]iati«nt  is  allowed  to  be  at  rest  for  two  or  three 
weeks,  during  which  time  his  joints  are  kejit  warm  and  local 
applications  applied.  The  diet  is  very  carefully  regulated  and 
enemata  or  colonic  irrigations  are  given  twice  or  three  times  a 
week  with  "steam  boxes"  on  the  intervening  days,  and  light 
baths  twice  weekly.  Eier's  passive  hyperemia  is  administered 
for  six  to  twelve  hours  daily  besides  being  left  on  all  night, 
static  electricity  three  times  a  week,  exercises  daily. 

If  patients  are  not  in  the  acute  stage  the  place  of  infection 
is  cleared  up  if  possible,  then  the  regular  treatnu'ut  is  begun. 
the  diet  being  regulated  at  the  same  time.  * 


Sept.,  1915  THE  HOSPITAL  WORLD  83 

BOILER  ROOM  ECONOMICS 


By  Thomas  Howeli,^  M.D.,  Superintendent,  and  Philip 

Murray,  Engineer,  ^ew  York  Hospital,  ?fEw 

York  City. 


About  ten  per  cent,  of  the  expenditures  of  the  average  hospital 
are  for  the  engineering  department.  It  is,  therefore,  apparent 
that  this  is  an  important  department.  As  such  it  deserves 
careful  study  and  oversight.  In  this  paper  the  writers  discuss 
some  commonplace  engineering  subjects,  but  make  no  attempt 
to  treat  them  in  an  exhaustive  or  scientific  manner. 

The  question  as  to  whether  a  hospital  had  better  produce 
its  own  electricity  is  one  which  is  occasionally  asked. 

This  question  has  been  raised  more  frequently  of  late  be- 
cause, in  the  large  cities  at  least,  so  many  business  houses  for 
reasons  of  economy,  convenience,  and  cleanliness,  or  to  utilize 
space  more  advantageously  are  abandoning  their  electrical  gen- 
erating plants,  and  are  buying  their  electricity  from  commercial 
plants.  Their  doing  so  naturally  causes  observing  hospital 
superintendents  to  ask  the  question  as  to  whether  it  would  not 
be  more  advantageous  for  them  to  buy  their  current. 

In  this  connection  it  must  not  be  forgotten  that  the  require- 
ments of  a  business  house  or  factory  are  very  different  from 
those  of  a  hospital.  The  demands  of  a  hos])ital  are  usually 
much  more  varied,  and  are  contiiuious  day  and  night,  including 
Sundays  and  holidays. 

While  freely  admitting  that  factories  and  business  houses 
are  frequently  more  satisfactorily  served  from  a  central  plant  it 
is  nevertheless  our  ojiinion  that  hos])itals,  at  least  those  with 
over  eighty  or  a  hundred  beds,  should  ])roduce  their  own  elec- 
tricity. Hospitals  of  this  size  will  usually  have  heating  plants, 
steam  laundries,  steam  cooking  apparatus,  steam  sterilizers,  re- 
frigerating plants,  etc.  These  serve  to  create  a  demand  for 
steam  throughout  every  hour  of  the  year. 

The  steam  recpiired  by  part  of  these  activities  at  least  can 
be  used   in   makinsi'  electricitv,    and   this  without  anv   loss  of 
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efficiency.  In  this  way.  electricity  is  produced  as  a  by-product, 
and  at  a  very  insignificant  cost.  This  is  particularly  true  during 
the  winter  months  when  a  large  amount  of  steam  is  required 
for  heating  purposes. 

Strange  as  it  may  seem  it  has  been  proved  that  steam  which 
has  pas.s('d  through  an  engine  is  more  efficient  for  heating  pur- 
poses than  the  same  amount  of  steam  direct  from  a  lioiler. 

Mr.  Wright,  Superintendent  of  the  S.  R.  SmitJi  Infirmary, 
Staten  Island,  rejTOrts  that  in  1012,  the  last  year  that  the  hos- 
pital purchased  its  electricity,  its  heat,  light,  and  power  cost 
was  $8,or)8.21.  In  liU3,  with  its  own  electrical  plant,  the 
cost  was  $6,408.91,  and  in  1914  $6,369.89.  This  is  a  saving 
of  over  21  per  cent.  Other  hospitals  have  shown  equally  satis- 
factory results. 

Coal. 

Bituminous  coal  will  give  better  results,  pound  for  pound, 
and  dollar  for  dollar,  than  will  anthracite,  but  in  many  cities 
the  use  of  bituminous  coal  is  prohibited  on  account  of  its  ten- 
dency to  produce  great  volumes  of  smoke.  Where  it  is  not  ]ier- 
missible  to  fire  with  bituminous  coal,  one  of  the  steam  sizes, 
or  cheaper  grades  of  anthracite  coal,  is  ordinarily  used.  These 
are  known  as  pea,  buckwheat  and  rice. 

The  size  and  quality  of  the  coal  best  fitted  for  its  use  must 
be  determined  by  each  hospital  by  actual  tests.  At  the  Xew 
York  Hospital  we  found  by  experience  that  the  best  grade  of 
No.  1  Buckwheat  is  the  most  economical  for  our  plant. 

We  pay  about  fifteen  cents  a  ton  above  the  regular  ]irice 
for  No.  1  Buckwheat  in  order  to  obtain  coal  from  a  certain 
mine,  because  it  gives  us  the  best  results.  A  trial  of  No.  2 
Buckwheat,  which  sells  for  about  fifty  to  sixty  cents  less  a 
ton  than  the  coal  we  are  using,  gave  unsatisfactory  results.  Our 
experience  with  Pea  coal  was  also  unsatisfactory.  It  cost  more 
per  ton  than  the  No.  1  Buckwheat  which  we  use,  and  the  number 
of  tons  burned  was  about  the  same. 

What  we  would  emphasize  in  connection  with  this  subject 
is  that  every  hospital  should  make  careful  tests  to  determine 
what  coal  best  meets  its  requirements,  and  then  to  insist  upon 
getting  it. 
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Facilities  for  Weighing. 

Some  dealers  are  dishonest.  Some  dealers  have  dishonest 
employes.  Sometimes  honest  mistakes  are  made  in  weighing. 
For  these  reasons  no  hos])ital  which  buys  coal  can  afford  to  be 
without  suitable  wagon  scales.  We  know  of  one  large  hospital 
wliich  had  no  wagon  scales  because  they  were  considered  un- 
necessary and  expensive.  At  the  end  of  the  year  it  was  discov- 
ered that  they  were  short  nearly  1,000  tons  of  coal.  It  is  un- 
necessary to  add  that  an  order  for  scales  was  placed  immediately. 

Mechanicai,  Stokers. 

ilechanical  stokers  are  occasionally  of  considerable  service 
in  bringing  about  boiler  room  economy.  The  Hospital  of  the 
Good  She|)hcrd,  at  Syracuse,  ]^.Y.,  installed  a  set,  and  in  eleven 
months  saved  $3,600  from  its  coal  bill.  Dr.  Pratt  writes  con- 
cerning it  as  follows : 

"  It  burns  only  the  amount  of  coal  necessary  to  obtain  the 
steam  pressure  desired.  The  cheapest  kind  of  soft  coal  can  be 
used.  As  it  is  a  self-feeder,  one  man  can  easily  take  care  of  two- 
boilers  and  also  look  after  the  engine  room.  The  mechanical 
stoker  has  this  additional  advantage,  that  being  self  fed  from 
a  magazine  that  is  never  allowed  to  become  empty  the  cold 
air  does  not  reach  the  fire  nor  metal  work  of  the  boiler,  and  so 
saves  loss  of  steam  and  destruction  of  tubes  and  other  iron  work,, 
as  is  the  case  when  the  door  to  fire  box  is  frequently  opened  to 
throw  on  coal." 

Boilers. 

Boilers  must  have  sufficient  capacity  to  produce  the  re- 
quired amount  of  steam  without  forcing.  They  must  be  kept 
free  of  internal  scales,  and  the  tubes  and  flues  must  be  fre- 
quently cleaned. 

The  brick  work  must  be  kept  in  good  repair  in  order  to- 
prevent  air  leaks  into  the  fire  box  and  combustion  chamber.  It 
is  very  essential  that  tlie  grate  bars  in  the  furnace  be  of  a 
suitable  design.  If  this  is  neglected  a  considerable  amount  of 
coal  mav  be  wasted. 
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The  furnace  doors  should  be  tiglit,  and  only  a  sufficient 
admixture  of  air  admitted  to  consume  the  gases  leaving  tlie 
furnace. 

There  should  be  a  feed  water  heater  of  sufficient  capacity 
to  supply  water  to  the  boilers  at  about  200  degrees.  Pumps 
designed  to  pump  hot  water  are  essential. 

Much  depends  upon  the  fireman,  and  there  are  very  few  who 
are  competent.  A  careless  fireman  will  nullify  all  attem]its  to 
secure  boiler  economy. 

When  you  inspect  your  boiler  room  observe  carefully  the 
work  of  the  fireman.  Ifotice  whether  he  spreads  the  coal.  To 
insure  perfect  combustion  coal  must  be  spread  evenly  and  thinly 
over  the  fire. 

In  cleaning  the  fires  the  fireman  should  do  so  as  rajiidly  as 
possible,  as  the  o])en  furnace  doors  allow  the  cold  air  to  rush 
in  and  cool  the  boiler. 

Care  must  be  taken  not  to  dumj)  unconsumed  coal  with  the 
ashes. 

It  is  very  essential  that  the  water  in  the  boiler  be  kept  at  the 
proper  level. 

A  damper  regulator  is  necessary,  as  it  prolongs  the  life  of 
the  boiler  and  eifects  a  saving  in  coal.  However,  with  a 
me<rhanieal  stoker  burning  soft  coal  it  cannot  be  used,  for  it 
defeats  the  piirpose  of  the  stoker  and  produces  great  volumes 
of  black  smoke. 

Boiler  Scalk. 

One  cause  of  boiler  inefficiency  is  scale.  This  scale  consists 
of  impurities  which  are  precipitated  from  the  water  when  heat 
is  applied  to  it.  Scale  is  familiar  to  you  all.  You  have  seen  it 
in  the  steam  kettle  on  the  kitchen  range. 

Scale  collects  on  the  inside  of  a  boiler,  on  the  tubes,  shell, 
and  head.  It  acts  to  thicken  these,  and  accordingly  more  fuel 
is  required  to  produce  the  requisite  amount  of  steam,  as  the  heat 
must  pass  through  the  iron  of  the  boiler  and  also  through  the 
scale,  which  is  a  poor  conductor.  It  is  apparent,  therefore,  that 
the  more  scale  there  is  the  greater  the  waste  of  fuel. 

Many  engineers  favor  the  use  of  comjiounds  in  removing 
boiler  scale.     Our  results  with  compounds  have  not  been  satis- 
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factorv  beeaiisc  of  their  tendency  to  eanse  foaming  in  onr 
boilers,  and  thus  carrying  the  water  from  the  boilers  to  the 
engines,  a  dangerous  condition.  Under  certain  conditions  these 
compounds  may  be  of  service,  but  we  have  found  it  safer  and 
more  economical  to  remove  scale  by  band. 

Engines. 

Oi>iui<tns  are  divided  as  to  the  most  economical  engine,  but 
no  matter  what  kind  of  engine  is  installed  it  must  be  given  care- 
ful oversight  in  order  to  obtain  economical  results. 

There  is  considerable  loss  of  steam  and  consequently  of  coal 
when  the  internal  parts  of  an  engine  are  neglected.  Care 
should  be  exercised  in  seeing  that  all  valves  are  properlv 
adjusted,  and  that  the  piston  and  springs  are  kept  in  proper 
alignment. 

Leaking  stuffing  boxes  and  valve  stems  show  want  of  care 
on  the  engineer's  part. 

It  is  very  desirable  that  steam  trajJS  on  high  pressure  systems 
be  kept  in  good  working  condition,  as  they  are  a  source  of  loss 
if  not  kept  in  ]iroper  order. 

PuAirs. 

Elevator,  house,  and  other  service  pumps  are  often  over- 
looked, and  their  leaking  pistons  and  steam  valves  are  a  great 
source  of  loss  that  is  not  apparent  to  the  casual  observer. 

Exhaust  Steam. 

With  non-condensing  engines  exhaust  steam  is  a  fruitful 
source  of  loss,  especially  during  the  summer  months.  But,  as 
stated  before,  during  the  cold  weather  this  steam  can  be  used 
for  heating  purposes,  for  which  it  has  been  found  more  efficient 
than  direct  steam.  Exhaust  steam  can  also  be  used  in  the  laun- 
dry drying  rooms.  It  is  not  practicable  to  use  it  for  cooking 
l)urposes.  It  should  he,  however,  used  in  heating  warming 
tables,  etc. 

One  of  the  great  uses  of  exhaust  steam  is  in  heating  water 
for  the  house  service.  It  is  a  decided  waste  to  use  live  steam 
for  this  purpose. 
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At  the  New  York  Hospital  water  was  formerly  heated  by 
live  steam,  and  the  results  were  unsatisfactory  on  account  of 
the  expense,  and  because  the  thermostatic  control  did  not  always 
control,  and  as  a  consequence  the  water  was  frequently  either 
too  hot  or  too  cold. 

Finally  a  hot  water  heating  device  operated  by  exhaust 
steam  was  installed,  and  while  it  has  no  thermostatic  control  it 
has  proved  very  satisfactory. 

This  change  resulted  in  an  annual  saving  of  approximately 
$3,000. 

Laundry. 

In  the  equipping  of  a  laundry  plant  it  is  desirable  that  each 
piece  of  machinery  have  its  own  motor  attached,  as  in  this  way 
it  is  possible  to  operate  any  one  machine  without  operating  the 
entire  plant. 

Electrically-heated  flatirons  and  body  ironers  consume  a 
great  amount  of  electricity.  At  the  New  York  Hospital  we 
have  found  steam  j)resses  very  much  more  economical  than  elec- 
trical body  ironers  and  also  more  useful  and  easier  to  operate. 
We  estimate  that  our  two  electrically  heated  body  ironers  con- 
sumed about  $3.00  worth  of  electric  current  daily.  They  were 
replaced  with  three  steam  presses,  and  the  cost  of  0])erating 
these  is  not  appreciable. 

Electric  Lighting. 

When  we  used  carbon  filament  lamps  at  the  New  York  Hos- 
pital, and  were  perhaps  a  little  careless  generally  about  the 
amount  of  electricity  consumed,  our  ampere  meter  during  the 
winter  months  frequently  showed  that  we  were  delivering  000 
amperes  of  current.  Since  Mazda  lamps  of  the  tungsten  type 
were  substitiited  for  the  carbon  filament  lamps,  and  other  econo- 
mies introduced,  the  ampere  meter  rarely  indicates  that  we  are 
using  over  4.50  am])eres. 

Too  little  thought  has  been  given  to  the  lighting  of  institu- 
tions. In  many  instances  the  lamp  fixtures  are  not  properly 
located  and  the  number  of  lamps  is  too  large  or  too  small.  For 
instance,  in  one  of  our  small  sterilizing  rooms,  which  is  very 
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high,  we  had  a  cluster  of  eighteen  lamp  bulbs  against  the  ceiling. 
By  lowering  the  fixture  we  got  just  as  efiicient  light  with  four 
bulbs. 

Minor  Economies. 

By  sifting  the  ashes  from  the  kitchen  ranges  it  is  possible 
to  reclaim  fifteen  to  twenty  tons  of  coal  annually.  However, 
where  gas  sells  for  eighty  cents  or  less  a  thousand  cubic  feet,  it 
will  be  found  much  more  cleanly  and  convenient  and  about  as 
economical  to  burn  gas  in  the  kitchen  range.  We  have  done  our 
cooking  with  gas  for  a  year,  and  have  found  it  very  satisfactory. 
We  should  not  consider  again  the  use  of  coal  in  kitchen  ranges. 

To  get  the  best  results  out  of  a  refrigerating  plant  it  must 
be  carefully  looked  after.  During  the  winter  months,  when  the 
demands  upon  it  are  very  light,  the  engineer  should  thoroughly 
overhaul  it.  It  is  particularly  essential  that  he  should  see  that 
the  circulating  water  coils  are  thoroughly  cleansed.  If  these 
coils  are  allowed  to  get  choked  up  with  sediment  the  efficiency 
of  the  plant  is  reduced  to  the  minimum. 

We  have  found  that  neglect  to  clean  out  the  coils  of  our 
plant  for  si.x  or  eight  months  will  reduce  the  eificiency  fifty  per 
cent.  In  other  words,  before  the  tubes  are  cleaned  out  it  is 
necessary  to  operate  the  plant  twenty-four  hours  a  day,  but  after 
they  have  been  thoroughly  cleaned  it  is  only  necessary  to  operate 
the  plant,  twelve  hours  a  day. 

It  would  hardly  appear  necessary  to  call  attention  to  such 
obvious  wastes  as  leaky  pipe  joints  and  valve  stems,  and  impro- 
perly covered  steam,  hot  water,  and  brine  pipes.  But  there  are 
many  well  managed  hospitals  where  too  little  attention  seems 
to  be  i)aid  to  these  sources  of  waste. 

Superintendents  will  do  well  to  thoroughly  inspect  the  hos- 
pital piping  at  frequent  intervals.  They  should  insist  that  the 
engineer  promptly  and  properly  repair  all  pipe  leaks  instead 
of  resorting  to  tin  cans  to  catch  the  drip. 

If  you  are  planning  a  new  hospital  insist  that  the  steam,  hot 
water  and  brine  pipes  be  so  located  that  they  are  easily  acces- 
sible for  repairs  and  re-covering.  Pipes  buried  in  the  walls  and 
floors  have  given  us  no  end  of  trouble  and  expense  at  the  Xew 
York  Hospital. 
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It  frequently  occurs  that  the  ciijtinos,  boilers,  dynamos, 
motors,  refrijicrating,  and  other  machiiierv  selet>ted  for  a  hos- 
])ital  lack  in  that  thev  have  no  reserve  ca])acity.  This  is  a  mis- 
take, ^lachinery  worked  to  its  full  capacity  soon  wears  out, 
whereas  machinery  worked  helow  its  capacity  lasts  a  lonj>-  time. 

In  the  case  of  a  machine  woi'ked  to  its  cajiacity  a  little  addi- 
tional strain  placed  upon  it  results  in  a  breakdown.  Generally 
this  breakdown  comes  at  the  most  ino])]>ortune  moment.  The 
inadecpiate  refriii'cratins;-  ))lant  breaks  down  during  hot  weather, 
and  the  inadeijuate  heating  j)lant  during  cold  weather. 

It  is  a  pretty  wise  rule  to  figure  out  the  ])laiit  capacity 
reijuired  and  then  double  it. 


Hospital  Nurses  Graduate 

Tin;  graduating  exercises  of  the  Toronto  General  Hospital 
School  for  ^'urses  were  held  on  May  20th,  in  the  auditorium 
of  the  hos])ital.  -Miss  Jean  (Junn,  su))erinteiident,  gave  a  re- 
]>ort  that  showed  the  school  to  be  greatly  Increased  in  numbers 
and  thoroughness.  The  preliminary  course  has  been  lengthened 
to  six  months  and  in  the  future  two  classes  will  be  taken,  in 
A])ril  and  October.  TIh!  nuiid)er  of  ii])|)licants  to  the  school 
was  1,740,  of  which  !HJ  were  admitted  on  i)robation,  27  were 
finally  act-epted  as  pupils,  40  remained  on  j)robation.  There 
were  10,4!tO  s|)ecial  days  of  nursing,  nuiking  an  average  of  2i) 
special  nurses  a  day.  It  was  also  rejjorted  that  40  graduates 
of  the  school  had  left  for  active  service  at  the  front.  l[rs. 
Hendrie.  wife  of  the  Lieutenant-Governor,  presented  the  dii>- 
lomas  and  class  ])ins  to  over  40  nurses.  Venerable  .\rchdeacon 
(^ody  delivered  an  inspiring  address. 
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Items 


Hamilton  Hospital  for  the  Insane 

The  officers  and  enij)loyees  of  the  Hiiiiiiltoii  Hospital  for  the 
Insane  subscribed  last  month  a  sufficient  amount  to  purchase  a 
machine  iiuu  for  the  next  Canadian  contingent  to  go  to  the 
front. 


New  Hospital  for  Port  Hope,  Ontario 

Thk  Port  ILipe  llos])ital  Trust  has  just  awarded  the  contract 
for  a  new  hos])itai.  The  new  l)uiitling,  whicli  will  be  of  tire- 
proof  construction,  will  cost  about  $30,000  ecpiipped,  and  work 
will  be  commenced  at  once.  The  present  hospital  building  will 
be  converted  into  a  nurses'  residence. 


No.  2  Canadian  Stationary  Hospital 

No.  2  (!anaijia.v  Stationary  Hospitai,  has,  we  understand, 
been  recently  transferred  to  the  Dardanelles.  xVs  our  readers 
are  aware,  this  hospital  includes  a  number  of  Toronto  men 
who'  are  serving  in  connection  with  it.  No.  2  Stationary  Hos- 
]ntal  was  the  first  Canadian  unit  to  be  sent  to  France.  Major 
(Dr. )  C".  H.  S.  Elliott,  !»2  St.  George  Street,  and  Captain  (Dr.) 
R.  S.  Pentecost  are  among  its  officers,  who  will  represent  Can- 
ada when  the  hospital  arrives  at  the  gateway  to  Constantinople. 


Reception  at  the  Women's  College  Hospital 

TuK  Board  of  Directors  and  -Medical  Staff  of  the  Women's  Col- 
lege Hospital  and  Dispensary  gave  a  reception  Wednesday  after- 
noon, August  4th,  from  four  to  six,  to  introduce  their  newly- 
ap])ointed  iledical  Su]>erintendent,  Dr.  Geraldine  Oakley.  In 
the  absence  of  the  President  of  the  Poard  of  Directors,  Dr. 
Margaret  Johnston,  Chairman  of  the  Advisory  Poard.  received 
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the  puests.  In  spite  of  the  weather  there  was  a  jjood  attend- 
ance and  a  verv  pleasant  time  was  s])ent,  Dr.  Oaklev's  friends  in 
the  medical  profession  being  ])leased  to  welcome  her  back  to 
Toronto. 


The  Women's  College  Hospital 

The  opening  of  the  AY  omen's  College  Hospital  at  12.')  Rusholmc 
Road  took  place  on  Saturday  afternoon,  July  I7th.  The  day 
was  beautifully  bright,  and  a  large  crowd  of  enthusiastic  people 
availed  themselves  of  the  jjrivilege  of  seeing  over  the  new 
hospital. 

The  President,  Mrs.  Annie  ().  Rutherford,  aided  by  the 
members  of  the  medical  statf,  received  the  visitors  in  the  lower 
hall,  after  which  the  members  of  the  recejition  committee 
escorted  them  through  the  building,  which  has  nine  wards,  with 
accommodation  for  twenty-one  beds. 

The  ground  floor  is  devoted  to  medical  work,  the  second 
floor  to  surgical  work  and  nurses'  quarters.  The  o]ierating  room 
on  this  floor  is  lighted  by  a  new  window  almost  the  entire  length 
of  the  north  wall,  and  is  e(]uipped  with  a  combination  instru- 
ment, water  and  dressing  sterilizer.  The  uj^per  floor  is  devoted 
entirely  to  semi-private  and  public  obstetrical  wards,  with 
accommodation  for  nine  patients.  Each  of  these  wards  opens 
out  on  a  commodious  fire  escape.  Two  of  the  private  wards 
have  been  furnished  and  named — one  by  the  Corinthian  Chap- 
ter, Xo.  12,  of  the  Eastern  Star,  and  the  other  by  Miss  White, 
of  Jarvis  Street. 

After  their  tour  of  inspection  the  visitors  returned  to  the 
lower  hall  where  the  dedicatory  service  was  held.  ^Irs.  Ruther- 
ford presided  with  her  usual  grace  and  ability.  Letters  of  regret 
were  received  from  the  Lieutenant-Governor,  ^layor  Church, 
Dr.  Bruce  Smith,  the  Rev.  Dr.  Grant,  and  others.  A  letter 
from  the  Government,  stating  that  the  hospital  was  to  be  classed 
with  the  General  Hospitals  and  receive  the  Government  grant. 
was  received  with  hearty  ap])lause. 

Regret  was  expressed  at  the  unavoidable  absence  of  Dr. 
Jennie  Grav,  mother  of  this  work,  who  was  the  first  woman  to 
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conduct  a  clinic  for  women  in  the  year  1890,  and  who  later 
admitted  the  first  ])atient  into  the  Women's  College  Hospital  on 
Seaton  Street.  Owing  to  this.  Dr.  Skinner-Gordon  was  called 
upon  for  a  history  of  the  work  from  its  beginning.  She  gave 
some  interesting  incidents  that  showed  there  was  a  uniipie  work 
to  be  done  by  women. 

ifiss  Tfattc.  sujieriutendent  of  the  work  conducted  by  the 
Presbyterian  Church  among  girls,  expressed  her  joy  at  being 
present,  and  said  that  when  her  girls  approached  their  critical 
time  she  was  glad  that  she  would  now  be  able  to  place  them 
under  the  mother  care  of  the  women  physicians. 

Dr.  C.  J.  O.  Hastings,  ^LO.H.,  in  his  usual  felicitous  man- 
ner thanked  the  Board  for  the  honor  conferred  upon  him,  which 
was  especially  marked  as  this  was  evidently  "  Ladies'  Day." 
He  said  that  the  women  physicians  were  in  a  better  position 
than  he  was  to  know  cases  of  reticent,  timid  women  who  could 
not  get  up  courage  enough  to  consult  a  physician  of  the  opposite 
sex.  He  congratulated  the  ladies  on  their  equipment,  gave 
them  his  best  wishes  for  success,  and  stated,  through  an  anec- 
dote, that  if  only  one  life  were  saved  the  hospital  would  have 
justified  its  existence. 

Mrs.  Torrington,  chairman  of  the  finance  committee,  spoke 
of  the  financial  aspect  of  the  work. 

Thanks  were  expressed  to  Miss  ilartin,  who  has  been  Super- 
intendent of  the  Seaton  Street  Hospital  for  more  than  two  years, 
and  to  ^Fr.  H.  P.  Gordon,  who  had  given  special  attention  to 
the  alterations. 

Music  was  furnished  by  Redfern  Hollinshead.  The  dedica- 
tory prayer  was  then  offered  by  Rev.  Dr.  Trelea\en,  Chairman 
of  the  Toronto  Methodist  Conference.  Refreshments  were 
served  on  the  beautiful  lawn  under  one  of  the  magnificent  shade 
trees.  It  is  a  charming  place  and  suggests  quiet  restfulness. 
The  spacious  grounds  (109x200)  furnish  room  for  future 
develc])ments. 

The  Board  are  to  be  congratulated  on  securing  the  services 
of  Dr.  Geraliline  Oakley  as  Medical  Superintendent. 
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Ontario  Graduate  Nurses 

TiiK  annual  meeting  of  the  Graduate  Nurses'  Association  of 
Ontario  was  liold  on  May  22nd,  in  the  Clinic  Room  of  the 
Toronto  General  Hospital.  ^Irs.  Tilley,  of  Brantford,  pre- 
sided. After  the  opening  with  the  nurses'  prayer,  Miss  Pringle 
read  the  rei)ort  for  the  year:  a  membership  of  300,  with  100 
new  mi'mhcrs.  being  announced.  The  Treasurer's  rojwrt  showed 
$35.5  from  fees,  leaving,  after  e.xpenses,  a  balance  of  $129.  The 
report  of  the  Neighborhood  Association,  in  connection  with  the 
church,  was  read  by  .Miss  Jamieson  The  report  read  l)v  Miss 
Gunn,  on  the  Red  (^ross  work  done  by  the  Kingston  chajitcr 
of  the  Queen's  University  Hospital ;  from  the  Peterborough 
chajiter,  which  will  work  until  the  close  of  the  war  for  the  Red 
Cross;  from  the  Hamilton  chapter,  also  for  the  Red  Cross, 
under  Miss  Denison,  were  received  with  great  ap))]ause.   - 

Miss  Helen  McMurrich  read  a  thoughtful  pai)er  on  "  Institu- 
tions and  Social  Laws  Connected  With  Social  Service  Work." 
and  following  that,  ^liss  Panll  gave  a  pai)er  on  the  cxi)crimcnt 
of  teaching  young  Jewish  girls  diflferent  departments  of  house- 
wifery, esj)ecially  in  the  Ward. 

Miss  Flaws  finished  the  session  with  an  excellent  pa])er 
written  by  ^liss  Robina  Stewart,  on  '"  Household  Enemies,  and 
How  to  Heal  With  Them,''  with  varied  description  of  the  dif- 
ferent })ests,  from  rats  to  roaches,  and  methods  successfully 
employed  for  their  extermination.  The  assembly  then  ad- 
journed to  the  Nurses'  Residence,  for  afternoon  tea,  being  wel- 
comed by  Miss  Gunn,  and  were  congi-atulated  on  having  had  a 
most  interesting  and  enjoyable  meeting. 
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Book  Revie^vs 


'J'lie  Cure  of  Hie  Teelh.  \>\  Chaim.ks  A.  I^kackktt,  D.M.D., 
Professor  of  Dental  Pathology  in  Harvard  University.  Pub- 
lished hy  Harvard  T'liivcrsity  Press,  Cambridge. 

Tlicre  is  puhlished  a  series  of  Harvard  Health  Talks  on  such 
subjects  as  The  Care  and  Feeding  of  (liildren;  Preservatives 
and  Other  Chemicals  in  Foods:  Their  Fse  and  Abuse;  The  Care 
of  the  Skin  ;  Tlie  (^are  of  the  Sick  Room  ;  and  The  Care  of  the 
Teeth. 

The  subject  of  the  present  review  was  delivered  at  the  Medi- 
cal School  of  Harvard  T^ni versify.  It  is  intended  to  ]irovide  in 
easily  accessible  form  mcjdern  and  authoritative  information  on 
the  subject  of  the  care  of  the  teeth. 

The  sul)jcct  is  treated  in  a  very  sim|)lc  and  logical  manner. 
It  shows  the  great  benefits  to  be  derived  from  a  well-kept  and 
clean  mouth.  The  little  book  would  ])rove  of  great  value  to 
physicians  who  wish  to  have  a  general  information  of  the  sub- 
ject. Nurses  cannot  very  well  do  without  looking  up  this 
subject  if  they  are  to  give  the  best  to  their  patients. 


Outlines  of  Internal  Medicine  for  the  I'se  of  JVtirses.  By 
Clikfokd  Bailey  Fakk.  A.M.,  IM.I).,  Instructor  in  Medi- 
cine, University  of  Pennsylvania.  Lea  and  Febiger, 
Philadelphia  and  New  York. 

It  is  very  gratifying  to  tind  a  book  in  which  the  author  gets 
the  pupil  nurse's  attitude  so  comjdetely  as  Dr.  Farr  has  shown 
in  this  text-book.  The  style  is  clear  and  interesting,  the  material 
abundant,  and  the  selection  modern  and  practical.  The  nurse 
finds  at  hand  all  the  necessary  correct  current  information  about 
the  diseases  which  she  may  meet  whether  she  ])ractises  in  the 
war  zone,  as  a  school  or  district  nurse,  or  in  the  homes  of  the 
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idle  rich.  The  classification  of  diseases  is  in  a  now  and  unusual 
but  satisfactory  order.  The  hook  deserves  ininiediate  acce])tance 
by  the  heads  of  training-schools,  since  there  is  also  marked  stress 
laid  on  the  more  old-fashioned  and  persistent  diseases,  such  as 
typhoid  and  pneumonia. 


PERSONAL 


Geraldine  Oakley,  Toronto  B.A.  1910,  Toronto  M.B.  1912, 
has  returned  to  the  city  after  three  years  hospital  work  in  the 
Northampton  Hosjutal.  Northampton,  Mass.,  and  in  the  Xew 
York  Infirmary  for  Women  and  (Children,  fourteen  months  as 
interne  and  four  months  as  house  physician.  She  comes  as 
Medical  Su})erintendent  of  the  Women's  College  Hospital. 


.Miss  Ann  Forgie,  who  resigned  the  position  of  superinten- 
dent of  the  Gait  Hospital  and  Training  School,  Lethbridge, 
Alberta,  some  months  ago  for  the  ])urpose  of  taking  a  well-earned 
rest,  intends  to  return  to  hospital  work  this  autumn.  For  four 
years  Miss  Forgie  has  managed  the  Gait  Hospital  at  Lethbridge 
in  a  most  efficient  manner,  and  had  done  much  to  advance  the 
standard  of  nursing  in  that  province.  Those  who  were  con- 
nected with  her  in  her  work  there  certainly  regretted  her  de- 
parture. We  are  pleased  to  learn  that  she  is  planning  to  take 
up  hos])ital  work  again,  and  wish  to  state  that  any  institution 
requiring  a  capable  superintendent  should  communicate  with 
her  at  Claremont.  Ontario. 
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DliiPSMS 

is  appreciated   by  discerning   people  because — 

Only  the  best  materials  are  used, 

Of  our  exclusive  process  of   fermentation, 

Of   the   exactness  of  manufacturing  methods,   assuring   bread   and    buns   of    uniform 
excellence. 

The  greatest  cleanliness  is  observed  in  the  manufacture  and  distributi6n. 

STAfFlIFE 

MADE     AND    WRAPPED     BY    MACHINERY 


Absolutely  Pure  and  Delicious 


AN  IDEAL  BEVERAGE, 

OF  HIGH  GRADE  AND 

GREAT   NUTRITIVE 

VALUE 

Made  in  Canada  by 


WALTER  BAKER  &  CO.,  LIMITED 

Montreal,  Canada  Established  1780 


When    writing   advertisers,    plea-se   mention    The    Hospital    World. 
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the  mucos  luenibranes  of  the  stomach,  due  both  to  the  gases  and 
the  salts,  and  owing  to  its  water  and  its  salt  it  is  also  dinretic. 
It  also  serves  to  dilnte  and  wash  out  waste  material  from  the 
system  through  the  kidneys.  Patients  will  usually  drink  Pluto 
VVater  who  will  not  or  cannot  drink  sufficient  ordiaary  water. 

Samples  and  literature  will  be  forwarded  promptly  upon 
ai)plication  to  the  French  Lick  Springs  Hotel  Company,  French 
I.ick,  Indiana. 


The  Milk  Supply  at  Battle  Creek  Sanitarium 

In  line  with  its  general  insistence  upon  pure  foods,  the  Battle 
Creek  Sanitarium  has  elaborate  arrangements  for  safegnardiuj.' 
its  milk  supply.  The  milk  is  produced  at  a  special  dairy 
under  very  modern,  sanitary  conditions.  It  is  subjected  to 
rigid  microscopic  tests  daily  and  not  only  the  price,  but  the 
acceptance  of  the  ])roduct  depends.  u]ion  a  very  hiuh  standard 
of  purity.  Certified  milk  demands  a  bacteria  count  not  ex- 
ceeding 10.000  i)er  cubic  centimeter — about  twenty  dro])s  of 
milk — and  the  milk  supply  for  the  Sanitarium  tables  is  not 
allowefl  to  e.xcced  the  standard  set  fot  certified  milk,  and  as  a 
verv  general  rule  the  l)acteria  count  is  so  much  lower  as  to 
authorize  the  Sanitiii'iiiui  to  cull  its  product  super-certified 
milk. 


BOOK  REVIEW 


rrinripJes  of  Jli/f/icnc  [fiftli  edillon).  For  Students,  I'hysi- 
cians  and  Health  Officers.  Hy  I).  H.  Bi.:r(;kv.  Al.l).,  First 
Assistant,  Laboratory  of  Hygiene  and  Assistant  Professor 
of  EacterioTogy,  University  of  Pennsylvania.  Octavo  of 
.").31  pages,  Illustrated.  W.  B.  Saunders  Company,  l!ll.^>. 
Cloth,  $3.00  net 

This  will  prove  an  excellent  guide  book  for  all  those  engaged 
in  sanitary  work,  as  well  as  for  the  ]>hvsician  himself.  The 
demand  for  books  of  such  a  class  will  be  increased  by  the  large 
number  of  medical  men  taking  up  army  medical  work  at  the 
present  time,  and  for  such  the  chapter  on  ..Military  Hygiene 
will  be  especially  valuable.  Here  the  matter  of  examining  re- 
cruits, food,  training,  clothing,  and  information  regarding  the 
value  of  inoculation  for  typhoid  are  all  briefly  discussed. 

The  other  chapters  grouped  under  such  heads  as  Xaval 
Hygiene,  School  Hygiene,  Industrial  Hygiene,  etc.,  are  like- 
wise .sound  and  readable.  The  inclusion  of  a  full  set  of  the 
Quarantine  Laws  of  the  United  States  and  also  the  Interstate 
Regulations  will  prove  useful  and  enhance  the  value  of  this 
most  useful  volume. 
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Send  for  Free  Samples 
:  of  Stewart's   Duplex  : 


Stewart's  Deplcx  Safety  Pins  VTADEof  superior 

'-**  hiehererade  of 
brass  wire.  Will  not 
hend  or  unfasten  eas- 
ily. Both  head  and 
coil  are  absolutely 
protected  by  the 
ruards.  Rust-proof. 
We  ma  ufacture  all 
eradcs  and  sizes  of 
Safety  Pins.  Pack 
them  especially  for 
hospital  use — 5  gross 
in  a  substantial  box 
oosc — read y  for 
iiKc  at  a  moment's 
notice. 

Samples    and    price 
free  on  applica- 


Stfiv^urLS  Hor&son  Brand  "bank'* 
or  totict  pi.is,  packed  in  handy, 
halt-po  r.d  boxes,  are  indispen- 
sable     in      the      modern      hospital. 


CONSOLIDATED 
SAFETY  PIN  CO. 

BLOOMFIELD,  N.J  .  U.S.A. 


EPILEPSY 

Dragdes 
Gelineau 

DRAGEES  GELINEAU  ?Se  Venw 

tke  most  rational  type,   being  an  association   of 
Bromide     of     Potassium,     Arsenic     and     Picro- 

toxine.  The  Bromide  diminishes  the  reflex  sensi- 
bility of  the.  nervous  system  and  the  conjsestive 
predisposition  of  the  cerebrum  in  EPILEPSY. 
The  Picrotoxine  has  its  action  on  the  convulsive 
and  spasmodic  tendencies  of  neurotics,  and,  fin- 
ally, the  arsenic  is  the  repairer  of  the  nerve  cells. 
It  is  with  perfect  frankness,  and  with  the 
utmost  sincerity  that,  without  pretending  to  cure 
every  rt.se  of  Epilepsv.  we  recommend  to  the 
medical  profession  GELINEAU' S  DEAGEES, 
which  have  given  to  their  inventor  the  most  com- 
plete satisfaction  for  30  years  and  have  earned 
for  him  the  gratitude  of  numerous  sufferers. 
GELINEAU' S  DRAGEES  offer  to  the  practitioner 
a  superior  weapon,  giving  him  the  possibility  of 
a  triumph  Jn  ordinary  cases,  and  in  all  cases  the, 
certainty  of  at  least  a  marked  improvement. 


General  Agents  for   Canada: 
ROXJGIER   FRERES,    63   Notre   Dame   St., 
MONTREAL 


East, 


MILK-BORNE  DISEASES 

Ther;  are  no  ins  ances  of  Intsctious  D  seases  aris  ng  from  the  use  of  Gail  Borden  Eagl^  Brand 
Condensed  M.Ik.  Il  con:a  ns  NO  BACTERIA  that  produce  Infection.  In  epidemics  many 
dangers  to  infants  can  be  avoided  by  the  use  of 


-^Cfcc^    yScrrr^o^ 


BRAND 


Condensed 

IMILK 


THE  ORIGINAL 

THE  PHYSICIAN  WILL  FIND  IN  "  EAGLE  BRAND  "  THE  MEANS  OF  LESSENING 
THE  DE^TH  RATE  IN  OUTBREAKS  OF  INFANTILE  DISEASES.  This  result  is  due 
to  the  modern  end  sanit^iry  methods  of  production  and  manufacture  strictly  enforced  by  the 
Borden  Company. 

IVrite  to-day  for  Sami>ks,  Analys's,  Feeding  Charts  in  any  language,  also  our  50'fiage  hook,  "  ^hy's  Welfare. " 

BORDEN   MILK   COMPANY,   LTD.,  MONTREAL 

■'  Leaders  of  Quality  '* 

Branch  Office  -  302  Arcade  Bldg.,  Vancouver,  B.C. 


When    w  iting   advertisers,    please   mention   The   Hospital   World. 
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"ANi  OUNCE  OF  PREVENTION   IS 
WORTH    A    POUND    OF    CURE" 

but  with  every  care 

Accidents  and  Sickness 


Will  occur. 


Doctor,   why  take  chances  of  loss  of  income   by  reason  of 
accident  and  sickness,  when  you   can  be  amply  protected? 

A  Good  Prescription 

is 

An  Insurance  Policy 

in 

THE    GENERAL    ACCIDENT   ASSURANCE    COMPANY 

Head  Office— Continental  Life  Building,  Toronto 

Peleg  Howland,  Elsq.,  President  Jno.   J.   Durance,  Manager 


The  only  PERFECT  FLOOR  for  Hospitals  is 

CORK  TILING 

Our  Cork  Tiling  contains  absolutely  no 
other  substance  than  pure  cork  highly 
compressed    and    baked    by    electricity 

It  is    Noiseless,   Resilient,   Odourless, 
Non-slippery,  Durable  and  Absolutely 

SANITARY 

BLESSING  TO  NURSES  AND  PATIENTS.  WRITE  TO  US  FOR  PARTICULARS. 


Robinson  Bros.  Cork  Co.,  Limited 

803  Lumsden  Building         -         TORONTO 

When  writing  advertisers,   please   mention   The   Hospital   World. 
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THE  "SOVEREIGN"  WILL  BURN 
ANYTHING  THAT'S  BURNABLE 

—  and  give  from 
the  fuel  the  full 
volume  of  heat  for 
radiation. 

Hard  coal,  soft  coal, 
wood,  or  anythmg 
burnable,  makes 
useful  heating 
fuel  in  the  "Sover- 
eign.' 

Large  flared  flues 
m  the  boiler  sec- 
tions, through  which 
the  heat  fumes  tra- 
vel, give  a  free  draft  with  no  possibihty  of  the 
flues  becoming  clogged  with  soot  or  fine  ashes. 

The  '  ^Sovereign"  is  an  improved  hoi  water  boiler.  Do  nol  instal  a  heating 
apparatus  in  your  new  house  untilyou  have  thoroughly  informed  yourself 
Of  the  exclusive  advantages  of  the  ^^ Sovereign."      Write  tis  for  booklet. 

TAYLOR  -  FORBES  Co.,  Limited 

Head  Office  and  Works:   Guelph,  Ont. 

Branches: 
TORONTO.    MONTREAL.    QUEBEC,   ST.  JOHN,   WINNIPEG,    VANCOUVER 


When    writing    advertisers,    please    mention    The    Hospital    World. 
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HOSPITALS  SHOULD  NOTE 

that  we  are  prepared  to  absolutely  exterminate 

vermin  of  any  kind  from  Hospitals,  Asylums, 
Sanatoria,  or  Public  Institutions,  in  fact  from 
buildings  of  any  kind  whatsoever.  Our  process  is 
guaranteed.  The  gas  used  leaves  no  offensive 
odor  and  does  not  injure  the  most  delicate  fabric, 
so  that  no  redecorating  is  necessary.  Our  process 
has  been  adopted  in  some  of  the  largest 
Hospitals  in  the  United  States.  We  give  a 
signed  contract  to  entirely  eradicate  all  vermin 
for  the  term  of  twelve  months.  Orders  given 
the  most  prompt  attention. 


THE  UNEEDA  EXTERMINATING  CO. 


163' 2  Church  St.,  Toronto 


Telephone  Main  1980 


<5E^   • 


Prominent  physicians  and 
gynecologists  everywhere 
recommend  the  MARVEL 
Syringe  in  cases  of  Leu- 
corrhea.Vaginitis  and  other 
Vaginal  diseases.  It  al- 
ways gives  satisfaction. 


All  Druggists  and  Dealers 
in  Surgical  Instruments  sell 
it.     For  literature,  address 

MARVEL  COMPANY 

44  E.  23rd  Street,  NEW  YORK 


The  Peculiar  Advantage 

of  the 

Marvel  "Whirling 
Spray"  Syringe 

is  that  The  Marvel,  by  its 
Centrifugal  action,  dilatet 
and  flushes  the  vaginal  passage 
with  a  volume  of  whirling 
fluid,  which  smooths  out  the 
folds  and  permits  the  injec- 
tion to  come  in  contact  with 
its  entire  sur- 
face. 

The  Marvel  Company 
wai  awarded  the  Gold 
Medal,  Diploma  and 
Certificate  of  Appro- 
bation by  the  Societe 
D'Hyyiene  de  France, 
atParit,Oct.  9,  1902. 


When  ^wilting   advei-tiscis.    please    meniii-ri    Tlv    Hospital    World. 
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The  attention  of  the  Medical  Profession  is  called  to  our 

PURE  and  our  SOLUBLE  COCOA 

for  use  in  the  sick-room.  These  products  are  guaranteed  to  be  free  from  adulterants 
in  any  and  every  form.  Physicians  can  prescribe  these  goods  in  the  fullest  confidence 
that  their  patients  are  getting  the  finest  goods  obtainable. 

Please  specify  "Ocean  Blend"  Cocoa. 

FOR   SALE   ONLY   BY 

THE  OCEAN  BLEND  TEA  COMPANY  LIMITED 


247  Parliament  Street,  Toronto 


Tel.  M.  950 


HOSPITAL  Superintendents  who  wish  to  save /ue/ in  their  Institutions, 
and  practically  guarantee,  that  their  wards,  corridors  and  in  fact  their 
entire  building  shall  have  an  even  temperature  should  immediately  look 
into  the  merits  of 

DIAMOND  METAL  WEATHER  STRIPS 

They  unquestionably  prevent  all  dust  and  draught,  making  a  ward  with  a  Northerly 
exposure  as  pleasant  in  the  Winter  time  as  one  to  the  South.     These   Strips  mean  a 
saving  of  fuel  in  the  Winter  and  keep  a  Hospital  free  oj  dust  in  the  Summer. 
Have  our  Salesman  call   upon   you. 

TRIPLEX  WEATHER  STRIP  CO.,  932  College  Street,  Toronto 


INVALID  STOUT 
For  Weak  Folks 

gEHDOB-pRENGTHENING  and 
J"  M  nourishing  qualities,  com- 
51  b  i  n  e  d  with  a  really 
aBHEiH  acceptable  flavor,  make 
Dominion  Brewery's  Invalid  Stout 
the  ideal  beverage  for  convales- 
cents and  bilious  people.  It  is 
digestible  and  non-gassy. 

Order  at  any  of  the  dealers 

Dominion  Brewery  Co., 


LIMITED 


TORONTO 


When   writing  advertisers,   please   mention  The  Hospital  World. 
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Physicians  who  desire  to  patron- 
ize a  Valet  Firm  who  do  only 
first-class  tcork  should  telephone 
"North  5816." 

Williams'  Yalet  Service 

85  Bloor  St.  West 
TORONTO 

This  firm  makes  a  specialty  of 
Gleaning,  Pressing  and  Repairing 
Professional  Clothing,  and  are 
anxious  to  add  to  their  list  of  cus- 
tomers a  larger  number  of  Physi- 
cians. They  have  a  contract  and 
coupon  service  costing  from  ?2  to 
17.50  per  quarter,  and  guaran- 
tee  A   SERnCE    SECOND   TO   NONE. 

The  special  attention  of  the 
Medical  Profession  is  called  to 
this   announcement. 


Nothing  Can  Equal 

H-OCb.":.)  Ammonia 

As  a  Cleanser 

for  HOSPITAL  SINKS,  URINALS. 
BEDPANS,  FLOORS,  GLASSWARE, 
ENAMELWARE,  MILK  BOTTLES, 
and  all  KITCHENWARE. 

It  will  be  found  invalu.ible  for  the  bathing 
of  fever  cases,  leaving  the  patient  refreshed, 
with  the  skin  velvety  and  sweet.  H-0 
AMMONIA  is  also  easily  the  beet  cleanser 
in  those  annoying  cases  of  Involuntary 
Urination,  acting  not  only  as  a  cleanser 
but  as  a  Deodorizer. 

H-0  AMMONIA  is  one  of  the  cheapest 
and  most  effective  Disinfectants,  and  Hos- 
pitals' Superintendents  should  give  it  a 
trial,  as  once  they  do,  nothing  else  will  be 
used. 
Full  particulars  and  prices  obtainable  from 

Alexander  Hutchison  &  Co. 

9  Church  Street,  Toronto 


NURSE  CALL  SYSTEM 

This  system  is  ideal,  owing  to  the  low  cost  of  installation  and  upkeep. 
The  service  is  absolutely  reliable  at  all  times.  We  instal  these  sys- 
tems, and  as  a  sample  of  the  high  character  of  our  workmanship,  we 
refer  Hospital  Author- 
ities to  the  one  recently 
placed  in  the  Surgical 
Wing  of  St.  Michael's 
Hospital,  Toronto., 

We  also  instal  high-grade 
Private  Phone  Systems  (or 
ail  kinds  of  service  and 
Doctors'  residence.  Write 
or  phone  for  full  inform- 
ation. Tenders  submitted 
on  request. 


TELEPHONE  EXPERTS 
PHONE     ■      MAIN  482 


LINTZ-PORTER  CO. 


French  Drop  .\iinunciator  placed  in 
the  Corridor. 


27  YONGE  ST.  ARCADE 
TORONTO      ONT. 


When  writing  advertisers,   please   mention   The   Hospital   World. 
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Hubbard  Portable  Steel  Baking  Ovens 

IMITATED,  BUT  UNEQUALLED 

PATENTED  1888,  1892,  1910. 


This  oven  has  been  manufactured  in  Canada 
for  the  last  twenty-three  years  and  has  given  the 
greatest  satisfaction.  It  is  constructed  entirely  of 
heavy  Galvanized  Iron  and  is  most  sanitary.  It 
is  already  installed  in  many  Public  Institutions 
throughout  Canada  where  it  has  proved  its  worth. 

Write  for  information  at  to  tize*  and  prices. 
SOLE  MAKERS  IN  CANADA 


THE  WARREN  MEG.  CO.,  LIMITED 


782-4  King  Street  West 


TORONTO 


When   writing  advertisers,   please  mention  The   Hospital   World. 
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OLD   TYME 

PURE   SAP 

MAPLE  SYRUP 


LION    BRAND 


MAPLE  BUTTER 


Two  Pure  Maple  Specialties  of  Excellent  Quality 

SOLD    EVERYWHERE 

MAPLES  LIMITED,  Toronto 


NOTHING  SO  SANITARY  FOR  HOSPITAL  USE 


HUDSON  BROS 

Beer  to  call  the  attention 
of  Canadian  Hospitals 
to  their 

PURE   ALUMINUM 
KITCHEN  UTENSILS 


1405  Bloor  St.  West 


TORONTO 


They  are  '■Jifo  pure  aluminum,  of  uniform  thick- 
ness throughout ,  very  ligh  t  in  weight ,  bright  as  silver, 
seamless  and  finished  in  the  best  possible  way.  These 
utensils  have  no  coating  of  enamel  to  chip  off,  retain 
the  heat  much  longer  than  granite  ware,  are  rust- 
proof and  contain  nothing 
that   can    adulterate    food. 

HUDSON  BROS,  manufacture  a  full  line  of  Kitchen  Utensils, 
including  Lipped  Sauce  Pans  (heavy  and  light),  Stew  Pans,  Fry 
Pans,  Pie  Plates,  Cake  Pans,  Dinner  Plates,  Preserving  Kettles, 
Double  Boilers,  Mixing  Bowls,  Dish  Pans,  Pitchers,  etc.  The  firm 
will  be  glad  to  quote  prices  to  institutions.     Catalogue  on  request. 


.0^% 


TRADE      MAR»^ 

The  Mark  of  Quality 
aod  Durability.  Look 
for  this  mark  stamped 
on  the  bottom  of 
every  aFticle. 


NOTE    THE    NAME 


HUDSON  BROS. 


1405  Bloor  St.  W. 
TORONTO 
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THE  Sanitary  Reflectors 
here  shown  were  espe- 
cially designed  for  Hospitals. 
There  is  an  entire  absence 
of  crevices,  thus  preventing 
the  collection  of  dust  and 
germs.  Another  notable 
feature  is  that  the  reflectors 
can  be  easily  cleaned  with- 
out being  removed  from  the 
fixtures. 

MOONSTONE  GLASS 
was  given  the  preference 
over  all  other  i  semi  -  trans- 
lucent glasses  by  the  lighting 
committee  of  the  Toronto 
General  Hospital  on  account 
of   its   color    and    efficiency. 


4054—60  WaK 


406U-25U  Watt 


4052—40  Watt 


4056-100  Watl 


4050-25  Watt 


THE  JEFFERSON  GLASS  CO.,  Limited 

Illuminating  Glassware,  Tableware,  Specialties 
TORONTO,  CANADA 
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PHOTOS    OF     FUNERAL    CHAPEL     AND    MOTOR     HEARSE     WITH 

HANDSOMELY     EQUIPPED     LIMOUSINES    FOR    PRIVATE 

AND    PUBLIC     FUNERALS 

Charge  Not  Exceeding  that  of  horse  drawn  vehicles. 
Private  Motor  Ambulance 

MOTORS   DIRECT  TO   FOREST  LAWN   MAUSOLEUM 


A.  W.  MILES 

Funeral  Director    -    396  College  St. 


Phone  C.  1752 


Phone  C.  2757 


Toronto,  Canada 
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Invalid  Chairs  and  Tricycles 

OF  EVERY  DESCRIPTION 

This  has  been  our  study  for  thirty-five  years.  We  build  chairs 
that  suit  the  requirements  of  any  case.  If  your  dealer  cannot 
supply  you,  write  us  direct  for  catalogue  No.  80,  and  prices. 


GENDRON  WHEEL  CO., 


-TOLEDO,  O.,  U.S.A. 


PARTICULARLY  SUITABLE   FOR   HOSPITALS 


It  is  absolutely  essential  that  a  Hospital  have  a  satisfactory 
floor.  For  that  reason,  the  particular  attention  of  Hospita 
Trustees  and  Superintendents  is  called  to  1 

The  "  Simplex"  Brand  of  Fire  Proof  Flooring 

This  is  just  what  should  (and  will  eventually)  be 
used  in  all  Public  Institutions.  It  is  far  superior  to 
anythinar  else  in  the  same  line  The  "SIMPLEX" 
Floor  can  be  laid  without  in  any  way  interferinff 
with  the  plasterers  or  other  trades  while  at  work  in 
the  building.  When  the  mechanics  are  through, 
we  do  the  scraping  and  polishing  with  our  patented 
machines  (as  here  illustrated),  leaving  an  ideal 
floor,  attractive  to  the  eye  and  ready  for  the  heavi- 
est traffic  for  many  years  to  come. 
We  are  the  manufacturers  also  of 

The  End-Block  Flooring 

a  floor  for  Institutions  second  to  none  in  the 
world.  This  can  be  laid  complete  for  $1.00  a  square 
foot.  Each  block  is  boiled  in  a  preparation  which 
makes  the  flooring  damp-proof  and  fire-proof,  is  sunk 
and  locked  in  concrete  and  finished,  leaving  a 
floor  infinitely  superior  to  any  other  make. 


Simplex  Floor  Finishing  Appliance  Co.,    ^f^^ 


Montreal 


LIMITED 
Toronto 


Ottawa  -"^^BW* 
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A  Strictly 
Sanitary  Laundry 

Two  o(  our  strong  points  are : 

1st.  We  will  not  accept  laundry 
from  any  place  where  there 
is  contagious  disease. 

2nd.  Our  prompt  delivery. 

Ever  go  to  dress  and  find 
that  CLEAN  LINEN  you 
counted    on    hadn't    come  ? 

No  trouble  like  that  with 
the  Yorkville  Laundry 
Prompt  delivery  is  an  ab- 
solute    rule    with    us. 

Yorkville  Laundry 

45  Elm  St.,  Toronto       Phone  M.  1589 


Physicians'  Garage. 


Medical  men  should  know  that 

The  Century  Garage 

44  Carlton  Street,  Toronto 

has  ample  accommodation  for 
Doctors'  cars,  where  they  can  be 
garaned  at  very  reasonable  rates, 
washed,  polished  and  superintended 
bv  an  expert  mechanic.  THE 
CENTURT  GARAGE  attends  to  all 
over-hauling  and  painting  at  the 
most  reasonable  prices.  All  work 
guaranteed. 

Remember  the 

Telephone   No.,    North  8031 
GEORGE    SHER,   Proprietor 


^'^ 


Physician's  Scale. 

Designed  especially  for  use  in  Hospitals, 
in  offices  of  physicians.  Something  that  is 
essential  in  connection  with  every  private 
bathroom. 

Scale  is  ordinarily  finished  black,  with  bronze 
ornamentation,  but  is  also  furnished  in  light  colors, 
elaborately  ornamented,  with  nickel-plated  beam 
Scale  is  furnished  with  or  without  measurinc  rod 
as  desired.    Write  for  prices, 

GURNEY  SCALE  CO. 

HAMILTON,  ONT. 
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Cut  Flowers  for  the  Sick  Room 


I  HERE  is  a  feeling  abroad  that  physicians  are  sometimes  apt  to  pay 
-*-  less  attention  than  they  should  to  the  aesthetic  side  of  their  profes- 
sion. Can  there  be  any  question  as  to  the  added  comfort  to  the  patient, 
during  the  weary  days  of  convalescence,  of  the  fragrance  of  Nature's  most 
beautiful  products  in  the  form  of  Roses,  Carnations,  and  other  cut  flowers  ? 

May  I  ask  Physicians  to  note  that  /  malie  a  specially  of  cul  flowers  of 
almost  any  kind. 

Particular  attention  is  called  to  my  three-year-old  Rose  Plants,  ready 
for  planting,  and  which  I  will  deliver  at  $1.50  per  dozen.  They  are 
Hybrid  Teas,  and  will  bloom  all  summer  long. 

Special  prices  quoted  to  Hospitals  and  Doctors 


W.  J.  Lawrence 


152  Rosela^vn  Avenue 


Toronto 


Phone  North  2221 


Hospital  Superintendents 

should  remember  that 

"Banner  Brand'' 

Jams  and  Jellies 


are  ABSOLUTELY  PURE  and  made 
ONLY  FROM  FRESH  FRUIT  and 
FINEST  GRANULATED  SUGAR. 
"  BANNER  BRAND  "  Marmalade  is 
made  from  the  finest,  ripe  Seville 
Oranges. 

All  "  BANNER  BRAND  "  Goods  are 
wholesome  and  specially  suitable  for 
convalescing  patients. 

We  Will  Welcome  Hospital  Orders 

LINDNERS   LIMITED 

340  Dufferin  Street 
Phone  Park-  2985  TORONTO 


Metal  Tags  Stay  On -Mark  Suits, 
Uniforms,  Etc.,  Permanently 


Taes  simply  cannot  come  off. 

DAVIS  METAL  TAGS  I 

are  all  brass  —  Quicklr  attached, 
simple,  efficient,  everlasting. 
Numbered  Taes;— 100.65c  :500, $3.00; 
1000,  $5.50  :  5000  or  more  $5.00  per  M  :  I 
1^10,000  or  more  $4.50  per  IVl.  Plain  tags 
,  5c  per  hundred  less  than  numbered  | 

tatrs. 
^liCail  your  order  or  rsrlte  for  catalog, 
THE  KEYES-DAVIS  CO.,  Inc. 
16  Hanover  St.  Battle  Creak,  M leh. 
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INGRAM 
BELL, 

LIMITED 
TORONTO 

HOSPITAL  SUNDRIES 

Can  be  furnished  at  once  from  our  complete  slock 
of  both  domestic  and  imported  goods. 

Our  Rubber  Gloves  are  made  from  finest  stock  of 
Para  Rubber  of  special  weight — smooth  or  pebbled 
— refer  page  38  our  new  Sundry  Catalogue. 

Our  Maroon  Rubber  Sheeting  has  been  tested 
from  coast  to  coast  and  proven  as  to  its  efficiency — 
see  page  38  our  New  Sundry  Catalogue. 


Enameled  Ware 
Glaii  Ware 
Rubber  Goodt 
Sur;eoni'  Glovei 
Thermometeri 
Surgical  Dre»in;> 
Miicellaneoui 

Suppliei 

Check  the  item  in 
which  you  are  in- 
terested. Mail  this 
advertisement  to  us 
and  we  will  promptly 
submit  samples  and 
prices. 


Don't  fail  to  get 
our  prices  on  all 
Hospital  Supplies. 


If  you  have  not  received 
our  new^  Sundry  Catalogue, 
please  advise  us. 


A  Special 
Si'Hospital 
'     Bed  Spring 

We  are  now  manufacturinji  a 
bed  spring  that  is  especially 
adapted  to  hospital  work,  where 
comfort  and  durability  are  re- 
quired. 

This  special  bed  spring  is  the  most 
comfortable  on  the  market  and  will  out- 
wear a  dozen  woven  wire  bed  springs. 
Our  special  treatment  of  the  springs 
absolutely  prevents  sagging. 

KL'LL  INFORMATION  ON  REQUEST 


PHYSICIANS 


SHOULD  REMEMBER  THAT 

I  make  a  Specialty  of 

Catering  to 
The  Medical  Profession 

I  have  every  facility  for  furnishing 
Medical  Dinners,  large  and  small, 
and  guarantee  absolute  First-class 
Service  in  every  respect. 

I  also  contract  for  Receptions, 
Banquets,  Weddings  and  At 
Homes. 

Terms   Moderate— ConsisUni  with  Quality) 

WILLIAM  PRESTWICH 

646   YONGE   ST.  TORONTO 

Telaphone   N.   1706 
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HOSPITALS,  ATTENTION ! 

As  a  proof  that  we  do  the  best  of 

Terazzo  and  Mosaic  Work 

Permit  us  to  say  that  we  have  recently  laid   our  floors  in 
THE  OBSTETRIC  BUILDING  (New  Toronto  General  Hospital) 

and 

THE  HOSPITAL  FOR  SICK  CHILDREN,  Toronto 

We  guarantee  all  of  our  floors  to  be  the  best.     They  will  not  crack.     They 
last  indefinitely. 

We  do  also   Tiling,   and  are   prepared    at    all    times    to    submit    tenders 
for    anything    in    our    line. 

Venetian  Marble  Mosaic  Co. 

Manager,  A.  PEDROM 


Nothing   could    be    more 

suitable 

for  Use  in  Hospitals 

than 

Diamond 
Cleanser 

It  is  not  only  a  cleanser,  but  a  disin- 
fectant and  particularly  adapted  for 
scouring  Pantry  Sinks,  Urinals,  Bed- 
pans, etc. 

Diamond  Cleanser  is  entirely  free  from 
alkalies  and  acids,  and  will  neither 
harm  the  skin  nor  injure  the  substance 
to  be  cleaned. 

Hospital  Purchasing  Agents  cannot  do 
better  than  adopt  such  a  preparation. 
Write  for  prices  in  large  lots. 

STEPHENS,  WELCH  &  CO. 
7  Ossington  Av.      Toronto 


Physicians  desirous  of  procuring 

A  Professional  Sign 

should  bear  in  mind  that 

J.  E.  RICHARDSON  &  CO. 

147  CHURCH   ST.       -         -       TORONTO 
are  HEADQUARTERS  for  Signs  of  every  des- 
cription, including  BRASS  PLATES,  EMBOSSED 
GLASS.  BRILLIANT  LETTERS,  etc. 
Give  tliem  a  call.  Pfione  Main  7363. 


SAL  HEPATICA 

The  Ideal 

Saline 

Eliminant 

In 

Rheumatic 

Conditions 

Bristol' Myers  Co. 
New  York 
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ROLLING 
RECLINI  NG 

AND  CARRYING 


CM^IM! 


write    for 
Grade^C'Catauocue 
containing 

FULL  LINE 


T0«^^"'^ 


GENDRONMFG.CO.    CanSla 


LlMITELD 


JUNE2S-I2 


There  is  no  cleansine  preparation  better  suited  for 
use  in  an  institution  than 

IMPERIAL  CLEANER 

Itjis  ideal  for  use  in  the  Pantry,  the  Hospital  Ward, 
the  Operating  Theatre,  in  fact  anywhere  in  the  build- 
ing. IMPERIAL  CLEANER  will  quickly  and  effec- 
tively cleanse  pus  basins,  operating  tables,  painted 
walls,  woodwork,  baseboards  and  furniture.  Order  it 
and  you  will  not  be  disappointed. 

The  Standard  Cleaning  Products  Ltd. 


Sole   Manufacturers 


Cor.  August  &  Bailie  Sts. 


HAMILTON.  ONT. 


VENTILATION 


WE  SPECIALIZE  IN  THE  DESIGN  AND  IN- 
STALLATION OF  EFFICIENT  VENTILATING 
SYSTEMS. 

OUR  ENGINEERING  DEPT.  WITH  40 
YEARS'  SUCCESSFUL  EXPERIENCE  BEHIND 
THEM  IS  AT  YOUR  SERVICE.  WE  WILL 
BE  GLAD  TO  SUBMIT  PLANS  FOR 
TAKING    CARE    OF    YOUR  PROBLEM. 

JOHN  T.  WILSON  LIMITED  -    TORONTO 

ESTABLISHED  1870 
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Mr.  Hospital  Superintendent! 

For  the  sake  of  the  many  patients  under 
your  care,  don't  you  think  that  it  will  pay 
you  to  examine  into  the  merits  of 

The 

Kellaric  Mattress 

This  mattress  is  particularly  well  adapted  for  use  by  the  sick 

BECAUSE: 

A.  It  is  Built  on  Scientific  Principles. 

B.  Of  its  unusual  Resiliency. 

C.  It  does  not  become  Lumpy. 

The  KELLARIC  Mattress  is  made  up  of  clean,  elastic 
sheets  of  cotton,  built  layer  after  layer  to  a  height  of 
TWO  AND  A  HALF  FEET,  and  afterwards  com- 
pressed to  a  thickness  of  FIVE  INCHES. 

Every  KELLARIC  Mattress  has  a  laced  opening  at  the 
end,  proving  that  the  manufacturers  are  not  ashamed 
of  the  character  or  quality  of  the  material  used  inside. 

We  also  manufacture  a  special  mattress  that  is  IDEAL 
FOR  USE  IN  HOSPITALS,  SANITORIA,  ASY- 
LUMS, ETC.  It  has  handles  down  either  side,  so 
that  in  case  of  any  emergency  the  patient  can  at  once 
be  lifted  from  the  bed  to  a  place  of  safety.  We  would 
call  special  attention  to  this  mattress  for  large  insti- 
tutions. 

Write  Us  for  Quotations 

THE  McKELLAR  BEDDING  CO.,  LIMITED 

FORT   WILLIAM,  ONT. 

THE  BERLIN  BEDDING  CO.,  LIMITED 

31-33  Front  Street  E.,  TORONTO,  ONT.. 
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^NHONOr 

UNNS 

JPOO  PRODUCT^ 

THIS   INSIGNIA 

Indicates  the  highest 
point  of  perfection 
procurable  in  Govern- 
ment Inspected  Pack- 
ing House  Products. 

Gunns  Limited 

WEST  TORONTO 


BOSTON 

PENCIL  POINTER 

Quality  has  not  been  sacrificed  in  pro- 
ducing this  model  at  this  price.  The 
enormous  quantity  makes  this  price 
possible. 

TWIN   MILLING  CUTTERS 


Price  $3.50  Prepaid 

Just  the  very  thing  for  Hospitals,  etc. 


Fires  in  Hospitals  Should  be  Impossible 

IN  view  of  certain  recent  conflagrations  in  one  or  two  Public  Institutions 
in  Ontario,  it  is  important  that  Hospital  Siiperintendenls  should  know 
that  such  occurrences  can  be  prevented — for  instance,  the  use  of 

Fire -Proof  Doors 

has  been  proven  to  be  the  means  of  preventing  small  fires  from  spreading 
and  saving  many  lives  that  would  otherwise  be  snuffed  out. 

If  hospital  authorities  want  doors  that  will  stand  as  a  wall  against  the 
most  intense  heat 

Specify  Lion  Standard  Fire  Doors 

They  are  regularly  inspected  and  labelled  under  the  supervision  of  The 
Underwriters'  Laboratories  Inc.,  and  equipped  with  approved  hardware 
accepted  by  Underwriters. 

DOUGLAS   BROS.,  Limited 


TORONTO 


MONTREAL 
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Essentially  a 
Doctor's  Car 


TT/ie  particular 
attention  of  the 
Medical 
Profession 
is  called  to 


THE   CHANDLER   CABRIOLET 

As  will  be  seen  from  the  illustration,  this  car  is  closed,  but  immediately  convertible 
into  an  attractive  roadster.  What  could  be  better  for  a  Physician  ?  The  Chandler 
Cabriolet  is  in  a  class  by  itself,  the  motor  being  the  marvelous  six  cylinder,  giving 
unbounded  flexibility  and  "power  to  burn."  It  has  electric  lighting  and  starter  (being 
equipped  with  a  Gray  &  Davis  system  throughout),  a  Rayfield  double  jet  carbure- 
tor, pressure  feed  gasoline  system,  high  tension  Bosch  magneto,  centrifugal  pump 
cooling  system,  Mercedes  type  honeycomb  radiator,  etc.,  etc.,  in  fact  everything  to 
make  the  Chandler  Cabriolet  an  ideal  car  for  the  man  who  wants  one  that  is  up  to  date 
in  every  particular  and  that  will  stand  the  road  .365  days  a  year. 
77ii»  car  can  be  bought  complete  for  $21 50  from 
THE    BRINTNELL   MOTOR    CAR    LTD.,  419  Queen  St.  West,  Toronto 


The  Medical  Profession 
should  remember  that 

R.  A.  HULL 

4    Yorkville    Avenue 
Phone  N.  6639  Toronto 

makes  a  specialty  of 

Orthopedic 
Shoes 


of  every  kind.  Shoes  made  for  any 
deformity.  Nothing  but  the  best 
of  material  used.    Orders  solicited. 


FOR   THE  SICK   ROOM 

Physicians  will  find 


SAFETY   FIRST    AMMONIA 

the  most  effective  disinfectant  on  the  market, 
ll  is  absolutely  bactericidal  in  action  and 
cleanses,  belter  than  anything  else,  pantry 
sinks,  urinals  and  pus  basins,  leaving  them 
clean,  sweet  and  aseptic.  SAFETY  FIJIST 
AMMONIA  Is  58%  strong,  A  little  in  a 
saucer,  moistened  with  water  and  placed  in 
the  Hospital  Ward,  will  quickly  render  the 
air  pleasing  to  the  patients. 
SAFETY  FIRST  CHLORIDE  OF  LIME  is  also 
a  most  satisfactory  deodorizer,  and  is  ideal 
for  use  in,  say,  a  Hospital  basement  or 
household  cellar  where  there  is  the  slightest 
suspicion  of  defective  drains. 
Special  prices,  in  quantities,  to  Hospitals. 
Asylums,  etc. 

These  products,  once  tried,  will  be  used 
to  the  exclusion  of  all  other  competing 
preparations.  We  supply  the  Department  of 
Public  Works  Dominion  Government  with 
SAFETY  FIRST. 

oliir^y  The  T.  J.  QUINN  CO. 

288  Queen  Street  West,  Toronto 
Tel.  Ad.  1509 
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Get  Full  Power  Out  of  Your  Motor 

This  is  where  piston  rines  count.  Whatever  your  cneine  may  be,  however  good  the  carburetor  system  or  the 
Erade  of  fuel — if  the  piston  rines  are  faulty  in  any  way  there's  direct  power  loss. 

Power  depends  on  piston  rints,  for  the  power  impulse  is  measured  by  the  compression,  and  compression  is 
Koverned  by  the  way  in  which  the  piston' rincs  perform  their  function.  This  is  to  prevent  any  escape  of  gas 
from  the  combustion  chamber  of  the  cylinder,  and  it  can  only  be  effectively  done  when  the  adjustment  of  the 
piston  rinss  is  perfect.  To  obtain  this  service  requires  the  use  of 


M.ide  by  McQuay-Norris  Mfg.  Co. 


Because  in  their  design  and  construction  the  special  quality  of  sas-tiehtness  under  all  service  conditions  is 
most  fully  obtained. 

SEND  FOR  FREE  BOOK— "To  Have  and  to  Hold  Power. 'Mt  explains  the  theory  and  function  of 
piston  rings  and  shows  why  you  should  equip  your  engine  with   V££iM^oo^  RINGS. 

•*ASK  THE  USER" 


In  use  on  over  300,000 
Motors 

Manufactured  for   the  Canadian       _^  _ 

Trade  by  PiSTON  KINGS 

W.  H.   BANFIELD  &  SONS,  No.   120  Adelaide  St.  West,  Toronto 


Sold  by  all  up-to-date  dealers, 
repair  shops  and  Karases. 

Avoid  imitations  and 

substitutions 


Burial  Vaults  of  Cast  Stone 

•I  An  Inexpensive  and  Sani- 
tary Necessity. 

^  These  vaults  being  her- 
metically sealed,  impervious 
to  air  and  moisture,  and  un- 
affected by  chemical  actions 
are  indestructible  and  per- 
fe'ctly  sanitary. 

^  The  surrounding  soil  and 
water    are    not    polluted    or 

infected  eind   dangers   of   disease  from   this  source   are,  by  the  use  of  these 

vaults,  wholly  avoided. 

^   We  manufacture  these  vaults  at  prices  within  the  means  of  all,  and  have 
always  a  large  supply  on  hand. 

The  Toronto  Cast  Stone  Works 

Yonge  and  St.  Clair  Avenue,  Toronto 


When   wrltine  advertisers,    please  mention   The   Hospital    World. 


While  it  is  true  that  a  most  grati- 
fying reception  is  being  given 
all  over  the  civilized  world  to 


"  The  hood  that  Builds  Bonnie  Babies" 

as  an  infant  food  of  the  highest  possible  quahty, 
its  wonderful  qualities  as  a  restorative  of  great 
merit  in  convalescence  after  operations  should 
not  be  overlooked. 

Its  positive  steriHty,  and  the  ease  with  which  it 
may  be  digested  by  the  youngest  infant,  and  its 
absolute  freedom  from  all  adulterants,  are  also 
its  claims  to  recognition  as  a  valuable  adjunct  in 
the  successful  building  up  of  impaired  and  weak 
digestions  and  as  a  promoter  of  that  restful  and 
health-bringing  sleep  which  follows  the  complete 
assimilation  of  a  light  and  highly  nutritive  diet. 
As  such  we  commend  it  to  the  favorable  notice 
of  both  Doctor  and  Nurse. 

Glaxo  is  manufactured  in  New  Zealand, 
the  finest  dairying  country  in  the  world, 
and  is  composed  entirely  of  the  solids  of 
the  finest  tested  milk  and  cream. 

Nothing  more  is  necessary  —  Nothing 
more  is  added ! 

Free  samples  on  request  to 

Canadian  Office  : 
418   DOMINION    BANK    BLDG.,   TORONTO 


GARBAGE    INCINERATORS 

of  the  "HEENAN"  Type 

For  use  in  hospitals 

economical- 
No  fuel  required  but  the  refuse  itself. 

SANITARY— 

Garbage,  etc.,  burned  at  a  high  temperature,  emitting  no 
odours  or  nuisance  of  any  kind. 

Sample  imtallation  in  the  new  Toronto  General  Hospital. 

Write  for  descriptive  literature  to 

Heenan  &  Froude  of  Canada,  Ltd. 

LAURIE   &    LAMB,   Managers 

211  Board  of  Trade  -  -  -  MONTREAL 


PHILLIPS'  MILK  OF  MAGNESIA 

"  The  Perfect  Antacid  " 

For    Correcting    Hyperacid    Conditiona — Local    or    Systemic.       Vehicle    for    Salicylates. 

Iodides,  Balsams.  Etc. 
Of  Advantage  in  Neutralizing  the  Acid  of  Cows"  Milk  for  Infant  and  Invalid  Feeding. 


Phillips'  Phospho-Muriate 
of  Quinine  compound 

Non- Alcoholic   Tonic  and  Reconstructive 

With  Marked  Beneficial   Action   upon   the  Nervous  System.      To   be  relied   upon  where 
a   deficiency   of  the   Phosphates   is  evident. 

THE  CHAS.  H.  PHILLIPS  CHEMICAL  CO. 

LONDON     •     NEW  YORK 

Canadian    Representatives  :    The   Wingate    Chemical   Co.,  Ltd.,    545    Notre    Dame    W., 
Montreal,  who  will  be  pleased  to  send  samples  upon  request. 
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SVRURUS 

HVPORHOSRHITUM 

FEUUOWS 

One  of  the  most  efficient,  most  complete,  and 
best  all-round  Tonics  in  the  Materia  Medica! 


FOR  FOUR  AND  A  HALF  DECADES  ITS  REPUTATION 
HAS  BEEN  CONSTANTLY  INCREASING! 


Reject 


< 


Cheap  and  Inefficient  Substitutes 
Preparations   "Just  as   Good" 


Entered  according  to  Act   of  the   Parliament   of  Canada,  in  tht  voai  one   thousand  nine  hundred  and  twslr* 
by  the  Publishers  at  the  Department  of  Asriculture      All  rights  reserved. 

ItfDIS-K    TO    ASTERTISEBS,   Faffe   ZVX. 


LISTERINE 

A  safe,  non-poisonous,  unirritati  ig  antiseptic  solution 

LISTERINE  emboiiies  a  twii-fold  antiseptic  eflfett,  in  that  after  the  evaporation  of  its 
volatile  constituents — thyme,  eucalyptus,. mentha.  f^'aultheria  and  ethyl  alco- 
hol— a  film  of  boracic  anil  benzoic  aciils  remains  upon  the  surface  to  which 
Listerine   has   been    applied,  atTordinsj  inore  prolonged  antiseptic  protection. 

LISTERINE  is  a  trustworthy  surgical  dressing  ;  it  has  no  injurious  effect  upon  the  tissues  in 
which  the  healing  process  is  going  on. 

LISTERINE  in  proper  dilution  is  useful  in  the  treatment  of  abnormal  conditions  of  the 
mucosa  and  forms  a  suitable  wash,  gargle  or  douche  in  catarrhal  conditions  of 
the  nose  and  thr,  at. 

LISTERI.ME  in  tcaspoonful  doses  will  often  aflord  relief  in  fermentative  dyspepsia  and  is 
largely  prescTibed,  with  e-icellent  results,  in  the  various  forms  of  diarrhoea 
occurring  in  infants  and  adults. 

LISTER  I NE  literature,  including  special  pamphlets  upon  Disorders  o/  Digestion  and 
Respiraior^    Diseases,    may     be     hati,     by    physicians.     u]ion     application     to 

LAMBERT   PHARMACAL   COMPANY 
2101   Locust  Street  St.  Louis,  Mo. 


MHARKRKIISW. 


Walk-Over  Shoes 

Correct  Foot  Troubles  in  a 
Natural,  Comfortable  Way 

THK   WALK-OVER    BOOT  SHOI'   makes  a  specialty 
of  fitting  shoes  to  deformed  or  abnormal  feet.  A  wide  range 
of  over   twenty  lasts  and  at  least  112  sizes  in  e.ich  last 
makes  it  possible  for  us  to  fit  almost   any   foot,  even   though 
badly  deforined,  with  a  stylish  and  comfortable  shoe. 

The  doctor  in  charge  of  our  Orthopedic  Depart- 
ment is  expert  in  the  fitting  of  arch  supports, 
made-to-order  shoes,  etc.,  and  gladly  gives  free 
consultation  and  advice. 

Self-measuring  KOOTOCiRAPH  charts  will  be 
mailed  to  out-of-town  customers  who  do  not  tint!  it 
convenient  to  visit  the  store.  Full  directions  with 
each  chart. 

WALK-OVER 
BOOT  SHOP 

290  YONGE  STREET     -      TORONTO 

Also  at  521  .St.  Catherine  St.,  Montreal 
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Ether  for  Anaesthesia 

HARTZ 

AN  ETHER  SPECIALLY  PREPARED 
AND  PURIFIED  FOR  ANAESTHESIA 

By  a  new  process  invented  by 
PROF.  G.  MICHAELIS 

This  new  process  enables  us  to  place  with  the 
Profession  an  Ether  far  superior  to  any  Ether  hereto- 
fore sold.  By  it,  impurities,  which  have  up  to  the 
present  been  found  in  small  quantities  in  the  best 
ethers,  have  been  entirely  eliminated. 

A  SIMPLE  TEST  MAY  BE  APPLIED  TO 
PROVE  THE  SUPERIORITY  OF  OUR  ETHER 

If  10-CC  of  our  Ether  be  shaken  with  1-CC  of  Nessler's 
reagent,  the  reagent  will  not  show  more  than  a  faint 
opalescence  ;  while  if  the  same  test  is  applied  to  other 
ethers  the  reagent  will  at  once  turn  dark,  due  to  the 
impurities  which  they  contain. 

We  Guarantee  the  Quality  of  Our  Ether 
and  Solicit   Your   Trial  Order 

SPECIAL  HOSPITAL  PRICES  FOR  QUANTITY 

THE  J.  F.  HARTZ  CO.,  LTD. 

Physicians'  and  Hospital  Supplies 

TORONTO  CANADA 

When   writing   advertisers,    please   mention   The   Hospital   World. 
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Hospital  Superintendents 

should  instruct  their  Nurses  and  Domestics  to  use 

GILLETT'S  LYE 

for  disinfecting  sinks,  closets  and  drains.  It  is  also  ideal  for  the 
cleansing  of  urinals  and  bed  pans — in  fact  any  vessel  that  requires 
disinfecting.  Gilletfs  Lye  should  always  be  used  for  scrubbing 
hospital  bath  tubs  and  operating  room  floors. 

For  cleansing  and  disinfecting.dissolve  one  teaspoonful  of  Gilletfs 
Lye  in  two  gallons  of  water. 


BEWARE  OF  IMITATIONS 


E.  W.  Gillett  Co.  Ltd. 


TORONTO,  ONT. 


Winnipeg 


Montreal 


Stork  Hospital  Sheeting 

ABSOLUTELY  WATERPROOF 
BUT  NOT  RUBBER 


It  embodies  all  of  the  good  features  of  rubber  and  is  absolutely  free  from 
the  bad.  Rubber  has  its  disadvantages,  hcmfx  heavy  as  well  as  drawing  and 
irritating  the  body.-  It  is  cold  and  clammy,  deteriorates  with  age  ;  is  hard, 
stiff  and  difficult  to  handle.  StOrk  Sheeting  is  free  from  all  these 
disagreeable  features.  It  is  white,  soft,  light,  pliable,  durable,  odorless  and 
aseptic.  It  bends  readily  and  can  be  sewed  or  worked  as  easily  as  any  sheeting. 
It  can  be  easily  cleansed  and  stands  hot  water  ;  in  short  it  is  far  superior  to 
any  other  waterproof  fabric  on  the  market  and  is  the  only  satisfactory 
sheeting  to  use  where  a  waterproof  sheeting  is  required. 

Lightweight,  36  inch,  $1.25  yard  ;  Heavyweight,  36  inch,  $1.40. 
If  your  dealer  does  not  sell  it,  send  to 

FLETT-LOWNDES  &  CO.,  Limited 

TORONTO 


When   writinK   adverttserH,    please   mention   The   Hospital   World, 
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OPERATING    GOWNS 
PATIENTS'  GOWNS 
SLEEPING   SUITS 
DOCTORS'  DUCK  SUITS 
ORDERLY  UNIFORMS 

We  are  Specialists  in  Hospiial  Linen 
Requirements,  and  have  equipped  the 
Leading  Hospitals  in  Canada. 

LET  US  RELIEVE  YOU  OF 
YOUR   LINEN  WORRIES! 


The  Miller  Mfg.Co.  Limited 

44-46  YORK  ST.  (Near  Front) 
TORONTO  •    -        -       ONT. 


The  very  thing  for  Hospitals 

The  special  attention  of  Hospital 
Superntendents  is  called  to  the 

ROUSSEL  WIND  AND  DUST 
PROOF  REVOLVING  WINDOW 

Nothing  could  be  more  suitable  for 
an     Institution,    as     this     window 

1 .  Guarantees  the  freest  ventilation. 

2.  Is  absolutely  dust  and  wind  proof. 

3.  Gives  the  most  perfect  safety  to  the 
window  cleaner,  preventing  injury  and 
possible  death. 

4.  Is  a  great  money  saver  in  fuel. 

5.  Can  be  installed  in  old  or  new,  wood 
or  metal  frames. 

These  points  should  not  be  overlooked  by  a 
Hospital  Superintendent  in  putting  up  a  new 
building  or  wing. 

Full  information  from 

T.  J.  ROUSSEL  &  SON 

78  Nightingale  St.  Hamilton.  Ont. 


When  writine  advertisers,    please   mention   The   Hospital    World. 
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Dumb  Waiters 


Roelofson  self -restraining 
Dumb  }\aiters  are  fast 
replacing  the  old  styles. 


They  are  so  constructed  that 
they  will  hold  the  car  station- 
ary at  any  point  desired  with- 
out the  use  of  hrake  or  rope 
clamp. 

We  will  furnish  drawings  and 
estimates  of  cost  for  special 
machines  to  be  used  as  wall 
hoists,  freight  or  invalid  ele-  , 
vators. 


ill  Roelofson  Elevator  Works 


GALT,  ONT. 


Ideal  Illumination  for  a  Hospital 

If  there  is  a  building  that  should  have  as  nearly  as  possible  a 
perfect  system  .of  lighting,  it  is  a  hospital  or  sanatorium.  How 
often  it  occurs  that  a  surgeon,  in  operating  after  dark,  is  con- 
fused by  the  unsatisfactory  lighting  in  the  operating  theatre, 
and  medical  practitioners  know  well  of  most  distressing  cases 
of  eyestrain  due  to  defective  illumination.  The  James  Devon- 
shire, Limited,  166  Bay  Street,  Toronto,  are  Canadian  agents 
for  the  Alexalite  System  of  Lighting,  which  is  ideal  for  use 
where  the  human  eyesight  is  to  be  preserved  from  not  only 
fatigue,  but  permanent  injury  as  well,  and  also  where  every- 
thing should  be  distinguished  in  its  true  relationship  as  in  an 
operating  room.  This  can  be  only  done  by  removing  all  spots 
of  light  from  the  normal  range  of  vision,  thus  effectually  screen- 
ing the  eye  from  the  actual  source  of  light.  This  is  accom- 
plished by  the  Alexalite  system,  which  illuminates  the  object 
seen  with  an  even  intensity  of  light  at  all  points,  causing  a  feel- 
ing of  restfulness  and  preventing  any  struggle  on  the  part  of 
the  human  eye  to  avoid  a  glare.  As  is  well  known,  the  best 
daylight  is  on  a  bright  day  with  the  sun  obscured  by  a  cloud, 
showing  tlie  value  of  indirect  light.  This  is  aflForded  only  by 
the  Alexalite  system.  It  is  for  these  reasons  that  hospital 
authorities  and  physicians  should  investigate  this  system  first. 
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The  "Tarbox" 
Dry-Dusting  Mop 


H' 


"  You  Canna  Beat  It." 

[OSPITAL  Superintendents  and  Nurses  know 

what  a  problem  they  have  in  keeping  floors 

as  they  should  be  kept.     There  is  no  department 

of  Hospital  Executive  that  is  so  important  or  worthy  of  such  care, 

and  how  frequently  is  an  institution  judged  from  the  appearance 

and  cleanliness  of  its  floors. 


Dry-Du3tinj(  Floor 
Polisher 

This  style  is  specially 
adapted  (or  larger  spaces. 
Auditoriums,  Halls,  etc. 
No.  1.  10  in.  Head.  $1.50 
No.  2.  14  in.  Head.  $2.00 
54  in.  Handles 


NOT  a  day  passes  that 
thousands  of  hardwood 
floors  are  not  ruined  by  the 
use  of  Dusting  Mops  satu- 
rated with  non-drying  oils, 
which  injure'the  wax  finish, 
making  the  floor  the  lodg- 
ing place  of  dirt  and  germs. 
Tarboit'  Chemically-Treated 
Dry-Dustinp  Mops  eliminate  the 
dusting  problem,  leave  a  hard, 
dry  polish  that  is  neither 
slippery  nor  sticky. 


Triangular   Shape.  .$1.25 


t-Cloth 


A  fine,  silky  fabric 
25c,    35c.    45c. 


The  Tarbox  Dry-Dusting  Cloths 

and   Handle   Dusters   act  as  a 

germicide  and  dust  absorbent  wherever  used. 

The  chemical  treated  goods,  remember, 
leave  a  dry  polished  surface  quite  unlike  oil 
devices.  Do  not  overlook  the  distinction 
between  a  Dry  Duster  and  Dry-Dusting,  the 
Chemically  Treated  Product  produce  their 
own  dampness  by  absorption  from  the 
atmosphere  just  sufficient  to  gather  the  dust — 
do  not  flit  it  about  as  Dry  Dusters  do  or 
smear  like  oil. 

What,  therefore,  could  be  more  suit- 
able for  use  in  an    institution  than 
Tarbox  Dry-Dusting  Mops  and  Dusters  ? 
Send  for  our  Booklet  and  learn  all  about  them. 
Special  prices  on  Institutional  quantities. 


TARBOX   BROS. 

TORONTO  -  -  -  CANADA 


When  writing  advertisers,   please  mention  The  Hospital  "World. 
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Another  Pattern  particularly 
suitable  for  Hospital  Purposes 

This   illustration   is   of   the  Tipped    Pattern    even  probibly   more 

popular  than  the  Pattern  illustrated  in  our  previous  advertisement. 

IF  MADE  IN  EITHER  OUR  CELEBRATED 

^ra  SXR  (Sectional  Remforced) 

W  or 

1881@  ROGERS  @A1  Brands 
The  Quality  is  absolutely  guaranteed. 


CANADIAN  WM.  A.  ROGERS  LIMITED 

Factories  and  Sales  Rooms  :  WEST   KING   ST.,  TORONTO 
Branch  Sales  Rooms:    HAMMOND  BUILDING,  ALBERT  ST.,  WINNIPEG,  MAN. 


PANOMALT  EXTRACT 

An    actively    enzymlc    malt    extract    for    Therapeutic     purposes    and 


Haltal 


ose 


-PURE    MALT  SYRUP- 

A  delicious  confection  with  the  wholesomeness  of  malt. 
These  products  contain   no   glucose,   cane    sugar,    corn    syrup,    or 
adulterants  of  any  kind. 

They  are  MADE  IN  CANADA   and    GUARANTEED   PURE    BY 

Malt  Products  Company  of  Canada,  Limited 

448-449  CONFEDERATION   LIFE  BUILDING,  TORONTO 


When   writing  advertisers,    please   mention   The   Hospital   World. 
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Attention  of  Canadian  Hospitals 


We  are 
manufactur- 
ers of  Metal 

Hospital 

Furniture 

of  all  kinds. 

Wheel 
Apparatuses 

Cabinets 
Screens,  etc. 


No  matter 
how  small 
your  re- 
quirements, 
let  us  have  a 
chance  to 
give  you  a 
price. 


CANADA  FIRST 


THE  METAL  CRAFT  CO. 

GRIMSBY,  ONTARIO,  CANADA 


J.  C.  Vancamp 

30  BloorSt.  West,  Toronto 

FUNERAL  DIRECTOR 
AND  EMBALMER 


Motor  equipment  if  desired. 
PHONE   NORTH   702 


0 


THt  MODLRN 


5AFETYPIN 

Will  not 

Pull  O'J^ 
in  use 


STiFr 
55TR0NG 


i^-'^COILLESS 

THE  ONLY 
SAEETY  PIN  MADE 
•  CANNOT  CATCH  IN  THt  FABRIC 

JUOSON  cm  ca  HrcffS  mttmttnxm. 
i  Auul  to  I0irr«nklinSLM.Y.O0r'brr«tc  ^mplu. 


Crib 
Play  Pen. 


instantly 
to  carry 
anywhere 


Mr.  Hospital  Superintendent,  it  is  hardly 
possible  for  you  to  realize  the  amount  oi 
time  and  labor  on  the  papt  of  your  nurses 
that  would  be  saved  if  you  were  to  adopt 
in  your  wards 

THE   KIDDIE-KOOP 

It  is  an  ideal  BASSINETTE.  SAFETY  CRIB. 

PLAY-PEN  ana  CARETAKER  cUvcrly  com- 
bined in  one  article.  The  frame  i»  white  enam- 
elled wood.  w^Jth  sides  oi  siWcr-fiairfhed.'  "rust- 
proof wire  screening,  malting  it  absolutely  fly 
and  mosquito  proof.  It  weighs  35  lbs.  complete, 
and  folds  in  a  second  s  time  to  a  width  of  7  inches. 
Avith  spring,  mattress  and  bedding  all  folded  to- 
gether. It  remains  stationary  wherever  placed, 
due  to  the  swivel  fork  wheels,  an  exclusive  feature 
in  the  K.K.  The  Kiddie-Koop  has  been  adopted 
in  many  American  Hospitals,  and  should  be  in 
every  Children  n  Hospital  in  Canada. 
Made  only  by 

LEA  -  TRIMBLE   MANUFG.    CO. 
320  Dominion  Bank  Bldg.,  Toronto 

^\^rite  for  particulars  of  our  trial  order 
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DOCTORS  AND  NURSES  KNOW 

how   important    it   is   to   keep    the    temperature    of 

The  Sick  Room  equable  and  free  from  draft. 

This  is  .tpecially  the  case  at    this  season  of  the 

year.     The  attention  of  The  Medical  Profession  is 

called  to 

IDEAL 

,xiiM  UlliU 

WbAlnLK       1 

STRIP         ! 

for  this  purpose. 

1 

f 

It  can  be  equip- 

1 

] 

ped  to  any  door.          F 

new   or   old.   and           ^ 

i 

absolutely     stops 

1 

all  draft.    It  will           i 

'  ■ 

1 

'    , 

save    coal     and 

^  -^:^"  -  --. 

make  a  room  that 

^//Ern 

has  always   been           i 

uncomfortable 

the  acme  of  pleas- 

i/'  ^ 

ure.      Physicians 

'r-..^ 

will  consult  their 

'R 1 

own     and     their 

i,R 

patients      inter- 

''*^ 

ests     by     recom- 

^*=*J 

mending   the    use 

of   IDEAL                 ' 

a             ^^^Sss=^ 

WEATHER          JUl                   ^'^^l 

A 

Address 

The  Ideal  Weather  Strip  Co. 

103  Eaton  Avenue                              Toronto 

Pnysicians    should     always    remember 
that  by  the  use  of 

THE  DELANEY  DUSTLESS  AND 
FIREPROOF  SIFTER 

all  further  trouble  from  dust  in  the  house- 
hold is  eliminated,  no  more  Bronchial 
Coughs  from  dust  in  the  sleeping  rooms  as 
the  atmosphere  of  the  house  is  sweet  and 
clean.  The  publishers  of  this  Journal  re- 
commend the  adoption  of  The  Delaney 
Dustless  Sifter  as  a  sanitary  measure. 

W.  H.  DELANEY 
89  West  Marion  St.         -        -         Toronto 

Phone  Park  4992. 


The  Mudlavia   Treatment 

Is  recommended  for  the  relief  of 

Chronic    Rheumatism,  Gout, 
Arthritis     Deormans     and     Neuritis 

Dr.  Georee  F.  Butler,  our  Medical  Director,  invites 
the  co-operation  and  confidence  of  the  family  physician 
who  sends  patients  to  Mudlavia.  The  dietetic  depart- 
ment is  in  charee  of  one  of  the  most  skilled  dietitians 
in  the  United  States. 

Send  for  the  "Mudlavia  Blue  Book  for  Physicians." 
For  rates  and  other  information  address 

R.  B.  KRAMER 
General  Manager  Mudlavia    -     -    KRAMER,  IND. 

Our  Railroad  Station  is  Attica,  Ind. 


PREVENT    FIRES 
IN   HOSPITALS 


HOSPITAL  AUTHORITIES  SHOULD  NOTK  that 

GEORGE    M.    BRYAN 

522  &  524  YONGE  STREET 

TORONTO    (Phone  North  3765) 

makes  a  specialty  of  the  following  FIRE- 
PROOF equipment: 

METAL  WINDOWS  AND  CASINGS  .  . 
METAL  DOORS  AND  TRIM  .... 
AUTOMATIC  FIRE  DOORS  .... 
FIRE-PROOF  SKYLIGHTS,  With  Wire  Glass 

EVERY  HOSPITAL  SHOULD  BE  SO  EQUIPPED 
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-JUST  A  REMINDER- 


PLATT'S  CHLORIDES,  the  Odorless 
Disinfectant,  has  received  the  approval  of 
the  medical  profession  for  over  a  third  of  a 
century,  as  a  disinfectant  in  the  sick-room, 
the     doctor's     office     and     the     household. 

A  combination  of  the  Chlorides  of  alum- 
inium, zinc,  calcium  and  other  safe  and 
odorless  chemicals,  scientifically  prepared 
so  as  to  afford  a  valuable  disinfectant  and 
deodorizer  without  color,  odor  or  any 
objectionable  features. 

DO   NOT   COVER    ONE    ODOR 
WITH   ANOTHER 

r>latt's 

Chlorides 

Xiie    Odor-less 

Two  Sizes — 25  and  50  cents. 
Sample  and  booklet  mailed  free  upon  request. 

HENRY  B.  PLATT,  "  S^.?L*^ 


The  various  forms  of 

DYSPEPSIA 

chronic  intestinal  stasis,  and 
obstinate  gastro  -  intestinal 
disturbances,  promptly  re- 
spond to  a  therapeutic 
regimen  which  includes  the 
daily  use  of 

PLUTO  WATER 

A  elance  at  the  analysis,  which  will  be  sent  on 
request,  will  determine  its  specific  indication  also  in 
uric  acid  diathesis,  eout,  chronic 
rheumatism,  obesity    and  nephritis. 

The  evidence  of  a  host  of  practi- 
titioners  conclusively  proves  that 
Pluto  is  uniformly  dependable  in 
action  and  erattfyin?  in  results. 

Samples,  clinical  data,  literature 
interestingly  descriptive  of  hygienic 
methods  of  bottlins:  Pluto  and  the 
acknowledged  advantaees  of 
America's  famous  Spa,  promptly 
supplied  by 

FRENCH  LICK  SPRINGS  HOTEL  CO. 

FRENCH   LICK,  INDIANA 


i  ^Lr-/"'  L/laffress. 


"hitiWifQ  IS  &U«f)AMTt(D  AMD  VOID  BT  OtALiBS   Ev(l)1Wn( 

THi  ONTARIO  SPRINC   B£0  6  MATTRESS  CO  ._. 


ADJUSTO 

is  popular  alike 
with    patient, 
doctor,  nurse  and 
superintendent.  The  reason's  plain. 

Write  us  before  ordering  any  other  kind  of  mattress. 

THE  ONTARIO  SPRING  BED  & 
MATTRESS  CO.,  Limited 

Makers  of  Hospital  and  Institution  Beds,  Springs,  Mattresses  and  Pillows 
LONDON     -     CANADA 


When   writing  advertisers,    please    mention   The    Hospital   World. 


THE  HOSPITAL  WOKLD  Oct.,  1915 


The  Medical  Profession 
Can  Depend  Upon  It 

that  our  Products  are 

(a)  Absolutely  pure. 

(b)  Free  from  adulterants  of  any  kind. 

(c)  Entirely  harmless  to  the  digestion. 

We  invite  Physicians  to  call  and  look 
over  our  Factory,  one  of  the  most 
sanitary  in  Canada.  Every  employee 
must  keep  himself  or  herself  spotlessly 
clean,  or  otherwise  are  not  allowed  to 
handle  any  article. 

CHICLETS 

will  be  found  to  be  a  valuable  ad- 
junct in  the  treatment  of  some  digestive 
disturbances,  their  use  stimulating  the 
secretion  of  ptyalin. 

Remember   that    our    watchwords    are 

PURITY    and 
SANITATION 

We    appreciate    the    endorsement   of    the    Profession. 

THE  CANADIAN  CHEWING  GUM  CO. 

TORONTO,  CANADA 

When  writing  advertisers,  please   mention   The   Hospital   World. 


Oct..  1915 


THE  HOSPITAL  WOELD 


XI 


Hinniiii  HI 

iniiiiiiiiiniiniii  .nini 
]u»iiiiiiiii!i:|r   — 


nuflip 


igmniii 


^UR    Lawn   Fence   is   the  highest   grade 
fence  on    *he   market,  heavier,  stronger 
and  closer  spaced  than  anyother--it  is  heavily 
galvanized   and  rust-proof,  durable,  and 
made  by  the  exclusive  Dennisteel  method 
of  weaving  which  makes  it  sag-proof. 

Can  be  put  up  on  wooden  or  iron 
posts;   doss   not    require  an   expert. 
It  is  self-adjusting  to  uneven  ground  ;  does  not  lose 
its  shape. 

COSTS  LESS  than  inferior  makes  because  it  is 
made  in  enormous  quantities  in  one  of  the  biggest 
fence  factories  on  earth. 

nENNISTEEl 

m^  LONDON  -  CANADA  1^ 

ORNAMENTAL 
FENCE,  ETC. 


Is  your    home  as   well-fenced 
as  it  is  painted  ?     Is  your   (ront 
yard  as  attractive  and   well  kept 
as  your  front  room. 

A  hundred  people  see  the  outside  of 
your  place  lor  every  dozen  who  get  inside. 
Accessories  present  a  rare  combination  of 
HIGH  QUALITY  and  LOW  COST. 
Fabric  is  of  heavy  ruSt-proof  wires  inter- 
locked in  weaving ;  can  never  sag  or  slacken 
and  is  built  in  various  attractive  designs.  Easy 
to  put  up  on  wooden  or  iron  posts. 


The  Dennis  Wire  and  Iron 

Works  Co.  Limited 

London 

C  AISJAOA 

AGENTS  WANTED 


"Yes-my  dear 

Lifebuoy  Healthy 
Soap  is  most  re- 
freshing, cleansing 
and  healthful  after 
the  day's  work." 

The  cream  of  oils 
it  contains  is  sooth- 
ing and  healing  as 
well  as  cleansing, 
while  its  mild  car- 
bolic solution  means 
no  germs.  The  odor 
proclaims  Lifebuoy 
an  honest  Soap — it 
vanishes  immediate^ 
ly  after  use. 

All   grocers  sell 


HEALTHY 


IbU     :  : 
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PREPARATIONS  OF  UNDOUBTED  MERIT 


The  attention  of  tlie 


loBpitals  tlironffhout  Canada  1b  called  to 

1.— SOLYOL 


A  Canadian  manufactured  product,  antiseptic  and  disinfectant.  Solyol  is  in- 
stantly soluble  in  water.  It  is  gmaranteed  by  Physical,  Chemical,  Bacteriologrlcal 
and  all  other  tests  to  be  identical  to  Iiysol,  and  of  the  purest  quality,  formlngr 
a  clear  solution  in  any  proportion  of  water.  Solyol  contains  60  per  cent,  of  the 
higher  Homolosfues  of  Phenol. 

2.-POLUSTERINE  DISINFECTANT 

Another  preparation  ideal  for  use  in  Hospitals  and  by  the  Profession.  It  is  a 
Powerful  antiseptic,  g'ermiclde  and  disinfectant,  a  medicinal  product  made  from 
the  essential  Oil  of  the  Pine,  togrether  with  formaldehyde  and  other  solvents. 
It  is  a  splendid  Floor  Wash,  destroyingr  disease  eremis.  Kothingr  could  be  found 
that  is  more  effective  for  the  spongring'  of  patients  recoveringr  from  contagious 
disease,  in  stieng-th  of  one  to  five  per  cent.,  or  as  a  solntion  into  which  napkins, 
handkerchiefs,  towels,  etc.,  can  be  dropped  and  wrunsr  out  before  removal  from 
a  contagious  ward. 

POIiVSTXRINi:  DISINFECTANT  will  not  injure  the  most  delicate  materials, 
has  a  pleasant  pine  odor  in  the  sick  room,  and  for  that  reason  also  is  infinitely 
preferred  to  the  ordinary  coal  tar  disinfectants. 

Manufactured  in  Canada  only  by 

POLUSTERINE  PRODUCTS  CO.  OF  CANADA 

TORONTO,  ONTARIO 

Samples  and  I^aboratory  Tests  furnished  on  application. 


THE  BRANSTON  VIOLET  RAY  HIGH 

FREQUENCY    GENERATOR    Made  in  Canada 


A  Portable  High  Frequency  Outfit 
Extremely  Compact  and  of  High  Efficiency 

Our  Model  6  Generator  is  particuUirlv  well  designed 
for  the  physician  desiring  a  portable  High  Frequency 
Coil  giving  a  range  of  High  Frequency  suitable  for 
all  forms  of  treatment. 

The  coils  and  condenser  are  wound  to  give  a  current 
of  exceedingly  high  voltage  and  oscillation  and  at 
the  same  time  generate  sufficient  heat.  It  gives 
about  two  million  oscillations  or  vibrations  per 
second.  The  connecting  cords  and  insulated  handle 
are  sparkless.  It  can  be  regulated  to  give  any  strength 
of  current  desired  and  is  built  to  last  for  years.  The 
coils  are  impregnated  by  a  special  vacuum  process 
which  makes  a  burnout  practically  impossible. 
It  is  mounted  in  a  leather  covered  velvet  lined  case 
8  X  12  X  6  inches.  Ample  space  is  provided  for  ten 
electrodes,  handle,  conducting  cords,  etc. 
Full  descriptive  catalogue  and  prices  showing  our 
complete  line  of  machines  and  electrodes. 

Manufactured  by 

CHAS.  A.  BRANSTON  CO. 

Offices  and  Factory  :  359  Yonere  Street 
Phone  Main  1212 

Canadian  Representatives  for  the  Celebrated 
White  Cross  Vibrators  and  Electric  Specialties 


Model  6.  Operates  on  the  Electric 
LiKhtinK  Current. 
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The  Largest  Hospitals 


have  proved 


FJJLL  NET  WEIGHT 

FLOOR 
'WAX. 


Full 

Net 

Weight 


Saves  money  and  labor,  giving  best 
satisfaction. 

Especially  adapted  for  cork 
linoleum,  composition  and  hard- 
wood floors. 

Write  for  prices  and  one  pound 
tin  free  for  trial. 

Manufactured  by 

COOKE  &  BOULTOH,  ^«|o'^F|"o»Nf*o  ^ 


THE  WORDS  OF  A 
LEADING  PHYSICIAN 

I  nave  prescribed  AoDey  s 
Effervescent  Salt  for  otliers,  and 
used  it  m  my  OTvn  case,  and  find 
it  a  palatable  laxative,  free  in 
its  effects  from  any  disagreeable 
symptoms. 

It  is  particularly  suitable  for  cases 
o£  sour  stomach  and  habitual  constipa- 
tion, and  may  be  used  continually  as 
an  agreeable  morning  draught  without 
danger  of  producing  any  remote  bad 
effects. 

"  The  most  effective  and  elegant 
aperient  for  clearing  the  gastro-intes- 
tinal  tract  is 

vescenf^CU.V' 

25c.  and  60c.  at  all  dealers. 


A  Boon  to  Institution 
Laundries 

In  these  days  when  there  is  considerable 
trouble  in  reference  to  "  help "  in  large 
Institutions,  any  effective  labor  saving 
device  is  more  than  welcopie.  One  such 
device,  which  w^ill  make  laundry  work  in 
a  Hospital  easy,  is 

TORO  TABLETS 

Their  use  w^ill  be  found  a  boon,  rendering 
the  work  of  washing  far  more  effective 
and  easy.  The  TORO  TABLET  is  dis- 
infectant in  character,  so  that  no  matter 
how  mixed  the  articles  of  clothing  may 
be,  or  how  soiled,  they  come  out  spotlessly 
white.  TORO  TABLETS  will  not 
injure  the  finest  fabric  and  no  scrubbing  is 
necessary.  One  tablet  of  TORO  and 
half-a-pound  of  soap  and  the  work  is  done. 
Hospitals  supplied  in  large  quantities  at 
low  prices. 

THE   TORO    TABLET   CO. 

BIRMINGHAM       ■        ENGLAND 

Canadian  Office — 
11.1  kONCESVALLES  AVENUE.  TORONTO 


GASTROGEN 
TABLETS 

Correct 

iT/PERACIDITY 

Sample  On  Fkequest 

Bristol- Myers  Co. 

Brooklyn,  N.  Y 
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The  Chase 
Hospital  Doll 

's  to  the  Hospital  "draining  School 
for  Nurses  what  the  Laboratory  is 
to  the  Meiiieal  Stiulent.  In  other 
words,  the  theory  of  teaching  by 
its  use  is  converted  into  the  prac- 
tical knowletlge  and  manual  dex- 
terity obtainable  only  by  actual 
work . 

Made  in  adult  size  with  or  with- 
out internal  reservoirs  of  copper 
with  tubes  to  represent  the  urethra, 
vagina,  rectum,  nasal  and  aural 
passages. 

It  is  covered  with  cloth  made 
waterproof  with  paint. 

Natural  hair  wig  will  be  sujiplied 
if  ordered. 

Also  made  in  children's  sizes. 
Send  for  illustrated  catalogue. 

M.  J.  CHASE 

24  Park  Place. 
PAWTUCKET      -      -      R.I. 


COWAN'S  COCOA 

IS  ABSOLUTELY  PURE 


As  a  sick-room  beverage 
Cowan's  Cocoa  is  highly 
recommended  on  account 
of  its  high  quality  and 
absolute  purity.  It  is  made 
of  the  best  selected  cocoa 
beans,  scientifically  blend- 
ed, and  contains  no  for- 
eign elements.  And  it  is 
prepared  in  a  large  modern 
factory  where  the  most 
sanitary  conditions  are 
maintained. 


THE  COWAN  CO.,  LIMITED 

TORONTO 


OUR  REFRIGERATING 
MACHINES 

Operated  in  hospitals  and  pub- 
lic institutions  have  a  prestige. 
For  reliability,  economy  and 
above  all,  lack  of  noise,  the 
Carbondale  System  is  worth 
investigation.  It  is  Fool  Proof. 
Can  be  added  to  present  power 
plant,  using  waste  exhaust 
steam  in  its  operation.  Let 
us  figure  on  your  requirements. 


The  Carbondale  Machine 
Company 

CARBONDALE,    PENN. 
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THE  WHITE  LINE 


»    SCANLAN-MORRIS 
COMPANY 


Sterilizingr  Room,  St.  Mary's  Hospital,  Rochester,  Minn. 


Operating  Room,  Presbyterian  Hospital,  Chicaeo 

Our  catalogue  of  Modern  Operqiing  Room  Furniture  and  Sterilizing  Apparatus 
will  he  forwarded  upon  rtquest,  to  Hospital  Superintendents 

SCANLAN-MORRIS   CO.,   MADISON,    WIS.,    U.S.A. 

Manufacturers  of  the  "White  Line**  Hospital  Furniture  and 
Sterilizing  Apparatus 
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Abbey  Kftervescent  Salt  13 
Alaska        Feather        and 

Down    Co 1» 

Allen  &   Hanburys    22 

Branston    &    Co.  .  .  . 

Bristol    Myers    Co 13,  43 

Battle   Creek   Sanitarium  21 

Baker  &  Co.,   Walter 25 

Borden   Milk  Co 29 

Brintnell   Motor  Car 47 

Canadian  Kodak  Co.  ...  19 
Canadian    Chewing    Gum 

Co 10 

Can.   Wood   Polish   Co...    22 

Chase.    M.   J 14 

Carlton    Garage     40 

Cooke   &    Boulton    13 

Cosgrave    Brewery    20 

Consolidated   Safety    Pin 

Co 29 

Cowan    Cocoa    Co 14 

CarbonJale    Machine    Co.   14 

Devonshire,    Ltd..    Jas. . .      4 

Dempster.    J.    C 25 

Denver  Chemical  Co....  27 
Dominion  Brewery  ....  33 
Dentinol    &    Pyorrhocide 

Co 17 

Dominion   Sales  Co 23 

Douglas    Bros 46 

Electro-Surgical     Instru- 
ment  Co 17 

Flelt,    Lowndes   &   Co...      2 

Fellows   Co Front   cover 

Flexible   Conduit   Co 19 


INDEX  TO  ASTEBTISEBS. 

Gunns    Limited     46 

Gillett   Co.,   E.   W 2 

General    Accident   Assur- 
ance   Co 30 

Gendron   Wheel   Co 30 

Gurney    Scale    Works    .  .    40 

Gendron   Mfg.   Co 44 

Glaxo  Limited.  .Third  cover 


Hartz  Co.,  J.  F 1 

Heenan   &  Froude  Co.    . . 

Back    cover 

Hosklns    &    Sewell    .S 

Hutchison    &    Co 34 

Hudson    Bros 36 


International  Instrument 
Co 17 

International     Varnish 
Co 17 

Ingram  &  Bell,   Limited.    42 


Kress  &  Owen  Co. 


24 


Lea    Trimble   Mfg.   Co..      7 
Lambert    Pharmacal    Co. 

Second    cov  er 

Lawrence,  W.  J.    .  .' 41 

Lever    Bros 11 

Lindners,    Ltd 41 

Maples    Ltd 36 

Marvel    Co 32 

Maplewood    Mills    23 

Malt  Products  Co.      6 

Metal    Craft    Co 8 

Miller      Manufacturing 

Co 3 

Miles,    A.    W 38 


Ocean  Blend  Tea  Co 33 

O'Keefe     Brewery     16 

Ontario  Spring  Bed  Co..      9 

Prestwich,    Wm 42 

Pluto  Water   9 

Polusterine   Co 12 

Parke,   Davis  &  Co 18 

Piatt,    H.    B 9 

Philips       Chemical       Co., 
Chas.    H Back    cover 

Quinn,   T.   J.,   Co 47 

Rougier   Freres    29 

Richardson  Co.,  J.  E. ...  43 
Roelotson  Elevator  Co..  4 
Robinson  Bros.  Cork  Co.  30 
Roussel   &   Son,    T.    J.  . .  .      3 

Steele  Limited,  Jas....  42 
Stephens,  Welch  &  Co..  43 
Standard  Products  Co.  .  44 
Simplex    Floor    Co 39 

Taber    Laundry    Works.    26 

Tarbox    Bros 6 

Taro    Tablets    Co 13 

Toronto        Cast       Stone 

Works    48 

Toronto  Silver   Plate  Co.     6 

Taylor   Forbes    Co 31 

Triplex  Weatherstrip  Co.   33 

Uneeda    Co 32 

Venetian  Marble  Co 43 

Van   Camp,    J.    C 8 

Walk  Over  Shoes....  Cover 
Williams  Valet  Service.  34 
Wilson  Limited,   John  T.  44 

Yorkville    Laundry 40 


When  puzzled  as  to  the  best  method  of 
treatment  in  a  case  of 

CHLOROSIS 

PERNICIOUS  ANAEMIA 
ACUTE  HAEMORRHAGE 

PASSIVE  ANAEMIA 

and  their  accompanying  symptoms, 
remember  that 

O'KEEFE'S  OLD  STOCK  ALE,  PILSENER, 
LAGER  and  EXTRA  MILD  STOUT  act  promptly. 
They  are  haematinics  of  the  highest  order,  and  will 
hasten  convalescence  in  many  of  the  worst  cases. 
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is  an  effective  oral  pro- 
phylactic for  patients' 
use  in  retarding  tartar 
formation  on  the  teeth 
and  in  allaying  inflam- 
mation of  t  h  e  g  u  m 
tissues. 

Our  research  department  and 
professional  staff  have,  for  eight 
years,  devoted  their  entire  time 
to  the  pathology,  bacteriology, 
prevention  and  treatment  of 
pyorrhea  and  are  always  pleased 
to  correspond  with  physicians 
interested  in  the  subject. 

The  Dentinol  &  Pyorrhocide  Co. 

110-112  West  40th  street    -    New  York  City 


PHYSICIANS    PREFER 


GLOSS 


^' 


FLAT 
WHITE   ENAMEL 

SANITARY 

WASHABLE 


-DUSTPROOF 


ARTISTIC 

Will  Not   Turn  Yellow 

ElsstiCS  The  Perfect  Floor  Finish 

^^^^^^^^  Send    for    Sample  Paper 


TORONTO 


ONTARIO 


ELECTRIC    CENTRIFUGES      Electrically  Lighted 
International  Instrument  Company     ourgicaM  n  strum  en ts 


Are  used  in  the  Laboratories  of  the  Leading 
Hospitals  of  Canada  and   the  United    States 

21  Church  St.  Cambridge,  Mass. 


Modern  General  Diagnostic  Outfit 

This  Outfit  now  weighs  but  4%  pounds,  and  measures 
3^  X  7  X  15  inches,  making  it  very  conv^'nient  to  carry.  The 
instruments  are  equipped  with  tungsten  lamps. 

Price  :  Case  with  batterv  and  instruments,  complete, 
$40.00. 

The  more  brilliant  iliumination  and  lower  temperature 
of  the  tuncsten  lamps  with  which  they  are  now  equipped, 
have  greatly  increased  the  usefulness  of  E.  S.  I.  Co.  instru- 
ments, such  as 

Jackson  Bronchoscopes  and  Laryng-eal  Specula 

Holmes  Nasopharyng'oscopes 

Tuttle  and  Lynch  Procto-Sigmoidoscopef 

Braasch  Cystoscopes 

Koch,  Swinburne  and  Young  Uretbroscopes,  etc. 

Eishlh  Kdition  of  our  CataloKUc  upon  request. 

ELECTRO  SURGICAL  INSTRUMENT  CO.,  Rochester.  N.Y. 
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IK^CDIT"  A  f       170rTIPl\/f  PTMX       The  New  General  Hospital  of  Montreal,  and  scores 
n^'jr  *  *  ^Li     EiyVJiriYlC'i^  1^        of    other    Canadian    Hospitals,    are    equipped    with 

'  Alaska  '*  Beds  and 

OSTERMOOR    MATTRESSES 

They  last  a  lifetime,  and  are  absolutely  satisfactory.     More  sanitary  than  hair— for  less  money. 


THE  ALASKA  FEATHER  AND  DOWN  CO.,  Limited 


Montreal  and  Winnipeg 


"Just  to  be  sure!" 

Thus  spoke  a  careful  physician  when  asked  why  he  used  our  diphtheria 
antitoxin  exclusively. 

Our  antitoxin  justifies  his  confidence. 

It  is  evolved  in  the  blood  of  healthy,  vigor- 
ous horses— horses  that  are  carefully  selected; 
that  are  under  the  watchful  eyes  of  expert 
veterinarians  at  our  model  biological  farm. 

It  is  perfected  in  laboratories  that- 
afford  unequaled  facilities  for  serum 
manufacture — laboratories  in  which 
it  is  possible  to  observe,  at  every 
step  of  the  process,  the  vital  prin- 
ciples of  asepsis. 

It  is  exactingly  standardized,  bacteriologically  and  physiologically. 

It  is  guaranteed  as  to  purity,  potency  and  uniformity. 

CONCENTRATED 

ANTIDIPHTHERIC  SERUM 

(GLOBUUN  « 

Contalnan  of  GOO.  1000,  2000.  8000,  4000  and  6000  units. 

Speeiff  -P.D.A  Co."  on  your  order*.  PARKE,  DAVIS  &  CO. 


The  most  satisfactory  syringe- 
container  ever  devised. 
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MADE-IN-CANADA 

Seed  X-Ray  Plates 

yield  negatives  possessing  the  invaluable  qualities  of 
gradation  and  detail,  which  are  so  much  more  essential 
to  success  than  mere  contrast  that  does  not  clearly 
separate  the  tissues. 

Descriptive    leaflet    mailed    on    request,    and    the 
goods  may  be  had  of  your  regular  supply  house. 

Canadian   Kodak    Co.,  Limited 

Toronto,  Ont. 
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The  Canadian  Queen" 


is  scientifically  constructed — 
it  has  a  grey  iron  reservoir 
which  stores  the  spare  heat 
units,  so  that  it  is  possible  to  iron 
about  one  half  the  time  with 
the  plug  off,  thereby  using  one 
half  the  current,  which  means 
a  saving  of  one  half  the  usual 
expense. 

Special  discounts  apply  to 
hospital  contracts. 

Our  folder  "  H  "  contains 
some  information  worth  know- 
ing. 


The  Flexible  Conduit  Co.,  Limited 

GUELPH 
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For  Sanatoria  and  Convalescent  Pavilions 


CANADA  FIBRE  BOARD  is  the  most  satisfactory  and  economical  material  to  use.  It  makes  a  slow 
burning  construction  that  is  very  artistic  and  an  excellent  insulator  against  climate. 

CANADA  FIBRE  BOARD  is  equal  to  cork  as  a  "  non-conductor,"  and  makes  a  building  that  is  warmer 
in  winter  and  cooler  in  summer  than  any  other  material. 

CANADA  FIBRE  BOARD  is  purest  spruce  fibre  in  large  boards  nearly  hal(-an-inch  thick.  It  is  not 
affected  by  weather,  and  with  one  coat  of  paint  will  last  for  years. 

We  will  appreciate  the  opportunity  of  submitting  samples,  estimates  and  complete  information. 

FIBRE    PRODUCTS    LIMITED,    95    King    Street,    East 

TORONTO,  CANADA 


"Made  in   Canada" 

THE  NURSE  KNOWS 

The  value  of  Cosgraves  tissue  building  XXX 
Porter  (or  invalids  and  convalescents. 

COSGRAVES 
XXX  PORTER 

is      recommended      by 
physicians.    Made  from 
the   purest  of  malt  and 
hops.       its  tonic   properties    make   it  a 
food   as  well   as  a  beverage.     Recom- 
mended particularly  for  nursing  mothers. 

ON  SALE  AT  ALL  DEALERS. 
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The  Battle  Creek  Method  of 
Treating  Cases  of  Drug  Addiction 

Alcohol,  Opium,  Cocaine,  Tobacco  and  other  Drug  Habits 

The  Battle  Creek  Sanitarium  is  not  an  inebriate  asylum. 
Cases  requiring  physical  restraint  or  likely  to  disturb 
other  patients  are  not  received.  For  a  large  class  of 
intelligent  persons  who  have  through  suffering  become 
entangled  in  the  toils  of  a  drug  habit  and  who  are  ready 
to  co-operate  with  a  rational  effort  to  deliver  them  from 
the  drug  and  from  its  effects  the  Battle  Creek  Sanitarium 
method  offers  a  rational,  safe  and  remarkably  comfortable 
means  of  relief  and  without  publicity. 

This  is  not  a  drug  method.  Drug  methods  often  leave  the  patient's 
nervous  system  shattered  and  his  condition  so  wretched  that  he  is 
very  liable  soon  to  drift  back  into  the  old  habit. 

There  are  no  tricks  of  hypnotism  or  "  suggestion"  in  the  Battle 
Creek  Method.  The  rational  and  physiologic  means  employed 
not  only  remove  the  craving   for  the  drug   but  deliver  the 
patient  from  the  pain  or  neurasthenic   miseries  to  relieve  .  °q 

which  the  drug  was  first  used,  and  if  faithfully  employed       xhe 
finally  reinstate  the  patient  by  removing  the   morbid        sanitarium 
effects  resulting  from  the  use  of  the  drug.  Battle  Creek 

A  fuller  account  of  the  Battle  Creek  Sanitarium  Michigan 

Method  of  treating  drug  addiction  in  its  various  p,,,,,  ,,„d  ,o.heu„der- 
forms  will  be  sent  on  receipt  of  the  attached  $  gned  full  information  con- 
coupon,  cerningt he  BaiHe  Creek  method 

of  treating  cases  of  drug  addiction. 

Dr. 

The  Battle  Creek  Sanitarium  street 


Battle  Creek,  Mich. 

'  State 


City 
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ESSENTIAL  IN  A  HOSPITAL 

How  often  the  Hospital  Suporintcnilcnt  or  Hcail  Nurse  is  puzzled  over  what  is  best  for  use 
as  a  Floor  or  Furniture  Polish,  soirelhinf;  that  dries  almost  the  moment  it  is  applied  and 
for  that  reason  will  not  catch  or  retain  dust.     Such  a  puzzle  is  easily  solved  by  employinij 

Re-Nu-All  Wood  Polish 

It  is  the  most  effective  preparation  of  its  kind  procurable  and  is  Made  in  Canada.  It  is 
easily  applied  with  a  cheese  cloth  and  leaves  a  brilliant  finish  on  tlic  woodu^irk  which 
retains  its  polish  almost  indcHnilcly.  Xothinfj  could  be  more  suitable  for  a  Hospital  or 
large  Institution,  as  it  is  infinitely  better  than  the  so-called  Uustless  Preparations,  leaves  a 
pleasant  tidor,  is  disinfeetant  in  action,  and  the  manufacturer's  guarantee  that  no  ikist  can 
adhere  to  it  five  minutes  after  it  is  applied. 

The  sect)nd  essential  in  an  Institution  is 

Spick  and  Span 

the  best  cleanser  procurable  lor  Hospital  Sinks.  I'rinals,  Bed  Pans,  Steel  Knives.  Hath 
Tubs,  Enamelled  Ware,  Kettles,  Pots.  etc.  Spick  and  S|)an  contains  no  acid  or  injurious 
ingredient,  will  not  injure  the  hands  and  will  not  scratch.  Wet  tnc  artjcle  to  be  cleaned, 
sprinkle  lightly  with  Spick  and  Span  and  scrub  with  a  brush  or  cloth  till  clean. 
Samples  of  either  or  both  of  the  abo\e  preparations  on  request. 

THE  CANADIAN  WOOD  POLISH  CO. 

HAMILTON,  ONT. 


THE  'Allenburgs'  diet 

A  COMPLETE  MILK  AND  FARINACEOUS  FOOD,  EASY  OF  DIGESTION, 
MOST    AGREEABLE    TO   TAKE,   SIMPLY   AND   QUICKLY   MADE. 

This  DIET  is  recommended  for  general  use  in  place  of  ordinary  milk  foods,  ffruel, 
etc.,  and  is  particularly  adapted  to  the  needs  of  Dyspeptics,  Invalids  and  Aged.  Being 
largely  predigested  it  is  easy  of  assimilation.  A  cup  of  the  "  Allenburys  "  DIET  is 
useful  in  the  forenoon  between  meals. 

The  "Allenburys"  DIET  may  be  taken  with  advantage,  on  going  to  bed.  in  the 
place  of  stimulants.     Being  easily  digested  it  promotes  tranquil  and  refreshing  sleep. 

For  those  who  cannot  readily  digest  milk  the  "Allenburys"  DIET  Is  a  welcome 
substitute,  as  it  does  not  cause  indigestion  or  flatulence. 

Although  the  "  Allenburys  "  DIET  is  a  food  for  Adults  and  is  quite  distinct  from 
the  well-known  "Allenburys"  Foods  for  Infants,  yet  it  is  also  of  great  value  as  a 
restorative  food  for  young  children,  especially  during  convalescence. 

A  large  sample  posted  on  request 

The  Allen  &  Hanburys  Co.,  Ltd. 

TORONTO,  CANADA  NIAGARA  FALLS,  N.Y. 

Established  London.  Enicland,  A  D.,  1715. 
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92%  OF  THE  HOSPITALS 

WHO  FAVOR  US  WITH  THEIR  PATRONAGE,   BUY 

"ABSORBON" 

The  Low-Priced  Absorbent  Cotton  of  Quality 

in  preference  to  other  brands,  because  it  is  better  value  at  the  price 
than  any  other  brand  on  this  market. 

Guaranteed   pure,  sterile — passes  through  the  same  50  different 
operations  as  our   higher  grades — sells  ior 

_^  less  because  made  from  short  staple  cotton 

rj     '"*'fe^^r\  which   costs    less    than    long    fibre   cotton 

-''I—       J  W  though  quaUty  is  identical. 

Investigate — A  postcard  brings  samples  and 
prices  to  your  desk. 

Maplewood  Mills 


Largest  Manufacturers  in  the  World 
FALL    RIVER,    MASS. 


THE    PARTICULAR   ATTENTION    OF 
PHYSICIANS,  NURSES  AND   HOSPITALS   IS 
CALLED   TO 

The  Allen  Germ -Proof  Water 
Purifier  and  Cooler 


In  these  days,  when  the  water  supplied  in  many 
of  our  cities  is  not  what  it  ought  to  be,  the  Profession 
and,  through  it,  the  Public  will  welcome  such  a  device. 

The  ALLEN  WATER  COOLER  SERVICE,  through 
its  system  of  filtration,  guarantees  a  water  that  is  practically 
absolutely  pure.  Dr.  A.  A.  Thibaudeau  of  the  Laboratory  of 
Pathology,  University  of  Buffalo,  states  that  "The  Allen 
Filter  can  maintain  an  efficiency  of  100  per  cent."  adding 
that  the  filter  was  allowed  to  operate  continuously  for  three 
days  and  that  no  bacterial  grorvlh  was  found  in  the  samples  after 
48  hours'  exposure  on  plates. 

Medical  men  can  rest  assured  that,  in  recommending  the  use  of 
the  Allen  Water  Cooler  Service  to  their  patients,  they  are 
materially  hastening  their  convalescence. 

THF  DOMINION  SALES  CO.,  LIMITED 

Suite  J,  Yonge  St.  Arcade,  Toronto  Telephone  Main  3797 
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GLYCO-THYMOLINE 


IS  INDICATED  IN 

Catarrhal 
Conditions 

of  mucous  mem- 
branes  iu  all  parts  of 
the  body  —  maintains 
Asepsis  without  irri- 
tation—  reduces  con- 
gestion and  by  stimu- 
lating the  capillaries 
to  increased  activity 
restores  normality. 


Perfect  Mouth  Wash 


For  Daily  Use 

Keeps  the  mouth  Alkaline  as 
nature  intended  it  should  be. 
Stops  the  formation  of  lactic  acid 
and  prevents  dental  decay. 

LITERATURE  ON  REQUEST 

KRESS    &   OWEN  CO. 

361-363  Pearl  St.        •.•        New  York 
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Editorials 


HOSPITAL  INTERNE  YEAR 


The  following  colleges  now  demand  of  their  medical 
students  a  fifth  year,  which  shall  be  spent  as  hospital 
internes:    The   University   of   Minnesota   Medical 
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School;  the  Leland  Stanford,  Jr.,  University  School 
of  Medicine;  the  Rush  Medical  College  (University 
of  Chicago) ;  the  Northwestern  University  Medical 
School ;  the  University  of  California  Medical  School, 
and  the  University  of  Vermont.  The  licensing  boards 
of  Pennsylvania  and  New  Jersey  require  that  every 
candidate  to  be  eligible  for  license  to  practise  medi- 
cine in  these  states  must  have  served  at  least  one 
year  as  an  interne  in  an  approved  hospital. 

Doctor  James  Ewing,  Professor  of  Pathology  in 
Cornell,  holds  that  the  general  adoption  of  a  fifth 
clinical  year,  as  it  has  been  established  in  certain 
localities,  is  not  for  the  best  interests  of  medical 
education  and  would  create  a  serious  menace  from 
which  the  American  profession  would  find  it  difficult 
to  recover.  Universities  should  not,  he  holds,  relin- 
quish to  hospitals  any  control  of  medical  education, 
*ro  place  students  at  the  service  of  the  hospitals,  with 
definite  routine  duties  in  the  interests  of  the  hospi- 
tals, is  to  introduce  an  unsound  educational  principle. 
Even  though  carefully  guarded,  as  it  is  in  the  Univer- 
sity of  Chicago,  Doctor  Ewing  fears  that  a  practical 
course  cannot  be  so  effective  as  a  genuine  advanced 
university  course  of  instruction  freed  from  the  neces- 
sary restraints  and  accidental  interruptions  of  hospi- 
tal routine.  Doctor  Ewing  holds  that  hospitals  are  not 
ideal  places  for  conducting  medical  education:  the 
discipline  of  hospital  life  is  far  removed  from  the  care- 
ful adjustment  of  means  to  ends  that  dominates  uni- 
versity education.    Only  a  few  hospitals  are  under 
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the  control  of  universities.  To  consign  students  to 
some  hospital  would  be  to  do  them  more  harm  than 
good.  To  surrender  the  fifth  year  to  hospitals  places 
undesirable  influence  in  the  hands  of  hospital  doctors 
who  cannot  qualify  for  positions  on  a  university 
faculty.  If  license  to  practise  depends  on  a  fifth 
clinical  year  it  will  be  difficult  to  induce  students  to 
enter  laboratory  careers.  Ewing's  chief  objection 
to  the  fifth  clinical  year  lies  in  the  excessive 
emphasis  it  places  on  clinical  training  and  the  rela- 
tive subordination  visited  on  the  fundamental 
sciences  and  on  general  medical  knowledge.  The 
scheme,  according  to  him,  does  not  provide  for  relief 
for  the  crowded  curriculums  of  the  first  three 
years.  Pathologic  anatomy,  he  goes  on  to  say,  is 
nearly  a  lost  art,  and  although  it  forms  the  founda- 
tion stone  of  internal  medicine,  few  internists  and 
fewer  surgeons  are  reasonably  familiar  with  what 
disease  does  in  the  body. 

The  fifth  clinical  year  makes  no  provision  for 
substantial  courses  in  chemical  pathology,  immun- 
ology, hygiene,  preventive  medicine,  forensic  medi- 
cine, or  other  specialties,  which  have  long  been  wait- 
ing patiently  for  recognition. 

In  short,  Ewing  claims  the  fifth  hospital  year  is 
planned  to  develop  practical  training  at  the  expense 
of  medical  knowledge.  The  issue,  he  contends,  is 
clearly  before  us :  shall  the  medical  school  undertake 
to  train  practitioners  thoroughly,  or  to  educate  phy- 
sicians?   If  the  former  is  the  central  principle,  the 
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extra  hospital  year  should  be  insisted  upon.  The 
student  will  thereby  learn  to  meet  the  exigencies  of 
the  sick-room;  that  he  will  be  able  to  meet  the 
demands  made  of  the  educated  physician  is  unlikely. 

This  protest  of  Doctor  Ewing  shows  that  much 
M'ell-grounded  difference  of  opinion  may  exist  con- 
cerning the  question.  But,  argued  even  on  general 
grounds,  the  decision  must  surely  stand  in  favor  of 
the  fifth  year  medical  interne. 

It  appears  that  the  subject  is  one  of  acute  inter- 
est in  England  at  the  present  moment.  Because  of 
the  shortage  of  hospital  internes  caused  by  the  war 
demands  upon  their  services,  fifth  year  medical  stu- 
dents have  been  acting  in  that  capacity.  It  is  now 
proposed  that  their  term  of  hospital  service  be 
included  as  a  qualifying  portion  of  the  medical 
curriculum. 

The  English,  hospital  authorities  claim  that  the 
proposal  is  really  in  accordance  with  the  intention 
of  the  British  Medical  Council  when  adding  a  fifth 
year  to  the  curriculum.   ^ 

No  one  will  dispute  that  the  fifth  year  spent  in 
this  way,  in  close  association  with  practical  medical 
and  surgical  work  under  hospital  oversight,  means 
the  best  possible  utilization  of  the  last  twelve  months 
before  the  final  examinations,  and  the  bestowal  of  a 
diploma  which  guarantees  the  recipient  to  the  public 
as  a  responsible  and  duly  qualified  practitioner. 

This  compulsory  hospital  year,  even  though  spent 
in  an  average  hospital,  will  lower  our  mortality  sta- 
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tistics.  The  next  step  will  be  the  improvement  and 
standardization  of  these  hospitals,  their  affiliation 
with  teaching  colleges  and  universities  with  skilled 
medical  faculties  and  well-equipped  laboratories. 
Then  we  shall  produce  the  trained  practitioner  who 
shall  also  be  the  educated  physician. 


HOSPITAL  NOTES 


The  British  Hospital  Association  has  abandoned  the 
idea  of  holding  its  annual  conference  this  year  in 
view  of  the  fact  that  the  majority  of  the  hospital  sup- 
erintendents are  too  much  occupied  by  the  demands 
made  by  the  war  to  attend  the  meetings.  The  Asso- 
ciation's Executive  Committee  will,  however,  con- 
sider and  advise  on  the  interests  of  the  hospitals 
throughout  the  year. 


The  often  advanced  plea  that  state-supported 
hospitals  will  check  the  flow  of  private  benefactions 
has  been  most  effectively  and  ingeniously  met  by  the 
Cape  Colony  Government.  Hospital  boards  have 
been  established  for  each  district,  and  these  boards 
may  be  subsidized  by  the  Government  to  the  extent 
of  thirty  shillings  for  every  pound  of  voluntary  con- 
tribution ;  one  pound  for  every  pound  in  all  bequests ; 
and  one  pound  for  every  pound  received  as  fees  from 
patients.  This  is  a  scheme  worthy  of  inception  in 
the  most  up-to-date  American  brain. 
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One  proprietary  medicine,  at  least,  deserves 
grateful  recognition  from  the  medical  profession. 
Mr.  J.  C.  Eno,  proprietor  of  "  Eno's  Fruit  Salts," 
who  died  recently  leaving  an  estate  of  one  million 
and  a  half  pounds,  has  bequeathed  over  one  hundred 
and  ten  thousand  pounds  to  three  well-known  Lon- 
don hospitals. 


Punch,  in  a  recent  issue,  quotes  gleefully  the  fol- 
lowing passage  from  a  Sydney  (Australian)  paper: 
"  The  Gunandal  came  in  on  Saturday  afternoon  with 
twenty-five  baskets  of  fish,  averaging  about  sixty- 
five  pounds,  and  only  five  per  cent,  were  not  edible. 
These  were  distributed  among  the  hospitals,"  Punch 
supposes,  "  on  the  theory  that  as  the  patients  are  ill 
they  may  as  well  be  very  ill." 


The  British  Medical  Association  has  appointed  a 
War  Emergency  Committee  whose  place  is  to  deal 
with  all  matters  relating  to  place  and  service  of  the 
medical  profession  in  connection  with  the  war,  and 
to  give  organized  help  to  the  military  authorities.  It 
is  taking  up  such  matters  as  the  shortage  of  hospital 
internes  and  staff  physicians  because  of  the  war; 
length  of  medical  service  at  the  front  and  remunera- 
tion for  the  same.  It  is  endeavoring  to  formulate 
plans  by  which  further  medical  help  may  be  secured, 
both  for  the  War  Office  and  depleted  civil  hospitals. 
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The  suggestion  arises  whether  a  similar  commit- 
tee appointed  by  the  Medical  Council  or  the  Academy 
of  Medicine  might  not  render  excellent  service  to  the 
Department  of  Militia.  There  are  undoubtedly  prob- 
lems to  solve  and  evils  to  abate  in  connection  with  the 
present  Canadian  Army  Service  system.  The  voice 
of  these  bodies  should  carry  weight,  and  there  is 
much  work  the  organized  profession  could  do,  pro- 
vided official  obstacles  were  put  aside. 


Rubber  goods  should  be  purchased  frequently. 
On  account  of  their  perishable  nature  they  tend 
rather  quickly  to  deteriorate.  They  should  always 
be  of  first-class  quality.  The  purchasing  agent 
should  know  what  he  is  getting. 

Rubber  goods  should  not  come  in  contact  with 
oil  or  grease.  Rubber  sheets  should  not  be  dried  on 
steam  radiators;  this  ruins  them. 

In  an  occasional  modern  hospital  a  drying  closet 
is  found  in  connection  with  the  utility  room.  These 
closets  may  be  built  in  the  wall.  The  warming  coils 
should  be  out  from  the  walls  and  far  enough  apart 
to  render  cleaning  easy.  Above  the  coils  a  spanner 
ought  to  be  placed.  The  rubber  goods  being  thrown 
over  it  are  prevented  from  coming  in  contact  with 
the  hot  coils  and  being  burnt. 
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Original  Contributions 

LITTLE    JOURNEYS 


Bt  Dr.  John  N.  E.  Brown, 

Superintendent,  Henry  Ford  Hospital,  Detroit. 


An  Afternoon  Call  at  Ann  Akbor. 

Dr.  Warthin,  Professor  of  Pathology  of  the  University  of 
Michigan,  showed  us  the  dead,  black  silver-stained  spirochete 
pallida  in  an  ochre  colored  background  of  heart  muscle  from 
a  patient  who  had  died  of  inherited  syphilis  without  sj^Tiiptoms. 
Dr.  Warthin  believes  many  people  have  syphilis,  and  are  not 
aware  of  the  fact.  He  has  been  informed  tliat  there  are  over 
two  hundred  and  fifty  medical  practitioners  in  Chicago  alone 
who  are  innocent  sufferers  from  the  disease.  He  instanced  the 
case  of  a  woman  who  was  confined  at  the  University  of  Michi- 
gan Hospital  whose  baby  gave  evidence  of  syphilis  at  the 
autopsy.  On  the  assertion  of  the  obstetrician  who  thoiight  it 
quite  impossible,  as  the  people  were  most  respectable,  judgment 
was  reserved  until  the  next  baby  came.  It,  too,  was  dead,  and 
when  autopsied  showed  unmistakable  signs  of  syphilis.  Care- 
ful inquiry  was  made  into  the  family  history  of  each  of  the 
patients,  and  the  fact  was  elicited  that  the  mother's  father  had 
been  a  drunkard,  and  had  been  a  sufferer  from  the  disease. 
This  daughter  was  an  innocent  sufferer,  unaware  of  her  infec- 
tion, and  showing  no  signs  of  the  disease. 

Dr.  Warthin's  observations  go  to  show  that  most  cases  of 
syphilis  are  acquired  by  men  while  under  the  influence  of 
drink.  He  cited  the  case  of  a  prominent  man  who  consulted  a 
physician  for  a  hard  chancre.  The  patient  gave  a  history  of 
having  imbibed  freely  of  champagne  in  a  well-known  Chicago 
hotel  at  which  collation  sporting  women  were  present.  Owing 
to  his  intoxication  he  could  not  remember — he  averred — haviug 
had  any  illicit  intercourse  with  any  of  them ;  but  undoubtedlv. 
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he  had  contracted  the  disease  from  one  of  them.  Upon  learn- 
ing the  fact  he  shot  himself. 

Dr.  Warthin  is  strongly  opposed  to  intemperance  in  alco- 
holic liquors.  He  also  vigorously  objects  to  the  use  of  the 
cigarette.  Smoking  is  not  allowed  around  his  laboratories  and 
class  rooms.  A  "  No  Smoking  "  sign  hangs  in  the  main  corri- 
dor. He  is  considered  a  crank  on  this  and  certain  cognate 
habits.  He  told  us  that  some  of  his  students  are  such  slaves  to 
the  cigarette  that  during  the  afternoon  class  period — from  one 
to  five — these  boys  become  so  restless  they  are  obliged  to  go  out 
of  doors  and  calm  themselves — Tolstoi  would  say  "  stupify  " — 
with  a  smoke. 

Dr.  Warthin  finds  cigarette  smoking  closely  allied  to  sexual 
troubles.    Most  cigarette  fiends,  he  claims,  are  masturbators. 

Dr.  Warthin  gives  a  talk  once  or  twice  a  year  to  the  male 
students  of  the  University  on  sexual  matters.  His  lectures  on 
this  subject  are  listened  to  with  the  keenest  interest.  The 
writer  heard  him  give  one  of  these  addresses  to  an  audience  of 
business  and  professional  men,  all  of  whom  were  profoundly 
impressed  with  his  message.  The  wish  was  expressed  that  this 
lecture  of  Dr.  Warthin  might  be  published.  Dr.  Warthin,  how- 
ever, like  some  other  great  teachers  and  professors,  has  not 
seen  fit  to  publish  anything  on  the  matter.  If  he  does  not,  no 
doubt,  some  day  some  of  his  pupils  will. 

Following  the  Professor's  first  talk  at  the  University,  some 
twenty  years  ago,  to  an  audience  of  several  hundred  students, 
for  several  days  he  was  consulted  by  scores  of  them  regarding 
their  own  sex'ual  troubles,  which  since  the  advent  of  pubescence 
had  been  very  unduly  and  unnecessarily  worrying  them.  In 
Michigan,  in  those  days,  the  ignorance  regarding  sex  hygiene 
was  appalling,  thus  rendering  many  young  lives  miserable;  but 
conditions  since  then  have  infinitely  improved.  These  young 
men  who  heard  the  Professor  at  that  time  have  gone  out  from 
the  University,  married,  raised  boys  of  their  own  to  whom  at 
the  proper  age  they  have  passed  on  the  wholesome  advice  given 
by  the  Professor.  The  result  is  that  a  large  proportion  of  the 
boys  who  listen  to  Dr.  Warthin  now,  having  already  been 
posted  on  the  subject,  do  not  require  to  consult  him  on  tliis — 
to  them — a  vital  subject. 
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Asked  as  to  his  idea  on  hospital  buildings,  Dr.  Warthin 
declares  himself  in  favor  of  the  pavilion  type— preferably  two 
storey — as  is  often  seen  in  Germany.  This  system,  according 
to  him,  compared  with  the  block,  or  multi-storied  building,  per- 
mits of  a  better  separation,  classitioation  and  segregation  of 
patients;  it  is  more  hygienic,  and  the  buildings  are  more  easily 
ventilated.  Dr.  Warthin  finds  the  interior  of  the  block  build- 
ings filled  with  smells  (he  instanced  a  well-known  hospital  in 
Xew  York).  Infection  is  more  liable  to  travel  from  storey  to 
storey  in  these  high  buildings.  Then,  too,,  from  a  psychological 
standpoint,  the  low  building  is  preferable.  As  a  rule  patients 
prefer  being  near  the  earth  with  its  trees,  flowers  and  grass; 
close  to  the  activities  of  gardeners,  the  recreation  ground  of 
convalescent  patients,  the  play  at  tennis,  croquet  and  the  like, 
of  doctors  and  nurses.  These  absorb  the  patients'  attention, 
divert  their  minds  from  their  own  troubles  and  make  for  cure. 

Dr.  Warthin  admits  the  cost  of  administration  may  be 
greater  in  this  type  of  hospital,  but  this  loss  is  more  than  com- 
pensated for  by  tho  pleasure,  comfort  afforded  the  patients  and 
their  more  speedy  recovery. 

The  Coittagious  Disease  Unit. 

This  little  hospital  has  been  erected  within  the  past  year 
and  a  half.  It  is  the  second  of  its  sort  in  America.  The  work 
here  is  carried  on  as  it  is  in  the  Contagious  Disease  Hospital, 
Providence,  R.I.,  under  Dr.  Richardson— on  the  theory  that 
the  spread  of  contagious  disease  is  due  to  the  carrying  of 
organisms  by  direct  contact  rather  than  through  the  air.  So  a 
rigid  technique  is  carried  out  by  doctors,  nurses  and  attendants. 
A  nurse  trained  at  the  Providence  institution  is  in  charge  of 
the  nursing. 

Dr.  Belfield,  who  has  had  special  experience  in  diseases  of 
children  and  contagious  diseases,  both  in  America  and  abroad, 
has  charge  of  the  medical  treatment.  We  applied  for  admis- 
sion at  ^the  first  floor  entrance,  but  were  directed  to  the  base- 
ment entrance  just  below.  We  entered  a  corridor  running 
lengthwise  through  the  centte  of  the  building. 
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On  each  side  of  the  cori'idors  are  a  nimilier  of  small  rooms. 
One  pair  is  used  by  visitors.  In  one  of  this  jjair  they  are  given 
gowns;  in  the  other,  they  leave  their  gowns  and  scrub  their 
hands  before  leaving.  Another  pair  is  devoted  to  the  disinfect- 
ing of  nsed  mattresses,  soiled  linen,  patients'  clothing — apparel. 
A  large  steam  and  formalin  disinfcctor  intersecting  the  inter- 
vening walls  connects  the  two  rooms  and  allows  for  the  disin- 
fection of  these  items  in  a  well-known  way.  They  are  disin- 
fecting by  formalin,  having  found  that  the  steam  set  the  stains 
in  the  linen.  Storage  rooms  and  laboratories  are  also  found  in 
the  basement. 

The  dishes  used  by  the  patients  are  sterilized  in  an  ordi- 
nary utensil  sterilizer  located  in  the  diet  kitchen.  The  I'efuse 
having  been  cleaned  off,  the  trays  with  their  dishes  are  set  one 
over  the  other  inside  the  sterilizer.  The  dishes  are  boiled  for 
fifteen  minutes.  The  trays  are  aluminum  and  seem  irremedi- 
ally  discolored  by  the  action  of  the  boiling.  We  are  informed 
that  this  was  due  to  the  hardness  of  the  water — prohably  to  the 
presence  of  lime. 

The  food  leavings  are  buried  by  an  attendant  without  hav- 
ing been  sterilized. 

On  the  first  floor  are  small  wards  on  either  side  of  the 
corridor.  Here  were  scarlet  fever,  chicken  pox,  mumps,  diph- 
theria ;  the  same  nurse  going  fi"om  one  case  to  another  irrespec- 
tive of  the  disease.  Medical  asepsis  is  practised.  The  chief 
precaution  taken  is  a  careful  scrubbing  of  the  hands  by  doctors 
and  nurses  at  the  lavatories  provided  in  each  ward,  after  con- 
tact with  every  patient;  the  allotment  to  each  patient  of  his 
own  utensils,  books  and  playthings,  which  must  not  be  used  by 
another  patient,  the  sterilization  of  all  infected  dishes,  utensils, 
clothing,  etc.,  in  short,  a  carrying  out  of  a  technique  similar  to 
that  carried  out  in  the  modern  operating  room  and  surgical 
wards  by  doctors  and  nurses. 

The  Psychopathic  Unit. 

This  is  the  pioneer  hospital  in  America  for  the  special  study 
of  acute  mental  diseases  in  a  separate  Irailding  in  connection 
with  a  general  hospital — apart  from  asylums  or  state  hospitals. 
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There  are  several  such  institutions  now — Pavilion  "  F  "  at 
Albany,  under  the  direction  of  Dr.  ilosher ;  the  Boston  Psych- 
opathic under  Dr.  Southard,  and  the  Phipps  Psychiatric,  at 
Johns  Hopkins  under  Dr.  Meyer. 

Several  general  hospitals  have  wards  for  these  psychopathic 
cases. 

Dr.  Barrett,  the  physician  in  charge,  thinks  every  large 
general  hospital  should  make  provision  for  taking  care  of  the 
eases  of  delirium  and  other  acute  disturbed  mental  conditions 
developing  within  its  own  walls. 

He  would  not  make  provision  for  admitting  cases  of 
delirium  tremens.  He  is  not  much  in  sympathy  with  this  sort 
of  case,  seeing  the  victims  have  themselves  to  blame  largely. 
Provision  should  be  made,  of  course,  for  the  care  of  hysteria, 
neurasthenia  and  other  functional  nervous  diseases. 

In  a  city  of  500,000,  in  connection  with  a  large  general 
hospital  a  pavilion  for  fifty  patients  suffering  from  acute  mental 
disturbance  would  be  a  great  boon — especially  for  people  in 
only  moderate  circumstances.  These  people  cannot  be  admitted, 
as  indigent  patients  are,  at  Ann  Arbor ;  and,  on  the  other  hand 
cannot  pay  a  rate  of  $45.00  per  month,  which  is  charged  by 
many  sanitariums. 

Dr.  Barrett  showed  Us  a  boy  aged  thirteen,  who  had  been 
in  jail  for  stealing — a  mental  defective,  the  son  of  a  syphilitic 
father.  Another  small  boy,  aged  ten,  bright  mentally,  had  a 
knowledge  of  sexual  matters  and  had  abnormally  indulged  in 
the  same,  like  an  adult  habitue.  A  woman  was  shown  in  a 
delirious  condition  the  result  of  an  acute  infection  of  the  kid- 
neys. A  young  woman  in  a  continuous  bath  was  recovering 
from  a  manic  attack.  The  pavilion  was  full  of  patients — all 
quite  free  from  restraint,  being  treated  as  other  sick  people  are. 

Dr.  Barrett  holds  that  there  is  a  great  need  for  social  ser- 
vice work  in  homes  whence  these  patients  come,  and  whither 
they  return  after  treatment.  Some  of  the  patients,  like  the 
two  boys  shown,  have  no  proper  place  to  go.  Without  a  proper 
environment  they  will  relapse  into  their  former  condition. 


Oct.,  1915  THE  HOSPITAL  WORLD  109 

THE    BUILDING    OF    THE    HOSPITAL: 
ORGANISATION   AND   METHODS 


By  Olivee  H.  Bartine, 

Superintendent,    The    New    York    Society    for    tlie    Relief    of    the 
Ruptured  and  Crippled. 


Or  the  vastness  of  the  annual  hosi^ital  building  programme  little 
is  known  by  even  those  actively  engaged  in  hospital  work  and 
no  conception  of  it  is  grasped  by  the  general  public.  When 
we  seriously  consider  that  there  is  annually  spent  in  this  country 
one  hundred  and  twenty-five  millions  of  dollars  for  the  erection 
and  equipment  of  new  hospital  buildings  in  an  endeavor  to 
accommodate  approximately  six  hundred  thousand  additional 
patients  then  the  magnitude  of  the  work  is  forced  upon  us.  We 
are  agreed,  I  assume,  that  the  demand  for  hospital  treatment 
is  steadily  increasing  and  that  it  is  to  the  interests  of  the  sick 
that  hospital  treatment  should  become  more  general. 

It  is,  then,  well  worth  while  that  we  should  examine  care- 
fully into  the  general  customs  connected  with  the  erection  of 
hospital  buildings  and  determine  beyond  a  doubt  whether  the 
maximum  of  ethciency  is  being  reached  and  that  there  are  no 
unavoidable  wastes,  extravagances  or  short-comings.  For  just 
in  proportion  as  wastes,  extravagances  or  short-comings  prevail 
the  service  which  should  be  obtained  from  the  vast  expenditure 
mentioned  and  the  general  usefulness  of  the  hospitals  are 
curtailed. 

It  is  common  knowledge  that  much  of  the  funds  given  for 
charitable  or  beneficent  purjwses  are  lost  to  the  beneficiaries 
through  extravagances  and  inefficiency  in  management,  but  it  is 
the  feeling  of  the  writer  that  this  applies  with  less  force  to  the 
field  of  the  hospital  than  to  any  other  branch  of  charitable 
work.  Nevertheless,  in  so  far  as  such  is  the  case  the  re- 
sultant suffering  falls  altogether  on  the  sick,  those  for  whom 
alone  the  work  is  carried  on.  Their  good  or  ill  is  in  the  balance. 
No  work  of  helpfulness  more  readily  commands  our  sympathies, 
therefore  shall  it  not  also  command  the  maximum  of  our  skill 
and  cfficiencv. 
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Naturally  the  first  step  lookiug  toward  the  erection  of  a 
hospital  building  is  the  appointment  of  the  Building  Com- 
mittee. Herein  may  lie  the  success  or  failure  of  the  entire 
project,  therefore  the  greatest  judgment  of  the  Board  of  Trus- 
tees should  be  brought  to  bear  upon  this  most  important  matter. 

The  duties  of  the  committee  are  vastly  diversified  and  call 
for  rare  judgment,  experience,  skill,  patience  and  generosity 
in  the  giving  of  time.  These  duties  include  the  major  control 
of  the  financial  problems,  the  selection  of  the  Architect  and 
Consulting  Engineer,  the  selection  of  the  site  and  the  selection 
of  materials  for  the  building  (in  consultation  with  the  Archi- 
tect), the  letting  of  the  contracts,  the  procuring  of  furnishings 
and  supplies  and  the  determining  of  a  thousand  and  one  knotty 
problems. 

For  the  successful  accomplishment  of  this  work  an  efficient 
and  thorough  organization  is  absolutely  essential.  Without  it 
the  best  final  results  are  impossible. 

Whether  the  funds  are  already  available  or  no  may  have  a 
direct  bearing  upon  the  selection  of  members  of  the  Building 
Committee.  If  the  money  must  be  raised  one  or  two  members 
of  skill  and  notable  standing  in  the  financial  world  are  most 
desirable.  If  the  fund  is  already  available  the  problem  becomes 
one  of  hospital  building  construction  and  equipment  only  and 
the  appointment  of  the  Committee  is  to  be  determined 
accordingly. 

The  Building  Committee  should  not  be  large  (a  large 
Committee  always  proving  unwieldly)  consisting  of  three  or 
five  members,  or  possibly  four  members,  preferably  all  men, 
members  of  the  Board  of  Trustees,  thoroughly  familiar  with 
the  field  of  work  and  needs  of  the  hospital.  It  is  especially 
to  be  desired  that  the  membership  of  the  Building  Committer 
should  contain  two  or  more  men  who  have  had  a  broad 
experience  in  building  operations,  and  operations  of  a  similar 
nature.  It  is  also  most  desirable  that  one  member  of  the 
Committee  should  bo  a  lawyer.  If  he  be  experienced  in,  or 
familiar  with,  contract  law  so  much  the  better. 

The  T^uilding  Committee  having  been  appointed  it  should 
promjitly  organize  by  the  election  of  a  Chairman  and  Secretary 
unless  the  designation  of  these  officers  has  been  made  by  the 
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Board  of  Trustees.  It  is  recommended  that  a  regular  date  of 
meeting,  either  monthly,  semi-monthly  or  weekly,  as  will  best 
meet  the  demands  of  the  work,  be  determined  upon.  The  ser- 
vices of  a  stenographer,  who  may  also  serve  as  a  Clerk  to  the 
Committee,  will  be  found  most  helpful.  Detailed  minutes  of 
the  meeting  can  then  be  made  and  a  copy  thereof  should  be 
sent  after  each  meeting  to  each  member  of  the  Committee 
for  filing  and  reference. 

Inasmuch  as  this  Building  Committee,  in  reality,  but 
represents  the  oard  of  Trustees  in  all  its  transactions,  copies 
of  the  minutes  of  each  meeting  of  the  Building  Committee 
should  be  promptly  filed  with  the  Secretary  of  the  Board  of 
Trustees.  It  is  also  regarded  as  essential  that  at  least  monthly 
the  meetings  of  the  Building  Committee  should  be  followed 
by  a  meeting  of  the  full  Board  of  Trustees,  at  which  meeting 
the  general  plans  and  work  of  the  Building^  Committee  and 
important  matters  before  them  could  be  broadly  discussed  and 
helpful  advice  could  be  obtained  from  the  other  members  of 
the  Board  of  Trustees.  Discussion  of  details  is  not  contem- 
plated in  this  recommendation. 

The  erection  and  equipment  of  a  hospital  building  involves 
a  vast  number  of  details  which  no  one  or  two  men  can  be 
expected  to  master  unassisted.  To  obtain  the  best  results  and 
the  advantages  of  the  greatest  possible  amount  of  experience 
and  information  the  appointment  of  an  Advisory  Committee  or 
Staff,  as  such,  is  urgently  recommended,  this  Advisory  Com- 
mittee to  be, so  constituted  as  to  include  men  of  experience  in 
so  nearly  as  possible  all  the  details  or  problems  involved. 

First  and  foremost  the  Superintendent  of  the  hospital 
should  be  a  member  of  this  Committee. 

The  Surgeon-in-Chief,  President  of  the  Medical  Boaril, 
Architect,  Consulting  Engineer,  Builder  and  Operating  Engi- 
neer should  constitute  the  remaining  membership  of  the 
Advisory  Committee.  In  the  case  of  certain  classes  of  hos- 
pitals, particularly  those  partaking  of  the  nature  of  homes, 
or  those  especially  intended  for  the  service  of  women,  one,  or 
possibly  two  women,  may  be  included  in  the  membership  of 
this  Committee,  assuming  that  there  are  available  women 
acquainted  with  the  work  and  needs  of  the  hospital.     It  cannot 
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be  denied  that  the  Directresses  of  Nurses,  of  many  hospitals, 
have  rendered  most  valuable  help  in  the  building  of  the  newer 
hospitals,  and  they  should  also  be  favorably  considered  for  the 
membership  of  the  Committee. 

In  mentioning  the  Superintendent  of  the  hospital  it  is  as- 
sumed that  the  building  proposed  is  being  erected  for  an  exist- 
ing institution.  If  such  is  not  the  case  the  first  step  of  the 
Building  Committee  (or  the  Board  of  Trustees)  should  be  the 
selection  of  a  Superintendent  for  the  new  hospital.  It  is  incon- 
ceivable that  a  body  of  laymen  can  hope  to  erect  and  equip 
a  hospital  building  without  the  constant  advice,  co-operation  and 
co-ordinating  work  of  an  efficient  Superintendent.  No  other 
man  can  better  appreciate  the  combined  administrative,  surgical, 
medical  and  general  service  problems,  the  needs  and  idiosyn- 
crasies of  patients  and  staff,  the  correlation  of  departments,  the 
essentials  and  the  non-essentials  incident  to  the  building,  and 
the  very  many  big  and  little  details  which  will  make  or  mar 
the  future  of  the  building. 

The  charge  that  the  Superintendent  will,  if  given  opportun- 
ity, make  excessive  or  extravagant  demands  for  space  or  equip- 
ment is  entirely  without  foundation.  The  worthy  Superinten- 
dent quite  as  well  realizes  the  limitations  of  available  funds 
as  can  any  member  of  the  Committee,  and  he  is  much  better 
able  to  distinguish  between  the  essential  and  the  non-essential. 
In  any  case  better  the  risk  of  some  slight  excess  of  space  or 
equipment  than  the  omission  of  some  essential  feature  of  the 
hospital  or  such  an  unfortunate  correlation  of  units  or  depart- 
ments that  the  entire  future  usefulness  of  the  hospital  is  un- 
necessarily limited. 

The  Superintendent  should  consult  with  the  heads  of  all 
the  departments  of  the  institution,  and  in  the  visitation  of 
other  nearby  hospitals  he  should  invite  them  to  accompany  him. 
It  may  not  be  questioned  that  these  associates  will  absorb  many 
ideas  and  that  they  will  thus  be  able  to  offer  many  suggestions 
to  the  Superintendent,  whose  duty  it  is  to  classify  and  select 
those  of  value,  which  he  should  in  turn  offer  to  the  joint 
Building  and  Advisory  Committee,  incltuling  the  Architect, 
Consulting  Engineer  and  Builder. 
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The  Surgeon-in-Chief  and  the  President  of  the  Medical 
Board,  mUst,  of  necessity,  be  most  important  factors  in  the 
work  of  the  Committee.  No  one  connected  with  the  institu- 
,tion  will  understand  as  will  they  the  special  requirements  of 
their  departments  and  work.  This  understanding  should,  how- 
ever, be  supplemented  with  a  thorough  and  elaborate  study  of 
the  most  modern  hospitals,  equipments  and  work  as  illustrated 
in  the  newer  hospital  plans  and  construction.  They  should 
also  advise  freely  with  their  associates,  whose  helpful  sugges- 
tions should  be  submitted  to  the  Superintendent  and  Advisory 
Committee. 

Practical  experience  has  demonstrated  that  it  is  not  feasible 
to  include  a  greater  proportion  of  the  hospital  staff  in  the  mem- 
bership of  the  Advisory  Committee.  Much  confusion  will  bo 
eliminated  by  requiring  the  Surgeon-in-Chief  and  the  President 
of  the  Medical  Board  to  consult  with  the  other  members  of 
the  staff,  sort  out  and  harmonize  the  conflicting  recommenda- 
tions and  present  the  worthy  suggestions  in  proper  form.  Many 
a  hospital  has  suffered  irreparably  by  an  attempt  on  the  part  of 
the  Building  Committee  or  Architects  to  provide  for  a  mass 
of  undigested  demands.  iN'aturally  the  final  results  have  been 
chaotic  and  most  unsatisfactory. 

The  Architect,  the  Consulting  Engineer  and  the  Builder 
should  also  be  active  members  of  this  Advisory  Committee,  be- 
cause they  are  vastly  important  factors  in  the  development  of 
the  plans  and  in  the  construction  and  equipment  of  the  building. 
Too  often  these  parties  are  deemed  as  hirelings  only,  viewed 
with  distrust  and  kept  at  arm's  length.  Many  an  Architect  and 
Engineer  can  tell  of  instances  where  they  have  been  instructed 
by  the  Building  Committee  to  refrain  entirely  from  consulta- 
tions with  the  Superintendent  of  the  hospital,  its  staff,  or  its 
Operating  Engineer.  They  are  told  that,  being  employed  as 
experts,  such  association  should  be  unnecessary  and  will  lead 
to  the  adoption  of  extravagant  demands.  'No  wonder  that 
many  hospitals  are  built  with  rooms  and  equipment  that  will 
never  be  required  or  are  put  to  later  and  excessive  expense  in 
making  changes  or  adding  equipment  that  should  have  been 
originally  ])rovided.    Cordinl  co-operation  of  all  those  asso?iated 
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in  the  work  may  alone  be  depended  upon  to  assure  a  complete 
plant  and  building. 

The  Architect  is  a  specialist  in  esthetics,  planning  and 
construction,  but  most  certainly  he  is  not  a  Doctor,  Surgeon,  or 
Hospital  Superintendent,  nor  is  he  acquainted  with  their  work. 
Granting  that  the  particular  Architect  in  question  has  planned 
one  or  a  dozen  hospitals  it  does  not  follow  that  he  knows  all 
about  the  needs  of  the  new  hospital.  ^lost  assuredly  experi- 
ence in  the  design  of  hospital  buildings  on  the  part  of  the 
selected  architect  is  a  desirable  asset  to  the  new  hospital,  but 
it  is  not  an  uncommon  thing  to  find  that  entirely  too  much 
reliance  and  responsibility  has  been  placed  in  the  Architect,  on 
the  theory,  that  as  an  expert  he  knows  just  what  is  required  and 
what  will  best  meet  the  requirements,  needing  no  suggestions 
or  guidance.  Such  a  plan  waives  aside  entirely  the  immense 
amount  of  most  valuable  information  and  experience  which  the 
Superintendent,  Doctors  and  others  associated  in  the  hospital 
have  accumulated  through  years  of  work  and  observations  in 
their  own  and  other  hospitals. 

Within  his  particular  field,  the  Consulting  Engineer, 
though  he  may  and  should  be,  an  Engineer  experienced  in  hos- 
pital work,  should  not  be  expected  to,  or  allowed  to,  carry  on 
his  work  without  intimate  contact  and  association  with  the 
other  members  of  the  Advisory  Committee,  and  for  reasons 
similar  to  those  stated  in  the  case  of  the  Architect.  Especially 
should  the  Consulting  Engineer  and  Operating  Engineer  work 
in  close  association  and  harmony. 

The  suggestion  that  the  builder  should  be  a  member  of  the 
Advisory  Committee  may  seem  novel  but  there  are  very  good 
reasons  why  this  should  be  so.  The  builder  can  give  the  most 
reliable  information  concerning  the  effect  of  different  sites 
upon  cost  of  building  the  hospital,  the  cost  of  various  materials, 
the  time  required  for  building,  the  effect  of  the  selection  of 
different  materials  upon  the  time  element,  and  other  practical 
questions.  Only  a  careful  selection  of  the  builder  by  the  Build- 
ing Committee,  acting  with  the  advice  of  the  Architect,  is  neces- 
sary to  secure  reliable  unprejudiced  practical  building  advice 
by  this  means. 
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By  all  means  should  the  Hospital's  Operating  Engineer  be 
a  member  of  this  Committee,  assuming  that  the  Hospital  has 
such.  Too  much  praise  cannot  be  given  to  the  Operating  En- 
gineer of  the  larger  hospitals.  His  experience  in  the  operation 
and  maintenance  of  existing  equipments  and  appliances,  and 
in  the  arrangement  of  plants  will  serve  as  the  basis  of  many 
suggestions  of  material  help  to  all  concerned. 

It  is  to  be  most  emphatically  recommended  that  when  the 
construction  of  the  building  has  advanced  to  the  stage  that  the 
installation  of  the  mechanical  equipment  is  commenced,  the 
Operating  Engineer  should  be  placed  upon  the  work  as  the 
Hospital's  inspector.  In  this  capacity  he  will  be  of  inestimable 
help  to  the  owners,  architect,  consulting  engineer,  builder  and 
equipment  contractors  alike.  When  the  stage  is  reached  that 
the  heating  or  power  plant  must  be  put  in  operation  for  drying 
out  the  building  or  other  service  the  Operating  Engineer  should 
be  placed  in  charge  thereof.  The  plant  at  this  time  should 
be  operated  preferably  by  the  owners,  but  the  same  purpose 
can  be  accomplished  by  providing  in  the  specitications  that  the 
builder  shall  employ  the  Hospital's  Operating  Engineer  for  this 
purpose. 

Such  a  plan  assvires  the  best  of  workmanship  and  materials 
in  every  detail  of  the  mechanical  equipment,  more  positively 
than  can  be  done  by  the  usual  architectural  and  engineering  sup- 
ervision, but  more  important  and  valuable  still,  it  enables  the 
engineer  to  become  familiar  with  every  detail  of  the  construc- 
tion and  equipnjent.  When  the  building  is  completed  and  occu- 
pied he  will,  beyond  question,  be  able  to  conduct  and  maintain 
the  plant  to  the  best  advantage  and  in  a  more  economical 
manner. 

This  service  on  the  part  of  the  operating  engineer  is  not 
intended  to  supplant,  but  rather  to  supplement  the  work  of  the 
Clerk  of  the  Works  or  Superintendent  of  Construction,  who  is 
selected  by  the  Architect  but  employed  by  the  owner  at  an  extra 
compensation,  the  duty  of  the  latter  being  to  give  his  immediate 
and  constant  attention  to  all  construction  work  and  the  materials 
and  labor  employed  therein.  The  operating  engineer  is  rarely 
capable  of  supervising  the  general  building  construction  -work, 
and  rarely  is  the  clerk  of  the  works  an  expert  on  the  installation 
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of  the  mechanical  equipment.     Thus  the  work  of  one  supple- 
ments the  work  of  the  other. 

In  some  cases  it  may  seem  advisable  to  treat  the  architect, 
consulting  engineer,  builder  and  operating  engineer  as  ex-officio 
members  of  the  advisory  committee,  but  inasmuch  as  the  com- 
mittee is  advisory  only  this  does  not  seem  necessary. 

Special  meetings  of  this  Advisory  Committee  will,  without 
doubt,  be  required  from  time  to  time  to  thresh  out  multitudin- 
ous minor  questions,  but  in  general  the  meetings  of  this  com- 
mittee should  be  held  jointly  with  those  of  the  Building  Com- 
mittee, the  officers  of  the  latter  acting  as  officers  of  the  joint 
committee,  llanifestly  special  or  separate  meetings  of  the 
Building  Committee  will  be  required,  for  it  is  upon  the  Build- 
ing Committee,  as  the  direct  representatives  of  the  hospital, 
that  falls  the  responsibility  of  becoming  final  arbiter  over  all 
questions,  save  only  those  requiring  the  action  of  the  Board  of 
Governors.  Weekly  meetings  of  the  joint  committee  are 
strongly  urged,  especially  in  the  early  stages  of  the  work. 
Only  thus  will  delays  be  avoided  and  will  all  necessary  in- 
formation be  forthcoming  at  the  proper  time. 

Consultations  of  the  Surgeon-in^Chief  and  President  of 
the  Medical  Board  with  their  staffs  and  with  the  Superintend- 
ent should  be  full  and  frank,  but  without  too  much  self-assert- 
iveness  and  none  of  self-prejudice,  and  this  attitude  should 
prevail  among  all  of  those  associated  in  the  work.  All  praise 
to  the  big,  able  and  generous  men  who  have  given  much  of 
their  time  and  of  themselves  to  the  work  of  hospital  construc- 
tion ;  but  many  hospitals  have  been  erected  which  have  been 
the  subject  of  serious  and  just  criticism  because  someone  of 
unusual  force,  position  or  apparent  authority,  whose  judg- 
ment the  other  members  of  the  committee  fear  to  question,  has 
been  permitted  to  impress  his  biased  recommendations  or  views 
upon  the  work  of  the  committee.  In  such  cases  the  hospital  and 
its  patients  are  the  chief  suffei'ers,  and  the  staff  of  the  hospital 
are  called  upon  to  offer  many  apologies. 

(To  be  continued.) 
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Society  Proceedings 

AMERICAN  HOSPITAL  ASSOCIATION 


Proposed  Changes  in  the  Constitution  and  By-laws. 

At  the  San  Francisco  meeting  the  Committee  on  Constitution 
and  By-laws  offered  certain  amendments.  As  amended  the 
leading  sections  read  as  follows: — 


'& 


Trustees. 

There  shall  be  a'  Board  of  five  Trustees,  which  shall  have 
charge  of  the  property  and  financial  affairs  of  the  Association 
and  shall  hold  title  thereto  under  the  name  of  "  Trustees  of  the 
American  Hospital  Association."  The  President  and  Treasurer 
shall  constitute  two  of  said  Trustees,  and  one  Trustee  shall  be 
elected  annually,  at  the  convention,  to  serve  for  three  years, 
excepting  that  in  1915  one  of  said  Trustees  shall  be  elected  for 
one  year,  one  for  two  years,  and  one  for  three  years.  Trustees 
shall  serve  until  their  successors  are  elected. 

The  Board  of  Trustees  shall  have  general  control  and  man- 
agement of  the  business  of  the  Association  and  may  appoint  and 
fix  the  salaries  of  such  officers  and  agents  as  it  may  deem  neces- 
sary or  expedient  and  establish  rules  and  rates  for  the  use  of 
such  facilities  as  it  may  in  its  judgment  ])rovide. 

ARTICLE  VI. 

Sections. 

In  order  to  facilitate  the  work  of  the  Association,  Sections 
may  be  formed  and  discontinued  from  time  to  time,  as  the 
Trustees  may  by  vote  determine.  Such  Sections  may  be 
geographical,  in  order  that  recognized  meetings  of  the  Associa- 
tion may  be  held  in  various  parts  in  places  not  easily  accessible 
to  all  members,  or  may  be  departmental  in  their  nature  and 
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devoted  to  any  recognized  branch  of  hospital  work.  Proceed- 
ings at  any  antliorized  Section  of  the  Association  approved  by 
the  Executive  Committee  may  become  a  jjart  of  the  proceedings 
of  the  Association,  and  any  resolution  adopted  by  a  geographical 
Section  shall  be  recognized  as  a  motion  duly  made  and  seconded 
at  any  general  session  of  the  Association,  and  a  vote  of  the 
general  Association  shall  be  taken  thereon. 

ARTICLE  VII. 

Armual  Dues  and  Charges. 

In  order  to  provide  funds  for  the  maintenance  of  the  Asso- 
ciation, membei-s  shall  pay  annual  dues  as  may  be  determined 
by  the  By-laws ;  and  the  Truste<^s  nuiy  establish  such  charges 
for  the  use  of  the  facilities  of  the  Association  as  it  may  deter- 
mine. 

ARTICI.K  VIII. 

Vacancies. 

All  vacancies  in  office  and  in  the  Board  of  Trustees  shall  be 
filled  by  vote  of  the  Executive  Committee. 

AUTICLE  IX. 

Section  5. — The  Treasurer  shall  receive  all  dues  and  otlier 
moneys  of  the  Association,  and  shfill  deposit  and  account  for  the 
same,  under  the  direction  and  control  of  the  Board  of  Trustees. 
Whenever  so  re<]uired  by  the  Board  of  Trustees,  he  shall  give 
a  bond  to  said  Board  for  the  faithful  ])erformance  of  his  trust. 
Such  bond  shall  be  in  the  custody  of  the  President.  All  dis- 
bursements and  expenditures  shall  be  made  under  the  direetlon 
of  the  Board  of  Trustees  and  subject  to  its  rules  and  require- 
ments. The  Treasurer  shall  keep  proper  books  of  account,  and 
shall  present  a  report  of  tlie  finances  of  tlie  Association  at  the 
annual  convention. 

Section  .5. — The  Committee  on  Hospital  Progress  shall 
observe  the  development  of  liospital  work  in  the  Tnited  States 
and  Canada,  and  shall  submit  a  report  of  its  observations  at  the 
ariiunl  convention  of  the  Association. 


Oct.,  1015  THE  HOSPITAL  WORLD  119 

The  Committee  on  Hospital  Progress  shall  be  subdivided  as 
follows : 

(a)   A  committee  of  one  on  hospital  construction; 

(6)  A  committee  of  one  on  hospital  efficiency,  hospital  fin- 
ances, and  the  economics  of  administration ; 

(c)  A  committee  of  one  on  medical  organization  and  medi- 
cal education; 

(d)  A  committee  of  one  on  the  training  of  nurses ; 

(e)  A  committee  of  one  on  out-patient  work; 
(/)   A  committee  of  one  on  hospital  accounting. 

Section  6. — The  Committee  on  the  Development  of  the 
Association  shall  present  annually  a  report  on  the  further 
development  of  the  Association's  work. 

ISTo  paper  shall  be  published  in  the  minutes  or  in  any  maga- 
zine or  paper  as  a  part  of  the  transactions  of  this  Association 
except  with  the  consent  of  the  author  and  with  the  approval  of 
the  Publication  Committee.  All  papers  read  at  any  session  of 
the  Association  or  its  Sections  shall  become  the  property  of  the 
Association  and,  when  so  requested  by  the  Committee  on  Pub- 
lication, the  Board  of  Trustees  shall  cause  the  same  to  be  copy- 
righted in  the  name  of  the  Trustees ;  but,  unless  prohibited  by 
the  Committee  on  Publication,  the  authors  of  all  papers  read 
at  sessions  of  the  Association  or  its  Sections  may  cause  the  same 
to  be  published,  and,  if  approved  by  the  Committee  on  Publica- 
tion, they  may  be  published  as  a  part  of  the  transactions  of  the 
Association.  N^o  paper  or  magazine  shall  be  entitled  to  the 
exclusive  publication  of  any  paper  read  before  the  Association 
or  its  Sections  except  by  vote  of  the  Trustees. 

The  AaiERiCAisr  Hospital  Association  Meeting. 

Rabbi  Martin  A.  Meyer  delivered  the  invocation  at  the 
opening  of  the  San  Francisco  meeting.  He  prayed  that  the 
delegates  who  had  assembled  in  "  Our  Rainbow  City  "  should 
he  so  invigorated  in  spiritual  grace  that  they  might  see  their 
hrothers  and  know  them  and  understand  them  across  the  differ- 
ences of  opinion;  that  mind  might  draw  near  mind  over  the 
■chasms  which  sejiai-ate  them  in  the  pursuit  each  of  his  own 
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ideal;  that  they  might  go  forth  laden  with  golden  sheaves  of 
new  ideas  and  of  possibilities  for  finer  and  larger  achievement. 

Dr.  John  A.  Hornsly  i)resented  the  report  of  the  Committee 
on  Inspection,  Classification  and  Standardization  of  Hospitals. 
One  great  group  of  hospitals — ^the  Sisters' — had  begun  to  raise 
their  standards.  They  had  formed  an  association  which  was 
meeting  now;  he  hoped  this  new  association  ere  long  would 
amalgamate  with  the  American  Hospital  Association.  The  new 
movement  of  the  Sisters  would  extend  to  Canada  and  Latin 
America. 

That  large  class  of  hospitals  under  the  direct  control  of 
municipalities  were  conscious  of  their  disgraceful  condition; 
and  this  was  the  first  step  toward  progress.  "  The  first  direc- 
tion toward  improvement  in  these  municipal  hospitals  must  be 
the  assumption  on  their  part  that  they  are  not  charitable  insti- 
tutions any  more  than  the  fire  dei^artment  or  the  police  depart- 
ment are.." 

The  smaller  liospitals  of  the  country,  unlike  the  large  urban 
institutions,  were  often  influenced  strongly  by  that  member  of 
their  staff  who  had  the  largest  clientele.  Such  men  were  losing 
authority,  and  group  work  was  beginning  to  manifest  itself. 
Hospitals  were  more  and  more  catering  to  the  large  middle 
class  of  people.  Hitherto  stress  had  been  laid  on  attention  to 
the  rich  and  to  the  poor — the  man  of  moderate  means  having 
been  overlooked. 

The  Mayor's  secretary  then  welcomed  the  delegates.  San 
Francisco,  he  said,  was  one  of  the  cleanest  hospitals  in  the 
world.  Dr.  Blue  had  made  it  one  of  the  loveliest.  These  two 
factors  did  much  toward  keeping  patients  out  of  hospitals.  San 
Francisco  had  a  system  of  emergency  hospitals.  The  city 
owned  and  operated  them  all.  The  visitors  would  be  welcomed 
to  visit  them. 

Dr.  James  L.  Whitney  read  a  paper  entitled  "  List  and 
^Nomenclature  of  Diseases,  and  System  of  Filing  in  Use  at  the 
California  Hospital."  Those  of  our  readers  who  Avish  to  pro- 
cure this  list  may  do  so  by  writing  to  Doctor  Whitney,  care  of 
the  University  Hospital,  for  it. 

Doctor  Kilgore,   who  assisted    in    the   compilation   of   the 
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report,  said  it  was  most  desirable  that  there  should  be  a  uni- 
formity in  hospital  nomenclature.  Elasticity  and  ability  to 
change  according  to  later  knowledge  of  the  etiology  of  a  disease 
was  a  very  important  thing.  This  new  system  fully  covered 
this  point. 

Progeess  in  Nuksing. 

Miss  Harriet  Leek,  Principal  of  ^Nurses,  Grace  Hospital, 
Detroit,  read  a  paper  on  this  subject.     Miss  Leek  said  in  part : 
"  But  what  are  we  preparing  our  nurses  for  ?     This  might 
well  be  classified  by  what  the  three  great  organizations  of  nurs- 
ing, with  which  we    hold    a    joint    meeting,  represent — The 
American  Nurses'  Association,  which  is  the  alumni    of    our 
schools ;  the  Educational  League  of  Xursing,  which  is  the  insti- 
tutional worker;    and  the  National    Public    Health    Nursing 
organization,  including  the  school  nurse,  infant  welfare  nurse, 
tuberculosis  nurse,  social  service  nurse,  etc.     Now  the  alumni 
of  our  schools  are  three-fourths  private  duty  nurses.    This  ratio 
may  be  a  little  high,  since  the  public  health  nursing  field  has 
grown  so  rapidly,  but  the  training  applies  to  both.     How  are 
we  preparing  them  for  their  field  of  work  ?     The  answer  comes 
by  looking  at  our  graduate-special  nurses  in  our  hospitals.     Are 
we  satisfied  with  our  own  product  ?     If  we  find  it  so  hard  to 
deal  with  these  nurses  in  the  hospital,  how  are  they  getting  _ 
along  in  the  home?     How  economical  are  they  with  supplies? 
How  well  do  they  adapt  themselves  to  the  patient,  family,  ser- 
vants, etc.  ?    Why  do  so  many  patients  able  to  pay  for  a  gradu- 
ate nurse  not 'want  one?     The  trouble  lies  chiefly  in  the  fact 
that  the  average  graduate  does  not  know  how  to  make  a  home; 
she  lacks  the  home  spirit ;  she  does  not  know  enough  of  nursing 
ethics ;    she  has  not  studied  the  law  of    human  kindness,  of 
unselfishness,  of  bearing  and  forbearing.     How  much  of  this 
spirit  is  generated  in  the  training  schools  ?     In  other  words, 
how  much  real  motherly,  homey  interest  do  we  take  in  our 
nurses  ?    Getting  the  work  done  thoroughly  and  the  class  work 
attended  to  is  our  chief  concern.    The  spirit  is  first,  and  if  that 
is  taken  care  of  the  rest  follows  without  any  trouble.     We  get 
the  '  cart  before  the  horse.'     I  fear  that  is  what  is  the  matter 
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with  our  private  duty  nurses.  Not  long  ago  a  prominent  doctor 
said  to  me,  '  Deliver  me  from  a  nurse  whose  god  is  her  salary, 
who  can  see  dirt  outside  the  sick-room  and  not  lift  her  hand 
to  ohliterate  it,  who  would  not  stoop  from  her  professional  work 
to  lift  a  crying  child  or  relieve  a  tired  mother.'  The  majority 
of  our  pupils  come  from  well-regulated  Christian  homes.  They 
are  literally  thrown  into  the  cold  routine  stream  of  hospital 
atmosphere.  How  can  you  expect  them  to  swim  safely  ashore 
amid  the  temptations  without  careful  watching  of  all  sides  of 
their  make-up,  the  mental,  moral  and  spiritual  ?  Now,  I  do  not 
mean  that  we  should  preach  religion,  hut  I  do  mean  that  we 
should  generate  an  influence  of  justice,  of  right  living  and  high 
thinking,  of  interest,  sympathy,  unselfishness,  of  love  in  its  true 
sense — is  there  any  greater  essential  in  the  huilding  up  of  home 
life?  The  school  and  liospital  should  he  literally  saturated  with 
this  home  spirit." 

^liss  Anne  A.  Williamson,  R.N.,  Superintendent  of  Nurses 
in  the  California  Hospital,  Los  Angeles,  California,  prepared 
a  paper  on  "  The  Eight-Hour  Law ;  Its  Present  and  Its 
Future,"  which  was  read  by  Mrs.  Mitchell,  of  the  Pacific  IIos- 
pital,  Los  Angeles.  Mrs.  Mitchell  said  that  all  superintendents 
of  training  schools  were  enthusiastic  over  the  eight-hour 
schedule,  but  the  majority  of  them  were  burdened  with  the 
forty-eight  hour  law.  To  those  who  wanted  advice  from  the 
speaker's  experience,  she  would  say:  Get  your  eight-hour 
schedule  adopted  before  there  is  a  forty-eight  hour  law. 

Dr.  Cleveland  Shutt,  Commissioner  of  Hospitals,  St.  Louis, 
said  there  seemed  to  be  an  effort  to  reduce  the  profession  of 
nursing  to  a  trade.  Why,  he  had  not  been  able  to  decide.  He 
presumed  the  medical,  preaching  and  legal  professions  would 
become  reduced  to  trades  sooner  or  later,  unless  they  solidly 
objected.  The  doctor,  in  the  midst  of  an  appendix  operation, 
at  the  end  of  his  eight-hour  shift  would  quit  and  hand  the 
completion  of  the  operation  over  to  another!  It  was  as  logical 
for  a  doctor  to  quit  as  for  a  nurse.  T^nless  the  medical  profes- 
sion protected  themselves  from  these  people  who  were  conduct- 
ing this  unionistic  jiropaganda,  the  people  would  protect  them- 
selves from  the  ])rofossion.     Tliere  was  a  tendency  already  on 
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the  part  of  certain  suraeons  to  train  their  own  nurses — rthey  are 
fearful  of  calling  on  a  nurses'  directory.  He  had  known  sur- 
geons to  refuse  certain  nurses  oifered  to  them  because  such 
nurses  "had  had  a  training — not  a  teaching"  (sic).  Why 
should  we  have  eight  or  any  number  of  hours  for  any  profes- 
sion ?  Why  should  we  not  have  that  which  was  reasonable  and 
just  to  the  individual — no  more  and  no  less  ? 

Should  a  nurse  not  be  trained  at  the  bedside,  as  doctors  .are  ? 
Many  persons  who  are  able  to  employ  nurses  do  not,  for  the 
simple  reason  that  the  graduate  nurse  is  not  acceptable  in  the 
home.  She  has  had  a  lot  of  teaching — ^ean  give  the  etiology, 
causes,  symptoms  and  treatment  of  typhoid  fever,  i)ossibly  bet- 
ter than  the  doctor  she  is  nursing  for,  but  may  not  recognize 
a  typhoid  perforation  when  it  occurs.  The  patients  are  going 
to  demand  nurses  who  are  not  union. 

iliss  Jamme:  I  should  like  to  say  in  regard  to  the  state- 
ment that  we  are  endeavoring  to  put  the  nursing  profession  in 
the  rank  of  a  trade,  that  the  Legislature  of  California,  when  this 
question  was  brought  up  for  discussion  during  the  long  hours 
of  one  day  and  way  into  the  night,  had  this  matter  brought 
before  the  legislators.  It  was  said  that  they  were  endeavoring 
to  put  the  nurses  in  a  class  with  the  canners.  The  answer  was, 
"  You  are  already  in  the  class  of  the  canners;  you  are  working 
your  nurses  as  the  canners  work  their  women,  for  gain  for  your 
hospitals."  It  was  on  that  basis  only  that  the  eight-hour  law 
was  passed  in  California. 

{To  he.  continued.) 
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Selected  Article 

HOSPITALS  AT  THE  FRONT 


By  Lietjt.-Col.  McPiierson,  Tokonto,  of  No.  2 
Field  Ambulance. 


How  Wounded  Ake  Moved  and  Caeed  Foe. 

Pabticulaes  of  the  wonderful  system  which  has  been  worked 
out  in  connection  with  the  care  of  the  wounded  in  the  hosjiitals 
at  the  front  are  contained  in  the  following  letter  received  from 
Lieut-Col.  D.  W.  McPherson,  C.A.M.C,  of  ISTo.  2  Field 
Ambulance. 

"  When  a  brigade  goes  into  the  trenches,"  says  the  Colonel, 
"  the  field  ambulance  sends  forward  a  section  of  usually  two 
officers,  forty  men,  three  horse  ambulances,  two  motor  ambu- 
lances, and  six  wheel  stretchers  to  establish  an  advanced  dress- 
ing station.  This  station  is  placed  as  close  to  the  trenches  as 
possible,  and  is  self-contained  as  far  as  its  equipment  is  con- 
cerned. Back  about  two  miles  we  have  the  main  dressing 
station,  which  will  accommodate  about  150  patients. 

"  When  a  man  is  wounded  he  is  attended  by  whoever  is 
near  the  line.  On  the  inside  of  the  skirt  of  every  soldier's  coat 
is  a  first  aid  pack  containing  gauze,  cotton,  adhesive  plaster  and 
bandage,  oil  protective  and  safety  pin.  The  stretcher  bearers 
convey  him  back  to  the  regimental  aid  post.  Here  the  doctor 
of  the  regiment  has  his  supplies,  usually  in  a  dugout  or  cellar. 
The  regimental  officer  now  examines  the  dressing.  A  tag  is 
placed  on  the  man  with  his  name,  numbery  regiment,  religion, 
nature  of  wound  and  treatment.  Usually  at  night  time,  or 
whenever  possible,  the  ambulances  from  the  advanced  dressing 
station,  with  an  officer  and  bearers,  come  up  as  close  as  possible 
to  these  regimental  aid  posts  and  convey  the  wounded  back. 
There  are  usually  four  to  six  of  these  regimental  aid  posts  to 
clear  from.  I 
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'■'  At  the  advance  dressing  station  a  medical  oificer  again 
examines  the  dressing  and  condition  of  each  man  and  enters 
on  his  tag  any  treatment  he  receives  and  redresses  the  wounds. 
The  officer  enters  in  the  admission  and  discharge  book  full  par- 
ticulars of  each  case  as  on  the  tag.  From  here  the  wounded 
are  sent  to  the  main  dressing  station.  Here  again  the  wounds 
are  redressed,  and  twice  a  day  the  motor  ambulance  convoy  of 
the  Red  Cross  comes  up  from  the  casualty  clearing  station, 
usually  about  six  to  twelve  miles  back  from  us,  and  clears  all 
the  wounded  out  of  our  dressing  station. 

"  From  these  dressing  stations  and  the  casualty  clearing 
stations  the  wounded  are  sent  to  stationary  and  general  hospi- 
tals, and  by  transport  ambulance  ships  to  base  hospitals  in 
England. 

"  When  we  are  out  with  the  brigade  at  the  trenches  we  are 
looking  after  the  sick  of  the  Canadian  Division  who  will  be 
better  in,  say,  four  days,  and  any  who  are  going  to  be  sick 
longer  are  sent  to  the  field  ambulance,  which  is  running  a  con- 
valescent station.  Here  they  only  keep  those  who  will  be  ready 
for  duty  in  ten  days,  more  serious  cases  being  sent  back  daily 
to  the  casualty  clearing  station. 

"  The  hardest  man  or  officer,  I  should  say,  is  Captain  W.  H. 
Fox,  the  Quartermaster.  He  must  see  that  the  company  has 
sufficient  food  and  supplies  at  all  times,  and  is  responsible  for 
the  transportation  of  it  all  when  we  move,  as  well  as  all  the 
equipment  of  the  unit." 


Lieut.-Col.  Herbert  A.  Bruce  attached  to  Hospital  at 
Le  Treport 

LiEUT.-CoL.  Herbert  A.  Bruce,  A.M.C,  of  Toronto,  who  was 
ordered  to  France  the  latter  part  of  August,  is  now  attached 
to  ISTo.  2  Canadian  Hospital  at  Le  Treport.  It  is  understood 
that  Lieut.-Col.  Bruce  will  go  later  to  Etaples.  While  in  Eng- 
land he  was  at  the  Duchess  of  Connaught's  Hospital  at  Cliveden 
and  at  Shorneliffe. 
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Book  Reviews 


Chemistry  and  Vhemical  Uri^idli/sis  for  Xurses.   By  IIakoi.h  L. 
Amoss,  S.B.,  M.D.     Philadelphia:  Lea  &  Febiger. 

This  book  comes  out  from  the  liands  of  Lea  &  Febiger, 
Philadelphia  and  Xew  York,  in  a  neat  shape,  with  good  clear 
type,  268  pages  in  extent,  quite  handy  for  a  pupil's  textbook. 
As  to  the  subject  matter,  it  must  constantly  be  borne  in  mind 
by  specialists  in  any  science,  art,  or  craft,  when  directing  their 
instruction,  that  every  other  specialist  under  the  sun  thinks 
also  that  nurses  must  have  an  intelligent,  if  epitomized, 
knowledge  of  his  specialty  too.  Yet  the  bulk  of  the  nurses' 
work  is  to  be  done  with  her  hands.  If  only  somebody  with  an 
Edisonian  mind  could  put  on  a  moving  film  record  the  repre- 
sentation of  hands,  clever  demonstrating  hands,  showing  on 
a  magnified  scale  in  a  still  picture  the  important  details  of 
position,  name,  shape,  etc.,  in  all  of  a  nurse's  manual  labors. 
It  is  very  necessary  to  have  reference  books  for  the  training 
school  library  such  as  .these  written  by  doctors  of  science,  and 
all  physicians,  supervisors  or  dietitians  teaching  in  a  hospital 
should.be  thoroughly  familiar  with  them. 

Doctor  Amoss  wisely  begins  with  a  preface  addressed  to 
instructors,  whom  he  thus  acknowledges  to  be  his  agents.  The 
subject  is  developed  clearly  and  slowly  from  the  simple  phe- 
nomena of  slaking  lime,  or  oxidation  of  silver,  to  the  point 
where  the  nurse  may  understand  the  digestive  processes  of  the 
body,  the  values  of  foods,  the  principles  of  caloric  feeding,  etc. 

An  interesting  chapter  relates  to  urines,  their  analysis,  the 
intake  affecting  them,  their  amount,  color  and  abnormal  con- 
tents. However,  the  fact  still  remains  that  the  duty  of  the 
nurse  is  rather  that  of  obtaining  a  specimen  at  the  right  time 
andin  a  suitable  container  than  finding  out  what  it  contains. 
A  well-trained  nurse  working  for  a  very  exclusive  physician 
among  his  fashionable  clientele  has  nothing  more  to  do  than 
to  fit  a  little  enamel  bottle  in  a  fine  leather  case,  call  a  special 
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messenger  and  send  the  specimen  of  her  patient  to  jnst  such  a 
laboratory  as  probably  is  conducted  by  the  assistants  of  a  clever 
pathologist  like  the  author  himself.  And  if  she  were  in  a  coun- 
try district,  the  physician  would  not  ask  for  nearly  so  many 
specimens,  but  would  examine  them  himself,  we  hope,  even 
cursorily,  after  his  twenty-mile  drive.  There  is  a  great  danger 
of  giving  nurses  the  impression  that  they  are  to  do  things  with 
a  pen,  or  pencil,  a  test  tube,  or  a  telephone,  the  patient  being 
eliminated.  The  chief  diilerence  between  the  nurse  turned 
out  twenty-five  years  ago  and  now  is  that  the  callous,  gay, 
chemist-clerk-mathematician-surgical  assistant  nurse  of  to-day 
does  not  love  to  rub  backs,  turn  mattresses,  cheer  up  neuras- 
thenics, or  feed  ghastly  marasmus  babies,  none  of  which 
requires  a  knowledge  of  chemistry.  The  whole  country  will 
perish  on  this  rock,  wanting  to  get  away  from  work  with  the 
hands.  Everyone  wishes  to  be  an  organizer  instead  of  a  doer. 
Who  will  then  soon  be  doing  our  nursing,  Japs,  Indians,  Chin- 
ese, or  colored  girls?  All  books  written  for  nurses  should  be 
submitted  to  the  Xurses'  Association  for  standardization. 


Care  of  the  Bubij:  How  to  Keep  Your  Bnbij  Well.  By  J.  P. 
Ceozer  Gbiffitii,  M.D.,  University  of  Pennsylvania. 
Sixth  edition.  Cloth,  $1.50  net.  Philadelphia  and  London: 
W.  B.  Saunders  Company. 

This  book,  first  copyrighted  in  1895,  has  now  seen  twenty 
years  of  use,  and  by  growing  in  favor  required  revision  and 
recopyrighting  several  times.  ISTo  subject  strikes  home  so 
deeply,  and  no  subject  is  so  diversified,  as  the  care  of  infants. 
Besides,  the  last  twenty  years  have  seen  such  a  marked  change 
in  the  civilized  life  of  this  jSTew  World  that  everything  affect- 
ing the  conception,  gestation,  birth  and  development  of  child 
life  requires  more  study  and  nursing  than  in  any  other  civilized 
race  in  the  whole  history  of  the  race. 

The  book  takes  up  the  hygiene  of  pregnancy,  the  confine- ' 
ment,  the  care  of  the  infant  as  to  bath,  clothing,  airing,  feeding, 
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sleep,  and  the  early  control  of  his  habits  and  thought.  The 
essentials  in  good  nursing  are  fully  discussed,  the  author  wisely 
saying  that  the  woman  who  conducts  an  obstetrical  case  success- 
fully must  have  great  tact  with  relatives  and  servants.  How- 
ever, it  is  rather  quaint  to  hear  her  called  a  "  monthly  nurse," 
in  sharp  distinction  to  what  a  graduate  of  a  first-class  general 
hospital,  with  special  training  in  a  great  maternity  hospital, 
■would  slangily  call  herself,  "  an  obstet.  nurse,"  and  in  no  word 
or  line  of  this  chapter  is  any  knowledge  of  the  author  betrayed 
of  the  skill,  reliability  and  lovableness  of  some  of  these  young 
women,  who  go  again  and  again  to  the  same  families,  and  are 
sometimes  even  entrusted  with  the  entire  care  of  children  and 
household,  while  the  parents  are  in  Europe.  One  can  be  a  good 
"  obstet.  nurse  "  and  M-ear  smart  clothes,  and  be  young  at  the 
same  time. 

Then,  too,  some  of  the  pictures  used  to  illustrate  the  book 
represent  articles  of  clothing  and  furnishings  for  the  nursery 
entirely  too  fussy  and  frilly  to  be  comfortable  or  sanitary  for 
the  baby. 

One  excellent  point,  in  passing,  is  the  mention  of  the  leaden 
nipple  shield  for  cracked  nipples,  which  would  cause  any  mother 
great  torture  were  it  not  for  this  simple  but  wonderful  cure. 

There  is  a  very  useful  category  of  all  the  diseases  to  which 
a  child  falls  an  easy  prey,  each  handled  very  clearly,  with  good 
illustrations. 

In  an  appendix  follows  a  list  of  useful  recipes  for  whey, 
junket.'etc,  which  can  never  be  too  frequently  read. 

Further  on  comes  a  very  clear,  lucid  chapter  on  modification 
of  milk.  However,  pediatricians  now  have  departed  from  the 
"  top  milk  "  method  herein  so  minutely  described,  and  are  using 
"  whole  milk  "  entirely,  on  the  basis  of  siss  (ounces  one  and 
a  half)  for  every  pound  of  baby  as  a  total  of  milk  for  the 
twenty-four  hours,  this  being  diluted  as  required. 

On  the  whole,  the  book  is  accurate,  useful  and  voluminous, 
and  would  prove. a  valuable  help  for  any  mother  or  nurse. 

A.  A.  s. 
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DliiPSMS 

is  appreciated  by  discerning   people  because — 

Only  the  best  materials  are  used, 

Of  our  exclusive  process  of  fermentation, 

Of  the  exactness  of  manufacturing  methods,   assuring   bread  and    buns   of    uniform 
excellence, 

The  greatest  cleanliness  is  observed  in  the  manufacture-  and  distribution. 

STAfFUFE 

MADE     AND     WRAPPED     BY    MACHINERY 


GRAND  PRIZE  GRAND  PRIZE 

Panama-Pacific  Exposition  Panama-CaIi£ornia  Exposition 

San   Francisco,   1915  San  Diego,   1915 


BAKER'S  COCOA 

IS  as  aelicious  in  flavor  as  it  is  nign 
in    quality   and    absolute    in   purity. 

All    or    our    goods    sold    in 
Canada    are    made    m    Canada 

Booklet  or  Choice  Recipes 
sent  free  on  request. 


WALTER    BAKER    ^    CO.    LIMITED 

ESTABLISHED   1780 

MONTREAL,  CAN.  DORCHESTER.  MASS. 
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NEW  HOSPITAL  APPLIANCES,  PHARMACEUTI- 
CAL PREPARATIONS,  ETC.* 


A  Letter 

DocTO]!, — When  consulted  by  patients  on  the  important  question 
of  the  laiindrv,  won't  you  bear  in  mind  the  following  facts 
re£!;arding  Taber  Laundry  Works,  444  and  446  Bathurst  Street, 
Toronto:  Our  laundry  is  one  of  the  most  up-to-date  and  best- 
equipped  institutions  of  the  kind  in  Canada.  Every  depart- 
ment is  conducted  along  the  strictest  sanitary  lines.  Each  and 
every  piece  entrusted  to  us  is  not  only  washed  but  sterilized 
and  dried  with  super-heated  air,  rendering  impossible  the  trans- 
mission or  existence  of  germ  life.  Taber  Laundry  Works  exer- 
cise also  the  greatest  care  in  not  taking  work  from  houses  or 
]ilaces  where  there  exists  contagious  disease.  Our  patrons  are 
jirotected  in  this  way  from  danger.  It  has  been  our  rule  for 
years  that  each  and  every  customer  receives  personal  attention. 
Telephone  College  S3.'?8  and  5143  for  our  van  service.  ISTote. — In 
the  past  few  years  laundry  chemists  and  engineers  have  devel- 
oped the  modern  power  laundry  so  that  it  now  ranks  high  in 
the  public  service.  Sanitation  has  been  the  mainspring  of  their 
efforts.  We  invite  professional  men  and  visitors  to  call  on  us. 
For  the  above  reasons,  we  ask  the  endorsement  of  physicians. 


A  New  Hospital  Mattress 

The  Adjusto  Mattress,  of  which  a  cut  appears  on  page  ix  of 
this  issue,  is  proving  more  popular  every  day  with  hospitals 
and  other  institutions  where  largo  nund)crs  of  patients  or 
inmates  have  to  be  taken  care  of.  for  the  reason  that  it  can 
be  so  readily  adjusted  to  the  size  of  the  spring,  both  in  width 
and  length,  and  thus  does  away  with  that  untidy  appearance 
in  the  make-up  of  the  bed,  due  to  a  "spreading"  mattress, 
which  is  so  objectionable  to  doctors,  patients  and  nurses  alike. 
It  is  the  only  adjustable  mattress  on  the  market  and,  besides 
this  advantageous  feature,  has  wearing,  resilient,  sanitary  and 
artistic  qualities  unsuri)asse(l  by  any  other  mattress  manufac- 
tured. The  felt  and  the  ticking  are  of  the  very  best  quality 
obtainable,  and  the  workmanship  the  best  efforts  of  skilled 
labor.    In  short  it  is  "  the  perfect  mattress  made  perfect." 

Adjusto  was  invented  ^nd  put  on  the  market  by  the  Ontario 
Spring  Bed  and  Mattress  Co.,  Ltd.,  London,  Ontario,  pioneers 
in  the  craft  of  nuittress  making  in  this  province.  The  Com- 
l)any  also  manufactures  institution  beds  and  springs,  and 
attachments  for  raising  or  lowering  patients  in  bed ;  also  sani- 
tary ])illows,  bolsters,  ])ads  and  espoeially  designed  clinical  beds 
when  required. 

For  full  information  write  the  head  office  of  the  Company, 
!»0  York  Street,  London,  Ontario. 
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Entirely 
Covers 
The  Field — 

from    a    simple   Boil    to    Pneumonia—    Directions:- Always 

*  heat    in  the  original  con- 

from  Infancy  to  Old  Age- from  New    '^i-;  by  placing  in  ho. 

Y\      .       r^    \        .,  1  11  Needless  exposure  to  the 

ork  to  L>alcutta ;  wherever  and  when-    air,  impairs  its  osmotic 

I  .  r  1  P      >      1     properties — on    which    its 

ever  there  is  projound,  or  superjictal  therapeutic  action  largely 

depends. 

inflammation — 


isl  indicated   as   an    active,  aggressive  and   most  valiant 
AntagonistJ of  the  Inflammatory  Process. 


A  recent  case  of  extreme 
inflammation,  resulting  from 
accidental  application  (with 
corrosion  and  mtense  pam) 
of  Hydrofluoric  Acid, 
during  dental  practise: — "In 


desperation,  after  failure  to 
relieve  with  other  means, 
Antiphlogistine  promptly 
controlled  inflammation  — 
the  wound  healing  without 
disfiguration. " 


Physicians  should  WRITE  " Jlntiphlogistine"  to  AVOID  "subslilules.  " 

"There's  Only  One  Antiphlogistine." 
THE  DENVER  CHEMICAL  MFG.  CO.,  MONTREAL 


When    writing   advertisers,    please   mention   The   Hospital    World. 
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"Stork"  Sheeting 

In  view  of  the  dissatisfaction  oxperienced  bv  luauy  hospitals 
with  rubber  sheetiiiir,  surgeons;  will  be  glad  to  know  that  recently 
there  has  been  placed  upon  the  Canadian  unirket  a  sheeting  that 
has  all  the  good  points  of  the  more  old-fashioned  rubber 
material,  but  without  its  faults.  The  fabric  referred  to  is 
known  as  "  Stork  "  Sheeting,  which  has  for  years  enjoyed  a 
splendid  patronage  from  the  older  hospitals,  particularly  in 
ifassachusetts.  Tt  gives  the  greatest  of  satisfaction  on  account 
of  its  wearing  qualities,  is  not  easily  torn,  but  can  be  used 
witli  even  greater  freedom  in  the  operating  theatre  than  the 
rubber  sheeting  can,  standing  all  the  tests  that  are  necessary. 

•'  Stork  "  Sheeting  is  exceedingly  pliable  and  has  none  of  the 
coldness  of  the  rubber  goods.  Apart  from  its  suitability  for  the 
operating  theatre,  it  is  id(5al  for  use  in  the  nursery  and  as  a 
protective  to  the  beds  of  senile  patients.  This  sheeting  can  be 
obtained  from  the  (^anadian  agents,  Flett-Lowndes  Co., 
Toronto. 


The  Chase  Hospital  Doll 

By  referring  to  another  page  of  this  issue  of  TiiK  Hospitai, 
Woui-i),  hospital  superint^mdents  will  notice  the  announcement 
regarding  the  Chase  Hospital  Doll.  As  the  manufacturer  very 
truly  states,  "  it  is  to  the  hospital  training  school  for  nui*ses 
what  the  laboratory  is  to  the  medical  student."  In  fact,  such 
a  figure  is  indispensable  in  the  training  of  a  nurse, 'and  its 
merits  should  be  looked  into  at  once  by  institutions  that  so  far 
have  not  invested. 


A  New  Size  Package  of  Piatt's  Chlorides 

Ax  important  move  has  liecn  made  l)y  Henry  I!.  Piatt,  manu- 
facturer of  Piatt's  Chlorides,  the  Odorless  lOisinfectant,  by 
placing  upon  the  market  a  small  size  package  to  retail  for 
twenty-five  cents,  of  this  old  reliable  and  well-known  disinfec- 
tant that  has  been  in  general  use  for  over  thirty-four  years  by 
jwople  of  refinement  in  their  homes,  and  also  in  lios]iitals  and 
other  institutions. 

Piatt's  Chlorides  has  been  recommended  by  thousands  of 
jihysicians  in  their  general  ])ractice  for  many  years.  Tt  is 
stJ-onger  than  carlioJic  acid,  safer  to  use,  and  being  absolutely 
odorless,  does  not  cover  one  disagreeable  odor  with  another. 


ANTii'Hr.ooisTiNM'-,  is  a  ]Thysiological  antagonist  of  the  inflam- 
matory process — deep-seated  or  su|)erfi('ial.  Tt  produces  marked 
osmotic  action  upon  the  swollen  tissues,  thus  relieving  conge.s- 
tion  because  of  its  hygroscojiic,  hydrophilic  ])roperties.  Tt  is 
iinti.-<e]>tic,  s(M)thing  and  ])rom])tlY  effective. 
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Send  for  Free  Samples 
:  of  Stewart's   Duplex  : 

Stewart's  Duplex  Safety  Fmi  VTade  of  superior 

■^'-^  hieher  grade  of 
brass  wire.  Will  not 
bend  or  unfasten  eas- 
ily. Both  head  and 
coil  are  absolutely 
protected  by  the 
guards.  Rust- proof. 
We  ma  ufacture  all 
grades  and  sizes  of 
Safety  Pins.  Pack 
them  esppcially  for 
hospital  use — 5  eros.s 
in  a  substantial  box 
— loose — ready  for 
use  at  a  moment's 
notice. 

Samples   and   price 
free  on  applica- 
tion. 

Stewart's  Paragon  Brand  "bank" 
or  toilet  pins,  packed  in  handy, 
half-pound  boxes,  are  indispen- 
sable    in      the      modern      hospital. 


CONSOLIDATED 
SAFETY  PIN  CO. 

BLOOMFIELD,  N.J..  U.S.A. 


EPILEPSY 

Dragdes 
Gelineau 


DRAGEES  GELINEAU  ^^L'M^^'li 

the  most  rational  type,  being  an  association  of 
Bromide  of  Potassium,  Arsenic  and  Picro- 
toxine.  The  Bromide  diminishes  the  reflex  sensi- 
bility of  the  nervous  system  and  the  congestive 
predisposition  of  the  cerebrum  in  EPIIJIPSY. 
The  Picrotoxine  has  its  action  on  the  convulsive 
and  spasmodic  tendencies  of  neurotics,  and,  fin- 
ally, the  arsenic  is  the  repairer  of  the  nerve  cells. 
It  is  with  perfect  frankness,  and  with  the 
utmost  sincerity  that,  without  pretending  to  cure 
every  f '.se  of  Epilepsy,  we  recommend  to  the 
medical  profession  GELIKEAU'S  DRAGEES, 
which  have  given  to  their  inventor  the  most  com- 
plete satisfaction  for  30  years  and  have  earned 
for  him  the  gratitude  of  numerous  sufferers. 
GELINEATJ'S  DRAGEES  offer  to  the  practitioner 
a  superior  weapon,  giving  him  the  possibility  of 
a  triumph  in  ordinary  cases,  and  in  all  cases  the 
certainty  of  at  least  a  marked  improvement. 

General  Agents  for  Canada: 

ROUGIER   FBERES,    63  Notre  Dame   St.,   East, 

MONTREAL 


MILK-BORNE  DISEASES 

There  are  no  ins' ances  of  Infectious  D  seass  arising  from  llie  use  of  Gail  Borden  Eagle  Brand 
Condensed  M  Ik.  It  con  a  ns  NO  BACTERIA  that  produce  Infection.  In  epidemics  many 
dangers  to  infants  can  be  avoidf  d  by  the  use  of 


J^Coie.    y3crrT^<>-^ 


BRAND 


Condensed 
MILK 


THE  ORIGINAL 

THE  PHYSICIAN  WILL  FIND  IN  "EAGLE  BRAND  "THE  MEANS  OF  LES  ENING 
THE  DEATH  RATE  IN  OUTBREAKS  OF  INFANTILE  DISEASES.  Tnis  result  s  due 
to  the  mod.rn  ind  sanitary  methods  of  production  and  manufacture  strictly  en  orced  by  the 
Borden  Company. 

WriU  to-iay  for  Samples,  A  naiysit.  Feeding  Charts  in  any  language,  also  our  50-page  book,  *'  Baby  'a  Welfare. " 

BORDEN   MILK   COMPANY,   LTD.,  MONTREAL 

•'Leaders  of  Quality" 

Branch  Office  -  302  Arcade  Bldg.,  Vancouver,  B.C. 


When    w.-iting   advertisers,    please   mention   The   Hospital   World. 
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"AN  OUNCE  OF  PREVENTION   IS 
WORTH    A    POUND    OF    CURE" 

bul  with  every  care 

Accidents  and  Sickness 

will  occur. 

Doctor,  why  take  chances  of  loss  of  income   by  reason  of 
accident  and  sickness,  when  you  can  be  amply  protected? 

A  Good  Prescription 

is 

An  Insurance  Policy 

in 

THE    GENERAL    ACCIDENT   ASSURANCE    COMPANY 

Head  Office — Continental  Life  Building,  Toronto 
Peleg  Howland,  Esq.,  President  Jno.   J.   Durance,  Manager 


The  only  PERFECT  FLOOR  for  Hospitals  is 

CORK  TILING 

Our  Cork  Tiling  contains  absolutely  no 
other  substance  than  pure  cork  highl}^ 
compressed    and    baked    by    electricity 

It  is    Noiseless,   Resilient,  Odourless, 
Non-slippery,  Durable  and  Absolutely 

SANITARY 

BLESSING  TO  NURSES  AND  PATIENTS.  WRITE  TO  US  FOR  PARTICULARS. 


Robinson  Bros.  Cork  Co.,  Limited 

803  Lumsden  Building         -         TORONTO 


When   writing  advertisers,   please   mention   The   Hospital    World. 
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THE  "SOVEREIGN"  WILL  BURN 
ANYTHING  THAT'S  BURNABLE 

—  and  give  from 
the  fuel  the  full 
volume  of  heat  for 
radiation. 

Hard  coal,  soft  coal, 
w^ood,  or  anything 
burnable,  makes 
useful  heating 
fuel  in  the  "Sover- 
eign." 

Large  flared  flues 
in  the  boiler  sec- 
tions, through  which 
the  heat  fumes  tra- 
vel, give  a  free  draft  with  no  possibility  of  the 
flues  becoming  clogged  with  soot  or  fine  ashes. 

The  '  ^Sovereign''  is  an  improved  hot  water  boiler.  Do  not  instal  a  heating 
apparatus  in  your  new  house  until  you  have  thoroughly  hifornied  yourself 
of  the  exclusive  advantages  of  the  ''^Sovereign."      Write  us  for  booklet. 

TAYLOR  -  FORBES  Co.,  Limited 

Head  Office  and  Worker  Guelph,  Ont. 

Branches : 
TORONTO.    MONTREAL,    QUEBEC.    ST.  JOHN,    WINNIPEG,    VANCOUVER 


When    writing   advertisers,    please    mention    The    Hospital    World. 
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HOSPITALS  SHOULD  NOTE 

that  we  are  prepared  to  absolutely  exterminate 

vermin  of  any  kind  from  Hospitals,  Asylums, 
Sanatoria,  or  Public  Institutions,  in  fact  from 
buildings'of  any  kind  whatsoever.  Our  process  is 
guaranteed.  The  gas  used  leaves  no  offensive 
odor  and  does  not  injure  the  most  delicate  fabric, 
so  that  no  redecorating  is  necessary.  Our  process 
has  been  adopted  in  some  of  the  largest 
Hospitals  in  the  United  States.  We  give  a 
signed  contract  to  entirely  eradicate  all  vermin 
for  the  term  of  twelve  months.  Orders  given 
the  most  prompt  attention. 


THE  UNEEDA  EXTERMINATING  CO. 


163.^2  Church  St.,  Toronto 


Telephone  Main  1980 


Prominent  physicians  and 
gynecologists  everywhere 
recommend  the  MARVEL 
Syringe  in  cases  of  Leu- 
corrhea.Vaginitis  and  other 
Vaginal  diseases.  It  al- 
ways gives  satisfaction. 


AH  Druggists  and  Dealers 
in  Surgical  Instruments  sell 
it.     For  literature,  address 

MARVEL  COMPANY 

44  E.  23rd  Street,  NEW  YORK 


The  Peculiar  Advantage 

of  the 

Marvel  "Whirling 
Spray"  Syringe 

is  that  The  Marvel,  by  its 
Centrifugal  action,  dilates 
and  flushes  the  vaginal  passagt 
with  a  volume  of  whirling 
fluid,  which  smooths  out  the 
folds  and  permits  the  injec- 
tion to  come  in  contact  with 
its  entire  sur- 
face. 

The  Marvel  Company 
was  awarded  the  Gold 
Medal,  Diploma  and 
Certificate  of  Appro- 
bation by  the  Societe 
D'Hyfiene  de  France, 
atParii.Oct.  9,  1902. 
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The  attention  of  the  Medical  Profession  is  called  to  our 

PURE  and  our  SOLUBLE  COCOA 

for  use  in  the  sick-room.  These  products  are  guaranteed  to  be  free  from  adulterants 
in  any  and  every  form.  Physicians  can  prescribe  these  goods  in  the  fullest  confidence 
that  their  patients  are  getting  the  finest  goods  obtainable. 

Please  specify  "Ocean  Blend"  Cocoa. 

.•  FOR   SALE   ONLY   BY 

THE  OCEAN  BLEND  TEA  COMPANY  LIMITED 


247  Parliament  Street,  Toronto 


Tel.  M.  950 


HOSPITAL  Superintendents  who  wish  to  save  fuel  in  their  Institutions, 
and  practically  guarantee  that  their  wards,  corridors  and  in  fact  their 
entire  building  shall  have  an  even  temperature  should  immediately  look 
into  the  merits  of 

DIAMOND  METAL  WEATHER  STRIPS 

They  unquestionably  prevent  all  dust  and  draught,  making  a  ward  with  a  Northerly 
exposure  as  pleasant  in  the  Winter  time  as  one  to  the  South.     These   Strips   mean  a 
saving  of  fuel  in  the  tVinter  and  ^eep  a  Hospital  free  of  dust  in  the  Summer. 
Have  our  Salesman  call  upon  you. 

TRIPLEX  WEATHER  STRIP  CO.,  932  College  Street,  Toronto 


INVALID  STOUT 
For  Weak  Folks 

asBBBTRENGTHENING 

SI     nourishing  qualities,  com- 
|i|     bined    with    a    really 


BHEJQE  acceptable  flavor,  make 
Domipion  Brewery's  Invalid  Stout 

the  ideal  beverage  for  convales- 
cents and  bilious  people.  It  is 
digestible  and  non-gassy. 

Order  at  any  of  the  dealers 

Dominion  Brewery  Co., 


LIMITED 


TORONTO 


When  writing  advertisers,  please  mention  The  Hospital  World. 
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Physicians  who  desire  to  patron- 
ize a  Valet  Firm  who  do  only 
first-class  work  should  telephone 
"North  5816." 

Wiliiams'  Valet  Service 

85  Bloor  St.  West 

TORONTO 

This  firm  makes  a  specialty  of 
Cleaning,  Pressing  and  Repairing 
Professional  Clothing,  and  are 
anxious  to  add  to  their  list  of  cus- 
tomers a  larger  number  of  Pliysi- 
cians.  They  have  a  contract  and 
coupon  service  costing  from  $2  to 
$7.50  per  quarter,  and  guaran- 
tee A   SERVICE   SECOND  TO   NONE. 

The  special  attention  of  the 
Medical  Profession  is  called  to 
this    announcement. 


Nothing  Can  Equal 

H-0(b»,)  Ammonia 

As  a  Cleanser 

for  HOSPITAL  SINKS,  URINALS- 
BEDPANS,  FLOORS,  GLASSWARE. 
ENAMELWARE,  MILK  BOTTLES, 
and  all  KITCHENWARE, 

Tt  will  be  found  invaluable  for  tlio  bathinf; 
of  fever  ca.ses,  Igaving  the  patient  refreshed, 
with  the  skin  velvety  and  sweet.  H-0 
AMMONIA  is  also  easily  the  beet  cleanser 
in  those  annoying  cases  of  Involuntary 
Urination,  acting  not  only  as  a  cleanser 
but  as  a  Deodorizer. 

H-O  AMMONIA  is  one  of  the  cheapest 
and  most  effective  Disinfectants,  and  Hos- 
pitals' Superintendents  should  give  it  a 
trial,  as  once  they  do,  nothing  else  will  be 
used. 
Full  particulars  and  prices  obtainable  froin 

Alexander  Hutchison  &  Co. 

9  Church  Street,  Toronto 


NURSE  CALL  SYSTEM 

This  system  is  ideal,  owing  to  the  low  cost  of  installation  and  upkeep. 
The  service  is  absolutely  reliable  at  all  times.  We  instal  these  sys- 
tems, and  as  a  sample  of  the  high  character  of  our  workmanship,  we 
refer  Hospital  Author- 
ities to  the  one  recently 
placed  in  the  Surgical 
Wing  of  St.  Michael's 
Hospital,  Toronto. 

We  also  instal  high-grade 
Private  Phone  Systems  for 
all  kinds  of  service  and 
Doctors'  residence.  Write 
or  phone  for  full  inform- 
ation. Tenders  submitted 
on  request. 


TELEPHONE  EXPERTS 
PHONE     -      MAIN  482 


LINTZ-PORTER  CO. 


French  Drop  Annunciator  placed  in 
the  Corridor. 


27  YONGE  ST.  ARCADE 
TORONTO       -       ONT. 
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Hubbard  Portable  Steel  Baking  Ovens 

IMITATED,  BUT  UNEQUALLED 

PATENTED  1888,  1892,  1910. 


This  oven  has  been  manufactured  in  Canada 
for  the  last  twenty-three  years  and  has  given  the 
greatest  satisfaction.  It  is  constructed  entirely  of 
heavy  Galvanized  Iron  and  is  most  sanitary.  It 
is  already  installed  in  many  Public  Institutions 
throughout  Canada  where  it  has  proved  its  worth. 

Write  for  information  at  to  size*  and  price*. 
SOLE  MAKERS  IN  CANADA 

THE  WARREN  MEG.  CO.,  LIMITED 
782-4  King  Street  West  ::  ::  TORONTO 
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OLD   TYME 

PURE   SAP 

MAPLE  SYRUP 


LION    BRAND 


MAPLE  BUTTER 


Two  Pure  Maple  Specialties  of  Excellent  Quality 

SOLD    EVERYWHERE 

MAPLES  LIMITED,  Toronto 


NOTHING  SO  SANITARY  FOR  HOSPITAL  USE 


HUDSON  BROS 

BeK  to  call  the  attention 
of  Canadian  Hospitals 
to  their 

PURE   ALUMIKUM 
KITCHEN  UTENSILS 


1405  Bloor  St.  West 


TORONTO 


m 


They  are  99^  pure  aluminum,  of  uniform  thick- 
ness throughout,  very  light  in  weight,  bright  as  silver, 
seamless  and  finished  in  the  best  possible  way.  These 
utensils  have  no  coating  of  enamel  to  chipofif,  retain 
the  heat  much  longer  than  granite  ware,  are  rust- 
proof and  contain  nothing 
that   can    adulterate    food. 

HUDSON  BROS,  manufacture  a  full  line  of  Kitchen  Utensils, 
including  Lipped  Sauce  Pans  (heavy  and  light).  Stew  Pans,  Fry 
Pans,  Pie  Plates,  Cake  Pans,  Dinner  Plates,  Preserving  Kettles, 
Double  Boilers,  Mixing  Bowls,  Dish  Pans,  Pitchers,  etc.  The  firm 
will  be  glad  to  quote  prices  to  institutions.     Catalogue  on  request. 


^z:^^^ 


TRADE     MArt»{ 

The  Mark  of  Quality 
and  Durability.  Look 
for  thismarkstamped 
on  the  bottom  of 
every  article. 


NOTE    THE    NAME 


HUDSON  BROS. 


1405  Bloor  St.  W. 
TORONTO 
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HOSKINS' 


Famous 

Hospital 
Bedsteads 


FOR  more  than  60  years  Hoskins'  Beds  for  hospitals  have  heen  the 
recognised  standard  of  bed  perfection.  They  have  been  supplied  to 
hospitals  and  institutions  in  every  civilized  country,  and  have  every- 
where given  the  utmost  satisfaction.  • 

^  Being  makers  of  all  the  component  parts  of  bedsteads — castings,  iron 
and  brass  tubes,  mounts,  wood  wire,  wool  and  hair  mattresses — and 
being  the  only  firm  with  this  advantage,  we  are  able  to  obtain  the  best 
quality  material  at  the  lowest  possible  cost.  Hoskins'  Beds  are  perfectly 
hygienic  in  construction.  All  castings  are  rounded,  thus  preventing  the 
accumulation  of  dirt. 

The  JAMES  Bedstead 

as  illustrated  above,  is  a  splendid  example  of  HOSKINS'  workmanship.  It  is  an 
ideal  bed  for  general  use  in  hospitals,  being  strong  yet  light.  It  has  a  solid 
frame  with  IJ  in.  continuation  bows,  and  Hoskins'  patent  bolted  corners.  This,  and 
all  other  Hoskins'  Beds  can  be  fitted  with  the  patent  '  Hoskwell '  galvanized  mesh 
which  prevents  sagging  and  greatly  lengthens  the  life  of  the  mattress. 

Send  a  post  card  for  our  free  illustrated  catalogue  which 
fully  describes  the  Hoskins'  Beds. 

HOSKINS  &  SEWELL  LTD. 

BORDESLEY,  BIRMINGHAM 


AGENTS    IN    CANADA 
Messrs.  F.  CJ.  Soper  Co.,  Laughton  Avenue,  Toronto 
Messrs.  H.  F.  Moulden  &  Son,  Travellers'  Buildingrs,  Winnipeg 
Messrs.  Morris  Bros.,  Vancouver,  B.C. 


Used  the  H'/io/e  World  Over 
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PHOTOS    OF     FUNERAL    CHAPEL     AND    MOTOR     HEARSE     WITH 

HANDSOMELY     EQUIPPED    LIMOUSINES     FOR    PRIVATE 

AND    PUBLIC     FUNERALS 

Charge  Not  Exceeding  that  of  horse  drawn  vehicles. 
Private  Motor  Ambulance 

MOTORS   DIRECT  TO   FOREST  LAWN   MAUSOLEUM 


A.  W.  MILES 

Funeral  Director    -    396  College  St. 


Phone  C.  1752 


Phone  C.  2757 


Toronto,  Canada 
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Invalid  Chairs  and  Tricycles 

OF  EVERY  DESCRIPTION 

This  has  been  our  study  for  thirty-five  years.  'We  build  chairs 
that  suit  the  requirements  of  any  case.  If  your  dealer  cannot 
supply  you,  write  us  direct  for  catalogue  No.  80,  and  prices. 


GENDRON  WHEEL  CO., 


-TOLEDO,  O.,  U.S.A. 


PARTICULARLY  SUITABLE  FOR  HOSPITALS 


It  is  absolutely  essential  that  a  Hospital  have  a  satisfactory 
floor.  For  that  reason,  the  particular  attention  of  Hospital 
Trustees  and  Superintendents  is  called  to 

The  "  Simplex"  Brand  of  Fire  Proof  Flooring 

This  is  just  what  should  (and  will  eventually)  be 
used  in  all  Public  Institutions.  It  is  far  superior  to 
anything  else  in  the  same  line  The  "SIMPLEX"* 
Floor  can  be  laid  without  in  any  way  interfering 
with  the  plasterers  or  other  trades  while  at  work  in 
the  building.  When  the  mechanics  are  through, 
w^e  do  the  scraping  and  polishing  with  our  patented 
machines  (as  here  illustrated),  leaving  an  ideal 
floor,  attractive  to  the  eye  and  ready  for  the  heavi- 
est traffic  for  many  years  to  come. 
We  are  the  manufacturers  also  of 

The  End-Block  Flooring 

a  floor  for  Institutions  second  to  none  in  the 
world.  This  can  be  laid  complete  for  $1.00  a  square 
foot.  Each  block  is  boiled  in  a  preparation  which 
makes  the  flooring  damp-proof  and  fire-proof,  is  sunk 
and  locked  in  concrete  and  finished,  leaving  a 
floor  infinitely  superior  to  any  other  make. 


Simplex  Floor  Finishing  Appliance  Co.,    ^^^^ 


Montreal 


LIMrTED 
Toronto 


Ottawa 
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A  Strictly 
Sanitary  Laundry 

Two  of  our  strong  points  are: 

Ist.  We  will  not  accept  laundry 
from  any  place  where  there 
is  contagious  disease. 

2nd.  Our  prompt  delivery. 

Ever  go  to  dress  and  find 
that  CLEAN  LINEN  you 
counted    on    hadn't    come  ? 

No  trouble  like  that  with 
the  Yorkville  Laundry 
Prompt  delivery  is  an  ab- 
solute    rule    with    us. 

Yorkville  Laundry 

45  Elm  St.,  Toronto       Phone  M.  1589 


Physicians'  Garage. 


Medical  men  should  know  that 

The  Century  Garage 

44  Carlton  Street,  Toronto 

has  ample  accommodation  for 
Doctors'  cars,  where  they  can  be 
garaged  at  very  reasonable  rates, 
washed,  polished  and  superintended 
bv  an  expert  mechanic.  THE 
CENTURY  GARAGE  attends  to  all 
over-hauling  and  painting  at  the 
most  reasonable  prices.  All  work 
guaranteed. 

Remember  the 

Telephone    No.,    North  8031 
GEORGE    SHER,   Proprietor 


Physician's  Scale. 

Designed  especially  for  use  in  Hospitals, 
in  offices  of  physicians.  Something  that  is 
essential  in  connection  with  every  private 
bathroom. 

Scale  is  ordinarily  finished  black,  with  bronze 
ornamentation,  but  is  also  furnished  in  liffht  colors, 
elaborately  ornamented,  with  nickel-plated  beam 
Scale  is  furnished  with  or  without  measuring  rod 
as  desired.    Write  for  prices. 


GURNEY  SCALE  CO. 

HAMILTON,  ONT. 
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Cut  Flowers  for  the  Sick  Room 


I  "^HERE  is  a  feeling  abroad  that  physicians  are  sometimes  apt  to  pay 
-*-  less  attention  than  they  should  to  the  aesthetic  side  of  their  profes- 
sion. Can  there  be  any  question  as  to  the  added  comfort  to  the  patient, 
during  the  weary  days  of  convalescence,  of  the  fragrance  of  Nature's  most 
beautiful  products  in  the  form  of  Roses,  Carnations,  and  other  cut  flowers  ? 
May  I  ask  Physicians  to  note  that  /  malie  a  specially  of  cut  flowers  of 
almost  any  kind. 

Particular  attention  is  called  to  my  three-year-old  Rose  Plants,  ready 
for  planting,  and  which  I  will  deliver  at  $1.50  per  dozen.  They  are 
Hybrid  Teas,  and  will  bloom  all  summer  long. 

Special  prices  quoted  to  Hospitals  and  Doctors 


W.  J.  Lawrence 


152  Roselawn  Avenue 


Toronto 


Phone  North  2221 


Hospital  Superintendents 

should  remember  that 


(( 


Banner  Brand^' 

Jams  and  Jellies 


are  ABSOLUTELY  PURE  and  made 
ONLY  FROM  FRESH  FRUIT  and 
FINEST  GRANULATED  SUGAR. 
"  BANNER  BRAND  "  Marmalade  is 
made  from  the  finest,  ripe  Seville 
Oranges. 

All  "  BANNER  BRAND  "  Goods  are 
wholesome  and  specially  suitable  for 
convalescing  patients. 

We  Will  Welcome  Hospital  Orderi 

LINDNERS   LIMITED 

340  Dufferin  Street 
Phone  Park.  2985  TORONTO 


Metal  Tags  Stay  On -Mark  Suits, 
Uniforms,  Etc,  Permanently 


1409 


Tasrs  simply  cannotcome  off. 

DAVIS  METAL  tags! 

are  all  brass  —  quickly  attached, 
simple,  efficient,  evcrtastine. 
Num  be  red  Ta«:— 100. 65c ;  500,  $3.00; 
1000,  $5.50  :  5000  or  more  $5.00  per  M  : 
^10,000  or  more  $4.50  per  M.  Plain  taES  I 
5c  per  hundred  less  than  numbered  [ 
ta^s. 
CKail  ifour  order  or  write  for  cataiog. 
THE  KEYES-DAVIS  CO.,  Inc. 
Battle  Crask,  MIeh. 


16  Hanover  St. 
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INGRAM 
BELL, 

LIMITED 
TORONTO 

HOSPITAL  SUNDRIES 

Can  be  furnished  at  once  from  our  complete  stock 
of  botfi  domestic  and  imported  goods. 

Our  Rubber  Gloves  are  made  from  finest  stock  of 
Para  Rubber  of  special  weight — smooth  or  pebbled 
— refer  page  38  our  new  Sundry  Catalogue. 

Our  Maroon  Rubber  Sheeting  has  been  tested 
from  coast  to  coast  and  proven  as  to  its  efficiency — 
see  page  38  our  New  Sundry  Catalogue. 


Enameled  Ware 
Glass  Ware 
Rubber  Goods 
Surgeons   Gloves 
Thermometers 
Surgical  Dressings 
Miscellaneous 

Supplies 

Check  the  item  in 
which  you  are  in- 
terested. Mail  this 
advertisement  to  us 
and  we  will  promptly 
submit  samples  and 
prices. 


Don't  fail  to  get 
our  prices  on  all 
Hospital  Supplies. 


If  you  have  not  received 
our  new  Sundry  Catalogue, 
please  advise  us. 


A  Special 

P ^Hospital 
Bed  Spring 

We  are  now  manufacturing  a 
1)6(1  sprint:  that  is  especially 
adapted  to  hospital  work,  where 
comfort  and  durability  are  re- 
quired. 

This  special  bed  spring  is  the  must 
comfort.ible  on  the  market  and  will  out- 
wear a  dozen  woven  w  ire  bed  springs. 
Our  special  treatment  of  the  springs 
absolutely  jirevents  sagging. 

KUI.I.  INKORMATION  ON  KEOUEST 


PHYSICIANS 


SHOULD  REMEMBER  THAT 

I  make  a  Specialty  of 

Catering  to 
The  Medical  Profession 

I  have  every  facility  for  furnishing 
Medical  Dinners,  large  and  small, 
and  guarantee  absolute  First-class 
Service  in  every  respect. 

I  also  contract  for  Receptions, 
Banquets,  Weddings  and  At 
Homes. 

Terms    Moderate— Consislenl  with  Qualil}) 

WILLIAM  PRESTWICH 

646   YONGE   ST.  TORONTO 

Talaphona   N.  1706 
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HOSPITALS,  ATTENTION ! 

As  a  proof  that  we  do  the  best  of 

Terazzo  and  Mosaic  Work 

Permit  us  to  say  that  we  have  recently  laid   our  floors  in 
THE  OBSTETRIC  BUILDING  (New  Toronto  General  Hospital) 

and 

THE  HOSPITAL  FOR  SICK  CHILDREN,  Toronto 

We  guarantee  all  of  our  floors  to  be  the  best.     They  will  not  crack.     They 
last  indefinitely. 

We  do  also   Tiling,   and  are   prepared    at    all    times    to    submit   tenders 
for    anything    in    our    line. 

Venetian  Marble  Mosaic  Co. 

Manager,  A.  PEDROM 


Nothing    could    be    more 

suitable 

for  Use  in  Hospitals 

than. 

Diamond 
Cleanser 

It  is  not  only  a  cleanser,  but  a  disin- 
fectant and  particularly  adapted  for 
scouring  Pantry  Sinks,  Urinals,  Bed- 
pans, etc. 

Diamond  Cleanser  is  entirely  free  from 
alkalies  and  acids,  and  will  neither 
harm  the  skin  nor  injure  the  substance 
to  be  cleaned. 

Hospital  Purchasing  Agents  cannot  do 
better  than  adopt  such  a  preparation. 
Write  for  prices  in  large  lots. 

STEPHENS,  WELCH  &  CO. 
7  Ossington  Av.      Toronto 


Physicians  desirous  of  procuring 

A  Professional  Sign 

should  bear  in  mind  that 

J.  E.  RICHARDSON  &  Co! 

147  CHURCH   ST.       -         -       TORONTO 
are  HEADQUARTERS  for  Signs  of  every  des- 
cription, including  BRASS  PIATES,  EMBOSSED 
GLASS,  BRILUANT  LETTERS,  etc. 
Give  them  a  call.  Phone  Main  7363. 


SAL  HEPATICA 

The  Ideal 

Saline 

Eliminant 

In 

Rheumatic 

Conditions 

Bristol-Myers  Co. 
New  York 
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CATALOGUE'C" 

^--^ll;  WRITE.    FOR    IT,  i 

FORjiOMESOR  HOSPITALS 

FOR  CARRYING  PATI ENTS  UP  OR  DOWN  STAIRS. 
CAN  ALSO  BE  USED  ON  THE  LEVEL 
BY  DETACHING  CARRYING  BARS, 
MAKES  A  FIRST  CLASS 

LIBRARY  VERANDAH 
ORSMOKINGROOMCHAIR. 

THE  /• 

Gendron 

MFG.  CO. 

LIMITED 


.REG.,  TRADE 


PAT.  JUNE.  25 -12 


There  is  no  cicansinc  preparation  better  suited  for 
use  in  an  institution  than 

IMPERIAL  CLEANER 

It  is  ideal  for  use  in-thc  Pantry,  the  Hospital  Ward, 
the  Operating  Theatre,  in  fact  anywhere  in  the  build- 
ing. IMPERIAL  CLEANER  will  quickly  and  effec- 
tively cleanse  pus  basins,  opcratine  tables,  painted 
walls,  woodwork,  baseboards  and  furniture.  Order  it 
and  you  will  not  be  disappointed. 

The  Standard  Cleaning  Products  Ltd. 

Sole   Manufacturers - 

Cor.  August  &  Bailie  Sts.  HAMILTON.  ONT. 


VENTILATION 


WE  SPECIALIZE  IN  THE  DESIGN  AND  IN- 
STALLATION OF  EFFICIENT  VENTILATING 
SYSTEMS. 

OUR  ENGINEERING  DEPT.  WITH  40 
YEARS'  SUCCESSFUL  EXPERIENCE  BEHIND 
THEM  IS  AT  YOUR  SERVICE.  WE  WILL 
BE  GLAD  TO  SUBMIT  PLANS  FOR 
TAKING    CARE    OF    YOUR   PROBLEM. 

JOHN  T.  WILSON  LIMITED  -    TORONTO 

ESTABLISHED  1870 
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Mr.  Hospital  Superintendent! 

For  the  sake  of  the  many  patients  under 
your  care,  don't  you  think  that  it  will  pay 
you  to  examine  into  the  merits  of 

The 

Kellaric  Mattress 

This  mattress  is  particularly  well  adapted  for  use  by  the  sick 

BECAUSE: 

A.  It  is  Built  on  Scientific  Principles. 

B.  Of  its  unusual  Resiliency. 

C.  It  does  not  become  Lumpy. 

The  KELLARIC  Mattress  is  made  up  of  clean,  elastic 
sheets  of  cotton,  built  layer  after  layer  to  a  height  of 
TWO  AND  A  HALF  FEET,  and  afterwards  com- 
pressed to  a  thickness  of  FIVE  INCHES. 

Every  KELLARIC  Mattress  has  a  laced  opening  at  the 
end,  proving  that  the  manufacturers  are  not  ashamed 
of  the  character  or  quality  of  the  material  used  inside. 

We  also  manufacture  a  special  mattress  that  is  IDEAL 
FOR  USE  IN  HOSPITALS,  SANITORIA,  ASY- 
LUMS, ETC.  It  has  handles  down  either  side,  so 
that  in  case  of  any  emergency  the  patient  can  at  once 
be  lifted  from  the  bed  to  a  place  of  safety.  We  would 
call  special  attention  to  this  mattress  for  large  insti- 
tutions. 

Write  Us  for  Quotations 


THE  McKELLAR  BEDDING  CO.,  LIMITED 

FORT   WILLIAM,  ONT. 

THE  BERLIN  BEDDING  CO.,  LIMITED 

31-33  Front  Street  E.,  TORONTO,  ONT. 
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PONHONOr 

UNNS 

JPOO  PRODUCT^ 

THIS  INSIGNIA 

Indicates  the  highest 
point  of  perfection 
procurable  in  Govern- 
ment Inspected  Pack- 
ing House  Products. 

Gunns  Limited 

WEST  TORONTO 


BOSTON 

PENCIL  POINTER 

Quality  has  not  been  sacrificed  in  pro- 
ducing this  model  at  this  price.  The 
enormous  quantity  makes  this  price 
possible. 

TWIN    MILLING   CUTTERS 


Price  $3.50  Prepaid 

Jutt  the  very  thingf  for  Hospitali,  etc. 


Fires  in  Hospitals  Should  he  Impossible 


IN  view  of  certain  recent  conflagrations  in  one  or  two  Publiclnstitutions 
in  Ontario,  it  is  important  that  Hospital  SitperintenJents  should  know 
that  such  occurrences  can  be  prevented — for  instance,  the  use  of 

Fire- Proof  Doors 

has  been  proven  to  be  the  means  of  preventing  small  fires  from  spreading 
and  saving  many  lives  that  would  otherwise  be  snuffed  out. 

If  hospital  authorities  want  doors  that  will  stand  as  a  wall  against  the 
most  intense  heat 

Specify  Lion  Standard  Fire  Doors 

They  are  regularly  inspected  and  labelled  under  the  supervision  of  The 
Underwriters'  Laboratories  Inc.,  and  equipped  with  approved  hardware 
accepted  by  Underwriters. 

DOUGLAS   BROS.,  Limited 


TORONTO 


MONTREAL 
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Essentially  a 
Doctor's  Car 


"Uhe  particular 
attention  of  the 
Medical 
Profession 
is  called  to 


THE   CHANDLER   CABRIOLET 

As  will  be  seen  from  the  illustration,  this  car  is^closed,  but  immediately  convertible 
into  an  attractive  roadster.  What  could  be  better  for  a  Physician  ?  The  Chandler 
Cabriolet  is  in  a  class  by  itself,'  the  motor  being  the  marvelous  six  cylinder,  giving 
unbounded  flexibility  and  "power  to  burn."  It  has  electric  lighting  and  starter  (being 
equipped  with  a  Gray  &  Davis  system  throughout),  a  Raytield  double  jet  carbure- 
tor, pressure  feed  gasoline  system,  high  tension  Bosch  magneto,  centrifugal  pump 
cooling  system,  Mercedes  type  honeycomb  radiator,  etc.,  etc.,  in  fact  everything  to 
make  the  Chandler  Cabriolet  an  ideal  car  for  the  man  who  wants  one  that  is  up  to  date 
in  every  particular  and  that  will  stand' the  road  365  days  a  year. 
This  car  can  he  bought  complete  for  $2 1 50  from 
THE   BRINTNELL   MOTOR    CAR    LTD.,  419  Queen  St.  West,  Toronto 


The  Medical  Profession 
should  rememher  that 

R.  A.  HULL 

4    Yorkville    Avenue 


Phone  N.  6639 


Toronto 


makes  a  specialty  of 

Orthopedic 
Shoes 


of  every  kind.  Shoes  made  for  any 
deformity.  Nothing  but  the  best 
of  material  used.    Orders  solicited. 


FOR   THE  SICK   ROOM 

Physicians  will  find 

SAFETY   FIRST    AMMONIA 

the  most  effective  disinfectant  on  the  market. 
It  is  absolutely  bactericidal  in  action  and 
cleanses,  better  than  anything  else,  pantry 
sinks,  urinals  and  pus  basins,  leaving  them 
clean,  sweet  and  aseptic.  SAFETY  FIRST 
AMMONIA  is  58%  strong.  A  little  in  a 
saucer,  moistened  with  water  and  placed  in 
the  Hospital  Ward,  will  quickly  render  the 
air  pleasing  to  the  patients. 
SAFETY  FIRST  CHLORIDE  OF  LIME  is  also 
a  most  satisfactory  deodorizer,  and  is  ideal 
for  use  in,  say,  a  Hospital  basement  or 
household  cellar  where  there  is  the  slightest 
suspicion  of  defective  drains. 
Special  prices,  in  quantities,  to  Hospitals, 
Asylums,  etc. 

These  products,  once  tried,  will  be  used 
to  the  exclusion  of  all  other  competing 
preparations.  We  supply  the  Department  of 
Public  Works  Dominion  Government  with 
SAFETY  FIRST. 

^l^ir^by  The  T.  J.  QUINN  CO. 

288  Queen  Street  West,  Toronto 
Tel.  Ad.  1509 
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Get  Full  Power  Out  of  Your  Motor 

This  is  where  piston  rinirs  count.  Whatever  your  engine  may  be,  however  irood  the  carburetor  system  or  the 
grade  of  fuel — if  the  piston  rines  are  faulty  in  any  way  there's  direct  power  loss. 

Power  depends  on  piston  rings,  for  the  power  impulse  is  measured  by  the  compression,  and  compression  is 
ifoverned  by  the  way  in  which  the  piston  rings  perform  their  function.  This  is  to  prevent  any  escape  of  gas 
from  the  combustion  chamber  of  the  cylinder,  and  it  can  only  be  efTectively  done  when  the  adjustment  of  the 
piston  rings  is  perfect.  "  To  obtain  this  service  requires  the  use  of 


Because  in  their  design  and  construction  the  special  quality  of  eas-tiehtness  under  all  service  conditions  Is 
most  fuHr  obtained. 

SEND  FOR  FREE  BOOK— "To  Have  and  to  Hold  Power. 'Mt  explains   the  theory   and   function  of 
piston  rings  and  shows  why  you  should  equip  your  engine  with    \h=Sj£j^^oo^  RINGS. 

••ASK  THE  USER" 


In  use  on  over  300,000 
Motors 

Manufactured  for   the   Canadian       _  _ 

Trade  by  PiSTON  KINGS 

W.  H.   BANFIELD  &  SONS,  No.   120  Adelaide  St.  West,  Toronto 


Sold  by  all   up-to-date  dealers, 
repair  shops  and  frarages. 

Avoid  imitations  and 

substitutions 


Burial  Vaults  of  Cast  Stone 

^  An  inexpensive  and  Sani- 
tary Necessity. 

^  These  vaults  being  her- 
metically sealed,  impervious 
to  air  and  moisture,  and  un- 
affected by  chemical  actions 
are  indestructible  and  per- 
fectly sanitary. 

^  The  surrounding  soil  and 
v^fater    are    not    polluted    or 

infected   and    dangers   of    disease  from    this   source   are,   by  the  use   of  these 

vaults,  wholly  avoided. 

^   We  manufacture  these  vaults  at  prices  within  the  means  of  all,  and  have 
always  a  large  supply  on  hand. 

The  Toronto  Cast  Stone  Works 

.  Yonge  and  St.  Clair  Avenue,  Toronto 


When   writlnir  advertisers,   please  mention  The   Hospital    World. 


While  it  is  true  that  a  most  grati- 
fying reception  is  being  given 
all  over  the  civilized  world  to 


"The  hood  that  Builds  Bonnie  Babies" 

as  an  infant  food  of  the  highest  possible  quaUty, 
its  wonderful  qualities  as  a  restorative  of  great 
merit  in  convalescence  after  operations  should 
not  be  overlooked. 

Its  positive  sterility,  and  the  ease  with  which  it 
may  be  digested  by  the  youngest  infant,  and  its 
absolute  freedom  from  all  adulterants,  are  also 
its  claims  to  recognition  as  a  valuable  adjunct  in 
the  successful  building  up  of  impaired  and  weak 
digestions  and  as  a  promoter  of  that  restful  and 
health-bringing  sleep  which  follows  the  complete 
assimilation  of  a  light  and  highly  nutritive  diet. 
As  such  we  commend  it  to  the  favorable  notice 
of  both  Doctor  and  Nurse. 

Glaxo  is  manufactured  in  New  Zealand, 
the  finest  dairying  country  in  the  world, 
and  is  composed  entirely  of  the  solids  of 
the  finest   tested   milk  and  cream. 

Nothing  more  is  necessary  —  Nothing 
more  is  added ! 

Free  samples  on  request  to 


Canadian  Office  : 
418   DOMINION    BANK   BLDG. 


TORONTO 


GARBAGE    INCINERATORS 

of  the  "HEENAN"   Type 

For  use  in  hospitals 

economical- 
No  fuel  required  but  the  refuse  itself. 

SANITARY— 

Garbage,  etc.,  burned  at  a  high  temperature,  emitting  no 
odours  or  nuisance  of  any  kind. 

Sample  installation  in  the  new  Toronto  General  Hospital. 
Write  for  descriptive  literature  to 

Heenan  &  Froude  of  Canada,  Ltd. 

LAURIE   &    LAMB,   Managers 

211  Board  of  Trade  -  -  -  MONTREAL 


PHILLIPS'  MILK  OF  MAGNESIA 

"  The  Perfect  Antacid  " 

For    Correcting    Hyperacid    Conditions — Local    or    Systemic.       Vehicle    for    Salicylates, 

Iodides,  Balsams,  Etc. 
Of  Advantage   in   Neutralizing  the   Acid   of   Cows*  Milk   for   Infant   and  Invalid  f^eeding. 


Phillips'  Phospho-Muriate 
of  Quinine  compound 

Non-Alcoholic   Tonic  and  Reconstructive 

VVitli   Marked   Beneficial   Action   upon   the  Nervous   System.      To   be   relied   upon  where 
a   deficiency   of   the   Phosphates   is  evident. 

THE  CHAS.  H.  PHILLIPS  CHEMICAL  CO. 

LONDON     •     NEW  YORK 

Canadian    Representatives  :    The   Wingate    Chemical    Co.,  Ltd.,    545    Notre    Dame    W., 
Montreal,  who  will  be  pleased  to  send  samples  upon  request. 
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SVRURU3 

HYPORHOSPHnUM 

FEUUOWS 

One  of  the  most  efficient,  most  complete,  and 
best  all-round  Tonics  in  the  Materia  Medica! 


FOR  FOUR  AND  A  HALF  DECADES  ITS  REPUTATION 
HAS  BEEN  CONSTANTLY  INCREASINGl 


Reject 


Cheap  and  Inefficient  Substitutes 
Preparation*  "Jutt  a>  Good"* 


^^^ 


Entered  accordinf^  to  Act   of  the   Parliament  of  Canada,  in  the  yeai  one  thousand  nine  hundred  and  twelve 
bF  the  Publishers  at  the  Department  of  Agriculture     All  rights  reserved. 

IZTDEZ  TO   AJ)TSSTISX:SS,  Faffe  XTI. 


LISTERINE 

A  safe,  non- poisonous,  unirritating  antiseptic  solution 

LISTERINE  embodies  a  two-fold  anliseplic  effect,  in  that  after  tfic  evaporation  of  its 
volatile  constituents — thyme,  eucalyptus,  mentha,  ffaultheria  and  ethyl  alco- 
hol— a  film  of  boracic  and  benzoic  acids  remains  upon  the  surface  to  which 
l.isierine   has   been    applied,  alTordinsj   more  prolonged  antiseptic  protection. 

LISTERINE  is  a  trustworthy  surgical  dressing  ;  it  has  no  injurious  effect  upon  the  tissues  in 
which  the  healing  pr  tccss  is  going  on. 

LISTERINE  in  proper  dilution  is  useful  in  the  treatment  of  abnormal  conditions  of  the 
mucosa  and  forms  a  suitable  wash,  gargle  or  douche  in  catarrhal  conditions  of 
the  nose  and  thr.  at. 

LISTERINE  in  teaspoonful  doses  will  often  afford  relief  in  fermentative  dyspepsia  and  is 
largely  prescribed,  with  excellent  results,  in  the  various  forms  of  diarrhoea 
occurring  in  infants  and  adults. 

LISTERINE  literature,  including  special  pamphlets  upon  Disorders  of  Digestion  and 
Respirator})    Diseases,    may    be    had,    by    physicians,    u))on    application    to 

LAMBERT   PHARMACAL   COMPANY 
2101   Locust  Street  St.  Louis,  Mo. 


Walk-Over  Shoes 

Correct  Foot  Troubles  in  a 
Natural,  Comfortable  Way 

THK   \VALK-()\1:R    boot  shop   makes  a  specialty 
of  httmg  shoes  to  tleformed  or  abnormal  feet.  A  wide  range 
of  over   twenty  lasts  and  at  least  11'.;  sizes  in  each  last 
makes  it  possible  for  us  to  fit  almost  any   foot,  even   though 
badly  deformed,  with  a  stylish  and  comfortable  shoe. 

The  doctor  in  charge  of  our  Orthopedic  Depart- 
ment is  expert  in  the  fitting  of  arch  supports, 
made-t(j-order  shoes,  etc.,  and  gladly  gives  free 
consultation  antl  advice. 

Self-measuring  KOOTOGRAPH  charts  will  be 
mailed  to  out-of-town  customers  who  do  not  find  it 
c(mvenient  to  visit  the  store.  Full  directiims  with 
each  chart. 

WALK-OVER 
BOOT  SHOP 


MHMREKJlSIHOtf. 


290  YONGE  STREET 


TORONTO 


AI.«-o  at  ."121  .St.  Catherine  .St..  Montreal 
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Ether  for  Anaesthesia 

HARTZ 

AN  ETHER  SPECIALLY  PREPARED 
AND  PURIFIED  FOR  ANAESTHESIA 

By  a  new  process  invented  by 
PROF.  G.  MICHAELIS 

This  new  process  enables  us  to  place  with  the 
Profession  an  Ether  far  superior  to  any  Ether  hereto- 
fore sold.  By  it,  impurities,  which  have  up  to  the 
present  been  found  in  small  quantities  in  the  best 
ethers,  have  been  entirely  eliminated. 

A  SIMPLE  TEST  MAY  BE  APPLIED  TO 
PROVE  THE  SUPERIORITY  OF  OUR  ETHER 

If  10-CC  of  our  Ether  be  shaken  with  1-CC  of  Nessler's 
reagent,  the  reagent  will  not  show  more  than  a  faint 
opalescence  ;  while  if  the  same  test  is  applied  to  other 
ethers  the  reagent  will  at  once  turn  dark,  due  to  the 
impurities  which  they  contain. 

We  Guarantee  the  Quality  of  Our  Ether 
and  Solicit   Your   Trial  Order 

SPECIAL  HOSPITAL  PRICES  FOR  QUANTITY 

THE  J.  F.  HARTZ  CO.,  LTD. 

Physicians'  and  Hospital  Supplies 

TORONTO  CANADA 

When   writing   advertisers,   pleaise   mention   The   Hospital   World. 


11 


THE  HOSPITAL  WOKLD 


Nov.,  i9ir> 


Hospital  Superintendents 

should  instruct  their  Nurses  and  Domestics  to  use 

GILLETT'S  LYE 

for  disinfecting  sinks,  closets  and  drains.  It  is  also  ideal  for  the 
cleansing  of  urinals  and  bed  pans — in  fact  any  vessel  that  requires 
disinfecting.  Gillett's  Lye  should  always  be  used  for  scrubbing 
hospital  bath  tubs  and  operating  room  floors. 

For  cleansing  and  disinfecting.dissolve  one  teaspoonful  of  Gillett's 
Lye  in  two  gallons  of  water. 


BEWARE  OF  IMITATIONS 


E.  W.  Gillett  Co.  Ltd. 

TORONTO,  ONT. 

Winnipeg  Montreal 


Stork  Hospital  Sheeting 

ABSOLUTELY  WATERPROOF 
BUT  NOT  RUBBER 


It  embodies  all  of  the  Kooil  features  of  rubber  and  is  absolutely  free  from 
the  bad.  Rubber  has  its  disadvantages,  being  heavy  as  well  as  drawing  and 
irritating  the  body.  It  is  cold  ami  claniiny,  deteriorates  with  age  ;  is  hard, 
stiff  and  difficult  to  handle.  Stork  Sheeting  is  free  from  all  these 
disagreeable  features.  It  is  white,  soft,  light,  pliable,  durable,  odorless  and 
aseptic.  It  bends  readily  and  can  be  sewed  or  worked  as  easily  as  any  sheeting. 
It  can  be  easily  cleansed  and  stands  hot  water  ;  in  short  it  is  far  superior  to 
any  other  waterproof  fabric  on  the  market  and  is  the  only  satisfactory 
sheeting  to  use  where  a  waterproof  sheeting  is  required. 

Lightweight,  36  inch,  $1.25  yard  ;  Heavyweight,  36  inch,  $1.40. 

If  your  dealer  does  not  sell  it,  send  to 

FLETT-LOWNDES  &  CO.,  Limited 

TORONTO 
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OPERATING    GOWNS 
PATIENTS'  GOWNS 
SLEEPING   SUITS 
DOCTORS'  DUCK  SUITS 
ORDERLY  UNIFORMS 

We  are  Specialists  in  Hospital  Linen 
Requirements,  and  have  equipped  the 
Leading  Hospitals  in  Canada. 

LET  US  RELIEVE  YOU  OF 
YOUR   LINEN  WORRIES! 


The  Miller  Mfg. Co.  Limited 

44-46  YORK  ST.  (Near  Front) 
TORONTO       -        -       ONT. 


The  very  thing  for  Hospitals 

The  special  attention  of  Hospital 
Superintendents  is  called  to  the 

ROUSSEL  WIND  AND  DUST 
PROOF  REVOLVING  WINDOW 

Nothing  could  be  more  suitable  for 
an     Institution,    as     this     window 

1 .  Guarantees  the  freest  ventilation. 

2.  Is  absolutely  dust  and  wind  proof. 

3.  Gives  the  most  perfect  safety  to  the 
window  cleaner,  preventing  injury  and 
possible  death. 

4.  Is  a  great  money  saver  in  fuel. 

5.  Can  be  installed  in  old  or  new,  wood 
or  metal  frames. 

The$e  points  should  not  be  overlooked  by  a 
Hospital  Superintendent  in  putting  up  a  new 
building  or  wing. 

Full  information  from 

T.  J.  ROUSSEL  &  SON 

7B  Nightingale  St.  Hamilton,  Ont. 


====5^ 
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Dumb  Waiters 


Roelofson  self-restraining 
Dumb  ^\aiters  are  fast 
replacing  the  old  styles. 


They  are  so  constructed  that 
they  will  hold  the  car  station- 
ary at  any  point  desired  with- 
out the  use  of  brake  or  rope 
clamp. 

We  will  furnish  drawings  and 
estimates  of  cost  for  special 
machines  to  be  used  as  wall 
hoists,  freight  or  invalid  ele- 
vators. 


Roelofson  Elevator  Works 


GALT,  ONT. 


Ideal  Illumination  for  a  Hospital 

If  there  is  a  building  that  should  have  as  nearly  as  possible  a 
perfect  system  of  lighting,  it  is  a  hospital  or  sanatorium.  How 
often  it  occurs  that  a  surgeon,  in  operating  after  dark,  is  con- 
fused by  the  unsatisfactory  lighting  in  the  operating  theatre, 
and  medical  practitioners  know  well  of  most  distressing  cases 
of  eyestrain  due  to  defective  illumination.  The  James  Devon- 
shire, Limited,  166  Bay  Street,  Toronto,  are  Canadian  agents 
for  the  Alexalite  System  of  Lighting,  which  is  ideal  for  use 
where  the  human  eyesight  is  to  be  preserved  from  not  only 
fatigue,  but  permanent  injury  as  well,  and  also  where  every- 
thing should  be  distinguished  in  its  true  relationship  as  in  an 
operating  room.  This  can  be  only  done  by  removing  all  spots 
of  light  from  the  normal  range  of  vision,  thus  effectually  screen- 
ing the  eye  from  the  actual  source  of  light.  This  is  accom- 
plished by  the  Alexalite  system,  which  illuminates  the  object 
seen  with  an  even  intensity  of  light  at  all  points,  catising  a  feel- 
ing of  restfulness  and  preventing  any  struggle  on  the  part  of 
the  human  eye  to  avoid  a  glare.  As  is  well  known,  the  best 
daylight  is  on  a  bright  day  with  the  sim  obscured  by  a  cloud, 
ehawing  the  value  of  indirect  light.  This  is  afforded  only  by 
the  Alexalite  system.  It  is  for  these  reasons  that  hospital 
authorities  and  physicians  should  investigate  this  system  first. 
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THE  "TARBOX"  DRY-DUSTING  MOPS 

Chemically    Treated— No    Oil    to     Soil- 
Destroy  Nothing  Except  the  Drugery  of  the 

DAILY  DUSTING 

The  chemical  action  causes  the  Mop  to  absorb  just  sufficient 
dampness  from  the  Atmosphere  to  collect  and  hold  the  dust 
while  working — Do  not  flit  the  dust — Do  not  smear  or  dissolve 
the  floor  wax  as  oils  do. 

"  Tarbox  "  Dry-Dusting  Mops  are  not  Dry  Mops. 
Note  the  distinction. 

The  whole  room  may  be  dusted 
without  fear  of  smearing  or  soil- 
ing anything — Paper,  Ba.ses  or 
Mats. 

Every  dusting  adds  that  desired 
sheen  to  waxed  floors. 

The  essential  chemical  used  is 
a  germicide. 

Made  in  Canada 
Sold  in  Foreign  Countries  o  _i-  —  „ 

Manufactured  by   TARBOX  BROS.,  TORONTO,  CANADA 

Sole  Factors  for  the  United  Kingdom  :    J.  &   A.    McFarlane,  Ltd.,   Glasgow,   Scotland 


Members  of 

THE  MEDICAL  PROFESSION 

desirous  of  getting  rid  of  the  worry  of  book- 
keeping and  who  have  not  had  the  time  to  give 
the  attention  necessary  for  the  successful  collec- 
tion   of    their    accounts,    should    call    upon 

H.  R.  Heyes  &  Company 

59  YONGE  ST.,  TORONTO 

Messrs.  Heyes  &  Co.  are  prepared  to  attend  to  all  such 
details,  not  onl)-  the  actual  collection  of  the  accounts  ;  but, 
through  a  special  system  of  their  own,  attend  to  all  book-keeping 
and  records,  mailing  of  monthly  statements,  etc.,  etc. 

The  firm  will  be  very  glad  to  hear  from  physicians,  and,  on 
rece  pt  of  a  post  card  or  phone  message,  will  call  upon  the  Doctor 
at  his  office  at  any  convenient  hour. 

The  Telephone  No.  is  "M.  4962" 


When   writing   advertisers,    please   mention   The    Hospital    World. 
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Another  Pattern  particularly 
suitable  for  Hospital  Purposes 


This  illustration  is   of   the  Tipped   Pattern    even  probably   more 
popular  than  the  Pattern   illustrated  in  our  previous  advertisement. 
IF  MADE  IN  EITHER  OUR  CELEBRATED 
SXR  (Sectional  Reinforced) 
or 


^ 


1881  Cp  ROGERS  Cg^Al  Brands 
The  Quality  is  absclu.ely  guaranteed. 


CANADIAN  WM.  A.  ROGERS  LIMITED 

Factories  and  Sales  Rooms  :  WEST   KING   ST.,  TORONTO 
Branch  Sales  Rooms  :    HAMMOND  BUILDING,  ALBERT  ST.,  WINNIPEG,  MAN. 


— 


HOSPITAL  EFFICIENCY 

Heating  and  Ventilating  cannot  be 
made  an  entire  success  in  the  Hospital 
unless  the  efficient  "Keith  Fan"\s  used. 

This  Fan  is  made  to  meet  the 
severest  requirements  of  operation, 
producing  a  constant  temperature  and 
varied  air  volume  according  to  your 
needs.  It  is  built  and  constructed  under 
the  latest  and  most  approved  plan  and 
in    addition   commends   itself  to  the 


\  economical  on  account  of  its  service 
and  durability. 

See  our  new  Catalogue  No.  55. 

Sheldons  Limited,  Gait,  Ont. 

TORONTO  OFFICE,  609  KENT  BUILDING 

AGENTS  : 

Messrs.  Ross  &  Gre!K>  412  St.  James  St.,  Montreal,  Que, 

Messrs.  Walkers  Ltd.,  261  Stanley  St.,  WinnipeK,  Man. 

Messrs.  Ciorman,  Clancey  &  Grindley  Ltd.,  Calvary  and-Edmonton,  Alta. 

Messrs.  Robt    Hamilton  &  Co  ,  Ltd.,  Vancouver    B.C.,  (Bank  of  Ottawa  Bldg.) 
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Attention  of  Canadian  Hospitals 


We  are 
manufactur- 
ers of  Metal 

Hospital 

Furniture 

of  all  kinds. 

Wheel 
Apparatuses 

Cabinets 
Screens,  etc. 


CANADA  FIRST 


No  matter 
how  small 
your  re- 
quirements, 
let  us  have  a 
chance  to 
give  you  a 
price. 


THE  METAL  CRAFT  CO. 

GRIMSBY,  ONTARIO,  CANADA 


J.  C.  Vancamp 

30  Bloor St.  West,  Toronto 

FUNERAL  DIRECTOR 
AND  EMBALMER 


Motor  equipment  if  desired. 
PHONE   NORTH   702 


0 


THt  MODERN 


5AFETYPIN 

Will  not 
Pull  0"^ 
in  use 


STIFF 
5TR0NG 
C0ILLE5S 

THE  ONLY 
SAEETY  PIN  MADE. 
■  CANNOT  CATCH  IN  THt  FABRIC 

d  Auulto  IOirr«nkli>^3lJLV.CU>rerr«ee  ^MPtu 


Bassinet 
Crib 
Play  Pen. 


Foldsla. 
instantly 
to  carry 
anywhere 


Mr.  Hospital  Superintendent,  it  is  hardly 
possible  for  you  to  realize  the  amount  of 
time  and  labor  on  the  part  of  your  nurses 
that  would  be  saved  if  you  ^vere  to  adopt 
in  your  wards 

THE   KIDDIE-KOOP 

It  i,  an  ideal  BASSINETTE.  SAFETY  CRIB, 
PLAY-PEN  ana  CARETAKER  cleverly  com- 
bined  in  one  article.  The  trame  i^  ^vhite  enam- 
elled  wood,  with  aides  of  silver-finished,  rust- 
proof wire  screening,  making  it  absolutely  fly 
and  mosquito  proof.  It  ^veighs  35  lbs.  complete, 
and  folds  in  a  second  a  time  to  a  ■widtK  of  7  inches, 
^vitK  spring,  mattress  and  bedding  all  folded  to- 
gether. It  remains  stationary  -wherever  placed, 
due  to  the  swivel  fork  wheels,  an  exclusive  feature 
in  the  K.K.  The  Kiddie-Koop  has  been  adopted 
in  many  American  Hospitals,  and  should  be  in 
every  Children  s  Hospital  in  Canada. 
Made  only  by 

LEA  -  TRIMBLE   MANUFG.    CO. 
320  Dominion  Bank  Bldg.,  Toronto 

Write  for  particulars  of  our  trial  order 
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DOCTORS  AND  NURSES  KNOW 

hov^'    important    it   i>   to    keep    the    temperature    oi 
The  Sick  Room  equable  and  free  from  draft. 

Thia  if  specially  the  case  at  this  season  oi  the 
year.  The  attention  oi  The  Medical  Profession  is 
called   to 

IDEAL 

WEATHER 

STRIP 

for  this  purpose. 
It  can  he  equip- 
ped to  any  door, 
new  or  old.  and 
absolutely  stops 
all  drift.  Itw.'II 
save  coal  and 
make  a  room  that 
has  alivays  been 
uncomfortable 
the  acme  of  ■pleas- 
ure. Physicians 
•wiW  consult  their 
own  and  their 
patients  in  ter- 
ests  by  recom- 
mending  the    use 

of   IDEAL 
WEATHER 
»    STRIP 

Addrens 


The  Ideal  Weather  Strip  Co. 

103  Eaton  Avenue  Toronto 

Telephone  Gerrard  3308 


Pnysiciaiis    should     always    remember 
that  by  the  use  of 

THE  DELANEY  DUSTLESS  AND 
FIREPROOF  SIFTER 

all  further  trouble  from  dust  in  the  house- 
hold is  eliminated,  no  more  Bronchial 
Coughs  from  dust  in  the  sleeping  rooms  as 
the  atmosphere  of  the  house  is  sweet  and 
clean.  The  publishers  of  this  Journal  re- 
commend the  adoption  of  The  Delaney 
Dustless  Sifter  as  a  sanitary  measure. 

W.  H.  DELANEY 
89  West  Marion  St. 

Phone  Park  4992. 


Toronto 


The  Mudlavia   Treatment 

Is   recommended   for  the   relief  of 

Chronic   Rheumatism,  Gout, 
Arthritis     Deormans     and     Neuritis 

Dr.  Georee  F.  Butler,  our  Medical  Director,  invites 
the  co-operation  and  confidence  of  the  family  physician 
who  sends  patients  to  Mudlavia.  The  dietetic  depart- 
ment is  in  charge  of  one  of  the  most  skilled  dietitians 
in  the  United  States. 

Send  for  the  "Mudlavia  Blue  Book  for  Physicians," 
For  rales  and  other  information  address 

R.  B.  KRAMER 
General  Manager  Mudlavia    -     -    KRAMER,  INO. 

Our  Railroad  Station  is  Attica,  Ind. 
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Prominent  physicians  and 
gynecologists  everywhere 
recommend  the  MARVEL 
Syringe  in  cases  of  Leu- 
corrhea, Vaginitis  and  other 
Vaginal  diseases.  It  al- 
ways gives  satisfaction. 


All  Druggists  and  Dealers 
in  Surgical  Instruments  sell 
it.     For  literature,  address 

MARVEL  COMPANY 

44  E.  23rd  Street,  NEW  YORK 


The  Peculiar  Advantage 

of  the 

Marvel  "Whirling 
Spray"  Syringe 

is  that  The  Marvel,  by  its 
Centrifugal  action,  dilates 
and  flushes  the  vaginal  passagt 
with  a  volume  of  whirling 
fluid,  which  smooths  out  the 
folds  and  permits  the  injec- 
tion to  come  in  contact  with 
its  entire  sur- 
face. 

The  Marvel  Company 
was  awarded  the  Gold 
Medal,  Diploma  and 
Certificate  of  Appro- 
bation by  the  Societe 
D'Hyfiene  de  France, 
atParis.Oct.  9,  1902. 
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— FALL  FEVERS— 

are  prevalent.  A  reliable  dis- 
infectant protects  the  home.  To 
disinfect  and  deodorize,  to  destroy 
germs  and  bad  odors  and  to  re- 
freshen the  sick  room,  PLATT'S 
CHLORIDES  has  been  en- 
dorsed by  the  medical  profession 
and  used  universally  in  hospitals 
and  homes  for  over  thirty-five 
years. 

Chlorides 

TIiG    Otlovless 

Two  Sizes— 25  and  50  cents. 
Sample  and  booklet  mailed  free  upon  request. 

HENRY  B.  PLATT,  "  ^y^y^.  ^"'■ 


The  Satisfactory  Correction 

of  the  various  forms  of 

INTESTINAL  STASIS 

that  ofttimes  tax  the  skill  of  the 
most  resourceful  practitioner,  is 
measurably  hastened  by  the  reg'u- 
lar  use  of 

PLUTO 
WATER 

In  chronic  cases  of  fecal  staenation 
i-t  induces  natural  peristalsis  without 
eripine  or  irritation.  Concededly 
a  superior  adjunct  in  the  treatment 
of  cout,  chronic  rheumatism,  uric  acid 
diathesis  and  nephritis. 

Samples,  clinical  data,  literature 
interestingly  descriptive  of  hygienic 
methods  of  bottling  Pluto  and  the 
acknowlcdeed  advantages  of  America's 
famous  Spa,  promptly  supplied  by 

FRENCH  LICK  SPRINGS  HOTEL  CO. 

FRENCH    LICK,   INDIAIMA 


TMl  ONTARtO  SPRING   BED  6  MATTRESS  CO  ... 


Were  we  asked  to    name 
a  synonym  for 

ADJUSTO 


we  should  answer  Efficiency,  because  it  solves 
the  entire  problem  of  mattresses.  There  is 
nothing  lacking — nothing  superfluous.  That  is 
why  Adjusto  is  worthy  of  its  sobriquet, 

The  Perfect    Mattress 

PRICES  AND  FULL  IXFORMATION  OX  REQUEST 

THE  ONTARIO  SPRING    BED    &    MATTRESS    CO.,   Limited 

Makers  of  Hospital  Beds,  Iron  and  Brass  Beds,  Springs,  Mattresses   and    Pillows 
LONDON    -    CANADA 
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The  Medical  Profession 
Can  Depend  Upon  It 

that  our  Products  are 

(a)  Absolutely  pure. 

(b)  Free  from  adulterants  of  any  kind. 

(c)  Entirely  harmless  to  the  digestion. 

We  invite  Physicians  to  call  and  look 
over  our  Factory,  one  of  the  most 
sanitary  in  Canada.  Every  employee 
must  keep  himself  or  herself  spotlessly 
clean,  or  otherwise  are  not  allowed  to 
handle  any  article. 

CHICLETS 

will  be  found  to  be  a  valuable  ad- 
junct in  the  treatment  of  some  digestive 
disturbances,  their  use  stimulating  the 
secretion  of  ptyalin. 

Remember   that    our    watchwords    are 

PURITY    and 
SANITATION 

We    appreciate    the    endorsement   of    the    Profession. 

THE  CANADIAN  CHEWING  GUM  CO. 

TORONTO,  CANADA 

When  writing  advertisers,  plea.se   mention   The   Hospital   World. 
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COWAN'S  COCOA 

IS  ABSOLUTELY  PURE 


As  a  sick-room  beverage 
Cowan's  Cocoa  is  highly 
recommended  on  account 
of  its  high  quality  and 
absolute  purity.  It  is  made 
of  the  best  selected  cocoa 
beans,  scientifically  blend- 
ed, and  contains  no  for- 
eign elements.  And  it  is 
prepared  in  a  large  modern 
factory  where  the  most 
sanitary  conditions  are 
maintained. 


THE  COWAN  CO.,  LIMITED 

TORONTO 


OUR  REFRIGERATING 
MACHINES 

Operated  in  hospitals  and  pub- 
lic institutions  have  a  prestige. 
For  reliability,  economy  and 
above  all,  lack  of  noise,  the 
Carbondale  System  is  wforth 
investigation.  It  is  Fool  Proof. 
Can  be  added  to  present  power 
plant,  using  waste  exhaust 
steam  in  its  operation.  Let 
us  figure  on  your  requirements. 


The  Carbondale  Machine 
Company 

CARBONDALE,   PENN. 


For  your  comfort 
and  your  health's 
sake— always  use 


HEALTHY 


Its  velvety  lather  is 
a  wonderful  cleanser, 
while  it  soothes  and 
softens  the  skin.  Its 
mild  carbolic  solution 
means  no  germs.  The 
odor  is  there,  of  course, 
but  it  vanishes  quickly 
after  use.  Lifebuoy  is 
the  soap  of  all  soaps  for 
the  toilet  and  the  bath, 
because  of  its  health- 
preserving  qualities. 

Grocers  Sell 

LIFEBUOY 
HEALTHY    SOAP 


Xll 


THE  HOSPITAL  WORLP 


Xov.,  1915 


To  Lysol  Buyers 


THE  attention  of  the  Hospitals  is  respectfully 
called  to  this  FACT,  that  when  in  need 
of  the  above  they  can  procure  an  article 
identical  to  Lysol,  under  the  name  of  "  Solyol," 
which  is  manufactured  in  Canada  and  is  guaranteed 
by  Bacteriological  and  all  other  tests  to  be  identical 
to  Lysol. 

They  alsti  manufacture  Polusterine,  the  only  non-poisonous 
disinfectant  on  the  inarket  with  the  same  Ryiial  Walker  co- 
efficient as  the  above.  This  is  a  medicinal  article  prepared 
from  the  essential  oil  of  the  pine  (Pinus  Palustris)  with 
Eucalyptol,  Oil  of  Thyme,  etc.;  is  miscible  in  water  to  any 
strength  desired  and  has  the  pleasant  odor  of  the  pine.  Will 
dry  up  Poison  Ivy  and  Scaly  Eczema  in  from  four  to  eight 
days.  Contains  neither  Soap  nor  Rosin.  Ideal  for  bathing 
patients  recovering  from  contagious  diseases. 

SAMPLES  AND  LITERATURE  WILL  CHEERFULLY 
BE    FURNISHED    ON    APPLICATION    TO  THE 


POLUSTERINE 


PRODUCTS 

Toronto.'Ont. 


CO.  OF  CANADA 


THE  BRANSTON  VIOLET  RAY  HIGH 

FREQUENCY    GENERATOR    Ma^/e  in  Canada 


A  Portable  High  Frequency  Outfit 
Extremely  Compact  and  of  High  Efficiency 

Our  Model  6  Generator  is  particulnrlv  well  designed 
for  the  physician  desiring  a  portable  High  Frequency 
Coil  giving  a  range  of  High  Frequency  suitable  for 
all  forms  of  treatment. 

The  coils  and  condenser  are  wound  to  give  a  current 
of  exceedingly  high  voltage  and  oscillation  and  at 
the  same  time  generate  sufficient  heat.  It  gives 
about  two  million  oscillations  or  vibrations  per 
second.  The  connecting  cords  and  insulated  handle 
are  sparkless.  It  can  be  regulated  to  give  any  strength 
of  current  desired  and  is  built  to  last  for  yCHrs.  The 
coils  are  impregnated  by  a  special  vacuum  process 
which  makes  a  burnout  practically  impossible. 
It  is  mounted  in  a  leather  covered  velvet  lined  case 
8  X  12  X  6  inches.  Ample  space  is  provided  for  ten 
electrodes,  handle,  conducting  cords,  etc. 
Full  descriptive  catalogue  and  prices  showing  our 
complete  line  of  machines  and  electrodes. 

Manufactured  by 

CHAS.  A.  BRANSTON  CO. 

Offices  and  Factory  :  .159  Yonge  Street 
Phone  Main  1212 

Canadian  Representatives  for  tfie  Celebrated 
White  Cro.ss  Vibrators  and  Electric  Specialties 


Mode   6,  Operates  on  the  Electric 
LiehtinK  Current. 
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The  Largest  Hospitals 


have  proved 


Made 

in 

Canada 


g  FLOOR 


Full 
Net 


Saves  money  and  labor,  giving  best 
satisfaction. 

Especially  adapted  for  cork 
linoleum,  composition  and  hard- 
wood floors. 

Write  for  prices  and  one  pound 
tin  free  for  trial. 

Manufactured  by 

COOKE  &  BOULTOH,  '«|o''r"o'nt*6  "^ 


vescent^CU.'W 

TS  especially  useful  as  an  anti- 
^  lithic  in  Uric  Diatheses.  It  is 
particularly  effective  in  the  treat- 
incnt  of  Renal  Calculi,  or  Kidney 
Trouble  jjenerally.  As  an  antacid 
it  corrects  the  acidity  of  the  stom- 
ach, makin<,'  it  a  specific  in  certain 
forms  of  Dyspepsia  and  in  the 
treatment  of  Gout  and  Rheu- 
matism. 

It  also  acts  as  a  mild  altera- 
tive, renderinsj  the  Blood  and  Urine 
alkaline. 

"The  most  effective  and  elegant 
Ajierient  for  clearing  the  Gastro- 
intestinal tract  is  Abbey's  Effer- 
vescent Salt." 

25c.  and  (iOc.  at  a// dealers. 


A  Boon  to  Institution 
Laundries 

In  these  days  when  there  is  considerable 
trouble  in  reference  to  "  help "  in  large 
Institutions,  any  effective  labor  saving 
device  is  more  than  welcome.  One  such 
device,  which  will  make  laundry  work  in 
a  Hospital  easy,  is 

TORO  TABLETS 

Their  use  w^iU  be  found  a  boon,  rendering 
the  work  of  washing  far  more  effective 
and  easy.  The  TORO  TABLET  is  dis- 
infectant in  character,  so  that  no  matter 
how  mixed  the  articles  of  clothing  may 
he,  or  how  soiled,  they  come  out  spotlessly 
white.  TORO  TABLETS  will  not 
injure  the  finest  fabric  and  no  scrubbing  is 
necessary.  One  tablet  of  TORO  and 
half-a-pound  of  soap  and  the  work  is  done. 
Hospitals  supplied  in  large  quantities  at 
low  prices. 


THE  TORO 

BIRMINGHAM 


TABLET   CO. 

ENGLAND 


Canadian  Office — 
113  RONCESVALLES  AVENUE,  TORONTO 


GASTROGEN 
TABLETS 

Correct 

tr/PERACIDITY 

Sample  On  Fkequest 

Bristol-Myers  Co. 

Brooklyn,  N.  Y 
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The  Chase 
Hospital  Doll 

is  to  the  Hospital  '(Training  School 
for  Nurses  wliat  the  Laboratt)ry  is 
to  the  Medical  Student.  In  other 
words,  the  theory  of  teaching  by 
its  use  is  converted  into  the  prac- 
tical knowledge  and  manual  dex- 
terity obtainable  only  by  actual 
work . 

Made  in  adult  size  with  or  with- 
out internal  reservoirs  of  copper 
with  tubes  to  represent  the  urethra, 
vagina,  rectum,  nasal  and  aural 
passages. 

It  is  covered  with  cloth  made 
waterproof  with  paint. 

Natural  hair  wig  will  be  supplied 
if  ordered. 

Also  made  in  children's  sizes. 
Send  for  illustrated  catalogue. 

M.  J.  CHASE 

24  Park  Place. 
PAWTUCKET     -      -      R.I. 


HOSPITALS  SHOULD  NOTE 

that  we  are  prepared  to  absolutely  exterminate 
vermin  of  any  kind  from  Hospitals,  Asylums, 
Sanatoria,  or  Public  Institutions,  in  fact  from 
buildings  of  any  kind  whatsoever.  Our  process  is 
guaranteed.  The  gas  used  leaves  no  offensive 
odor  and  does  not  injure  the  most  delicate  fabric, 
so  that  no  redecorating  is  necessary.  Our  process 
has  been  adopted  in  some  of  the  largest 
Hospitals  in  the  United  States.  We  give  a 
signed  contract  to  entirely  eradicate  all  vermin 
for  the  term  of  twelve  months.  Orders  given 
the  most  prompt  attention. 

THE  UNEEDA  EXTERMINATING  CO. 


1631^  Church  St.,  Toronto 


Telephone  Main  1980 
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INGRAM 
BELL, 

LIMITED 
TORONTO 

HOSPITAL  SUNDRIES 

Can  be  furnished  at  once  from  our  complete  stock 
of  both  domestic  and  imported  goods. 

Our  Rubber  Gloves  are  made  from  finest  stock  of 
Para  Rubber  of  special  weight — smooth  or  pebbled 
— refer  page  38  our  new  Sundry  Catalogue. 

Our  Maroon  Rubber  Sheeting  has  been  tested 
from  coast  to  coast  and  proven  as  to  its  efficiency — • 
see  page  38  our  New  Sundry  Catalogue. 


Enameled  Ware 
Glass  Ware 
Rubber  Goods 
Surgeons   Gloves 
Thermometers 
Surgical  Dressings 
Miscellaneous 

Supplies 

Check  the  item  in 
which  you  are  in- 
terested. Mail  this 
advertisement  to  us 
and  we  will  promptly 
submit  samples  and 
prices. 


Don't  fail  to  get 
our  prices  on  all 
Hospital  Supplies. 


If  you  have  not  received 
our  new  Sundry  Catalogue, 
please  advise  us. 


A  Special 
^Hospital 
Bed  Spring 

We  are  now  manufacturing  a 
bed  spring  that  is  especially 
adapted  to  hospital  work,  where 
comfort  and  durability  are  re- 
quired. 

This  special  bed  spring  is  the  most 
comfortable  on  the  market  and  will  out- 
wear a  dozen  woven  wire  bed  springs. 
Our  special  treatment  of  the  springs 
absolutely  prevents  sagging. 

FULL  INFORMATION  ON  REQUEST 


Physicians  desirous  of  procuring 

A  Professional  Sign 

should  bear  in  mind  that 

J.  E.  RICHARDSON  &  CO. 

147  CHURCH  ST.  -  -  TORONTO 
are  HEADQUARTERS  for  Signs  of  every  des- 
cription, including  BRASS  PLATES,  EMBOSSED 
GLASS,  BRILLIANT  LETTERS,  etc. 

Give  them  a  call.  Phone  Main  7363. 


SAL  HEPATICA 

The  Ideal 

Saline 

Eliminant 

In 

Rheumatic 

Conditions 

Bristol' Myers  Co. 
New  York 
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Abbey  Kftervescent  Salt  13 
Alaska        Feather        and 

Down    Co 18 

Allen  &  Hanburys    22 

Bianston    &    Co 12 

Hiistol    Mvers   Co 13.    15 

Baker  &  Co..   Walter 25 

Borden   Milk  Co 29 

Urintnell    Motor    Car    ...    34 

Canadian  Kodak  Co.  ...  10 
Canadian    Chewing    Gum 

Co 10 

Can.   Wood  Polish   Co...    22 

Chase,    M.    J 14 

Carlton     Garage     40 

Cooke    &    Boulton    13 

Cosgrave    Brewery    20 

Consolidated   Safety    Pin 

Co 29 

Cowan   Cocoa  Co 11 

Carbondale    Machine    Co.  11 

Delaney.   W.   H S 

Devonshire.    Ltd.,    Jas.'. .  4 

Dempster.    J.    C 25 

Denver    Chemical    Co....  27 

Dominion  Brewery  ....  23 
Dentinol    &    Pyorrhoclde 

Co 35 

Dominion    Sales   Co 33 

Dougla.s    Bros 35 

Electro-Surgical     Instru- 
ment Co 17 

Flett,   Lowndes   &   Co.  .  .      2 

Fellows   Co Front   cover 

Flexible    Conduit    Co....    19 


IVBEX  TO  ASVURTISEBS. 

Ounius    Limited     21 

GlUett   Co.,   E.   W 2 

General    Accident   Assur- 
ance   Co 39 

Gendron  Wheel  Co 39 

Gurney    Scale    Works    . .    40 

Gendron   MfR.   Co 21 

Glaxo  Limited.  .Third  cover 


Hartz  Co.,  J.  F 1 

Heyes    &    Co 5 

Heenan   &  Froude   Co.    . . 

Back    cover 

Hoskins    &    Sewell    37 

Hutchison    &   Co 34 


Ideal  "W'eatherstrip  Co..  8 
International  Instrument 

Co 17 

International     Varnish 

Co 17 

Ingram  &  Bell,   Limited.  15 

Kress  &  Owen    Co 24 

Lea  Trimble  Mfg.  Co..  7 
Lambert    Pharmacal    Co. 

Second    cov  er 

Lawrence.    W.    J 20 

Lever    Bros 11 

Lindners,     Ltd 34 


Marvel    Co 8 

Maplewood    Mills     33 

Metal    Craft    Co 7 

Miller      Manufacturing 

Co 3 

Miles,    A.    W 38 


Ocean-  Blend  Tea  Co 23 

O'Keefe    Brewery     16 

Ontario  Spring  Bed  Co..      9 

Pluto  Water   9 

Polusterlne    Co 12 

Parke,   Davis  &  Co 18 

Piatt,   H.   B 9 

Philips       Chemical       Co., 
Chas.    H Back    cover 

Quinn,  T.  J..  Co 17 

Rougier   Freres    29 

Richardson  Co..  J.  E 15 

Roelofson  Elevator  Co..  4 

Roussel  &  Son,   T.   J 3 

Sheldon's.    Ltd 6 

Steele.    Limited.   Jas    ....    15 
Standard  Products  Co.   .  .    35 

Taber    Laundry    Works.  26 

Tarbox    Bros 5 

Toro    Tablet-i    Co 13 

Toronto       Cast       Stone 

Works   36 

Toronto  Silver  Plate  Co.     6 

Taylor  Forbes   Co 31 

Uneeda  Co 14 

Van   Camp,   J.   C 7 

Vapo-Cresolene    40 

Walk  Over  Shoes.. 2d  Cover 
Wilson    Limited,    John  T.    21 

YorkviUe    Laundry 40 


When  puzzled  as  to  the  best  method  of 
treatment  in  a  case  of 

CHLOROSIS 

PERNICIOUS  ANAEMIA 
ACUTE  HAEMORRHAGE 

PASSIVE  ANAEMIA 

and  their  accompanying  symptoms, 
remember  that 

O'KEEFE'S  OLD  STOCK  ALE,  PILSENER, 
LAGER  and  EXTRA  MILD  STOUT  act  promptly. 
They  are  haematinics  of  the  highest  order,  and  will 
hasten  convalescence  in  many  of  the  worst  cases. 
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FOR   THE  SICK  ROOM 

Physicians  will  find 

SAFETY   FIRST    AMMONIA 

the  most  effective  disinfectant  on  the  market. 
It  is  absolutely  bactericidal  in  action  and 
cleanses,  better  than  anything  else,  pantry 
sinks,  urinals  and  pus  basins,  leaving  them 
clean,  sweet  and  aseptic.  SAFETY  FIRST 
AMMONIA  is  5S%  strong.  A  little  in  a 
saucer,  moistened  with  water  and  placed  in 
the  Hospital  Ward,  will  quickly  render  the 
air  pleasing  to  the  patients. 
SAFETY  FIRST  CHLORIDE  OF  LIME  is  also 
a  most  satisfactory  deodorizer,  and  is  ideal 
for  use  in,  say,  a  Hospital  basement  or 
household  cellar  where  there  is  the  slightest 
suspicion  of  defective  drains. 
Special  prices,  in  quantities,  to  Hospitals, 
Asylums,  etc. 

These  products,  once  tried,  will  be  used 
to  the  exclusion  of  all  other  competing 
preparations.  We  supply  the  Department  of 
Public  Works  Dominion  Government  with 
SAFETY  FIRST. 

^;,^^"bt  The  T.  J.  QUINN  CO. 

288  Queen  Street  We»t,  Toronto 
Tel.  Ad.  1509 


PHYSICIANS    PREFER 


GLOSS 


FLAT 
WHITE    ENAMEL 

SANITARY 

WASHABLE 


-DUST  PROOF 


ARTISTIC 

Will  Not   Turn  Yellow 

Elastica  '^'"^  Perfect  Floor  Finish 
^^^^^2  Send    for    Sample  Paper 


TORONTO 


ONTARIO 


ELECTRIC    CENTRIFUGES 

of  tlie 

international  Instrument  Company 

Are  used  in  the  Laboratories  of  the  Leading 
Hospitals  of  Canada  and  the  United   States 

21  Church  St.  Cambridge,  Mass. 


Kieldahl 
Stills 


Bottle 
Shakers 


Electrically  Lighted 
Surgical  Instruments 


Modern  General  Diagnostic  Outfit 

This  Outfit  now  wciehs  but  4%  pounds,  and  measures 
3%  x7  X  15  inches,  making  it  very  convenient  to  carry.  The 
instruments  are  equipped  with  tunesten  lamps. 

Price  :  Case  with  battery  and  instruments,  complete, 
$40.00. 

The  more  brilliant  illumination  and  lower  temperature 
of  the  tungsten  lamps  with  which  Ihey  are  now  equipped, 
have  Ereatly  increased  the  usefulness  of  E.  S.  I.  Co.  instru- 
ments, such  as 

Jackson  Bronchoscopes  and  Laryngeal  Specula 

Holmes  Nasopharynifoscopes 

Tultle  and  Lynch  Procto-Sigmoidoscopes 

Braasch  Cystoscopes 

Kochy  Swinburne  and  Young  Urethroscopes,  etc. 

Eighth  Edition  of  our  Catalogue  upon  request. 

ELECTRO  SURGICAL  i:{STRUMENT  CO.,  Rochester.  N.Y. 
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HOSPITAL  EQUIPMENT 


The  New  General  Hospital  of  Montreal,  and  scores 
of  other  Canadian  Hospitals,  are  equipped  with 
*  Alaska  *'  Beds  and 


OSTERMOOR    MATTRESSES 

They  last  a  lifetime,  and  are  absolutely  satisfactory.     More  sanitary  than  hair — for  less  monev. 


THE  ALASKA  FEATHER  AND  DOWN  CO.,  Limited 


Montreal  and  Winnipeg 


"Just  to  be  sure!" 

Thus  spoke  a  careful  physician  when  asked  why  he  used  our  diphtheria 
antitoxin  exclusively. 

Our  antitoxin  justifies  his  confidence. 

It  is  evolved  in  the  blood  of  healthy,  vigor- 
ous horses — horses  that  are  carefully  selected; 
that  are  under  the  watchful  eyes  of  expert 
veterinarians  at  our  model  biological  farm. 

It  is  perfected  in  laboratories  that 
afford  unequaled  facilities  for  serum 
manufacture — laboratories  in  which 
it  is  possible  to  observe,  at  every 
step  of  the  process,  the  vital  prin- 
ciples of  asepsis. 

It  is  exactingly  standardized,  bacteriologically  and  physiologically. 

It  is  guaranteed  as  to  purity,  potency  and  uniformity. 

CONCENTRATED 
ANTIDIPHTHERIC  SERUM 

(GLOBUUN  ) 
Containen  of  600, 1000,  2000,  3000.  4000  and  6000  units. 

Specify  "P.  D.  &  Co."  on  your  order..  PARKE,  DAVIS  &  CO. 


The  most  satisfactory  syringe- 
container  ever  devised. 
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MADE-IN-CANADA 


Seed  X-Ray  Plates 

have  a  special  sensitiveness  to  the  Actinic  rays  of 
the  Intensifying  Screen,  which  makes  them  a  prime 
favorite  with  Roentgenologists.  Their  value  is 
especially  apparent  in  Gastro-Intestinal  and  Serial 
Stomach  Examinations,  where  speed  and  gradation  of 
shadows  are  of  such  importance. 


Descriptive   Leaflet  mailed  on   request,  and 
the  goods  may  be  had  of  your  regular  dealers 


Canadian    Kodak   Co.,   Limited 

Toronto,  Canada 


"The  Canadian  Queen" 

. 

IS  scientincaliy  constructed — 

it   has    a    grey   iron    reservoir 
which    stores  the  spare   heat 
units,  so  that  it  is  possible  to  iron 
about  one  half  the  lime  with 
the  plug  off,  thereby  using  one 
half  the  current,  which  means 
a  saving  of  one  half  the  usual 

/t^     ^                                       . ,  i..-,^J 

expense. 

Special  discounts   apply  to 
hospital  contracts. 

'                                                                           ^-v-^ 

Our  folder  "  H  "  contains 
some  information  worth  know- 

r 

1  he  Flexible  Condi 

lit  Co.,  Limited 

GUELPH 

When   writing   advertisers,    pleajse  mention  Tlie   Hospital   World. 


XX 


TTIK  HOSPITAL  WOULD 


Nov.,  1915 


Cut  Flowers  for  the  Sick  Room 


I  HERE  is  a  feeliiij;  abroad  that  physicians  are  sometimes  apt  to  pay 
-*-  less  attention  than  they  should  to  the  aesthetic  side  of  their  profes- 
sion. Can  there  be  any  question  as  to  the  added  comfort  to  the  patient, 
during  the  weary  days  of  convalescence,  of  the  fragrance  of  Nature's  most 
beautiful  products  in  the  form  of  Roses,  Carnations,  and  other  cut  flowers  ? 

May  I  ask  Physicians  to  note  that  /  make  a  specialty  of  cut  flowers  of 
almost  any  kind. 

Particular  attention  is  called  to  my  three-year-old  Rose  Plants,  ready 
for  planting,  and  which  I  vvill  deliver  at  $1.50  per  dozen.  They  are 
Hybrid  Teas,  and  will  bloom  all  summer  long. 

Special  prices  quoted  to  Hospitals  and  Doctors 


W.  J.  Lawrence 


152  Roselawn  Avenue 


Toronto 


Phone  North  2221 


Made  in  Canada  " 


COSGRAVES 
XXX  PORTER 

Never  Causes 
Biliousness 

Doctors  and  Nurses  recom- 
mend it  for  Its  recuperating 
powers.  Always  perfectly 
brewed  and  aged.  Made  of 
the  best  materials. 

On  Sale  at  all  Dealers 


The   Only  Chill-proof  Beer 


V56 
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ROLLING 
RECLINI  NG 

AND  CARRYING 


CM^IK 


WRITE      FOR 

i  R  AD  ^"C'C  ATALOGUE 
CONTAINING 
FULL  LINE 


GENDRONMFG.CO.    Cana%L 

LIMITE.D- 


^ONHONOr 

UNNS 

JOOD  PRODUCT^ 

THIS  INSIGNIA 

Indicates  the  highest 
point  of  perfection 
procurable  in  Govern- 
ment Inspected  Pack- 
ing House  Products. 

Gunns  Limited 

WEST  TORONTO 


VENTILATION 


WE  SPECIALIZE  IN  THE  DESIGN  AND  IN- 
STALLATION OF  EFFICIENT  VENTILATING 
SYSTEMS. 

OUR  ENGINEERING  DEPT.  WITH  40 
YEARS'  SUCCESSFUL  EXPERIENCE  BEHIND 
THEM  IS  AT  YOUR  SERVICE.  WE  WILL 
BE  GLAD  TO  SUBMIT  PLANS  FOR 
TAKING    CARE    OF    YOUR  PROBLEM. 

JOHN  T.  WILSON  LIMITED  -    TORONTO 

ESTABLISHED  1870 
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ESSENTIAL  IN  A  HOSPITAL 

How  often  the  Hospital  Superintendent  or  Head  Nurse  is 
puzzled  over  what  is  best  for  use  as  a  Floor  or  Furniture 
Polish,  something  that  can  be  rubbed  dry  easily  and  for  that 
reason  will  not  catch  or  retain  dust.  Such  a  puzzle  is  easily 
solved  by  employing 

Re-Nu-All  Wood  Polish 

It  is  the  most  effective  preparation  of  its  kind  procurable  and 
is  Made  in  Canada.  Nothing  could  be  more  suitable  for  a 
Hospital  or  large  Institution,  as  it  is  infinitely  better  than  the 
so-called  Dustless  Preparations,  leaves  a  pleasant  odor,  is  dis- 
infectant in  action.      Another  essential  in  an  Institution   is 

I  .(il^  Spic  and  Span 

one  of  the  best  cleansers  procurable  for  Hospital  Sinks. 
Urinals,  Bed  Pans,  Steel  Knives,  Bath  Tubs,  Enamelled 
Ware,  Kettles,  Pots,  etc.  Spic  and  Span  contains  no  acid  or 
injurious  ingredient.Vil!  not  injure  the  hands  and  will  not  scratch. 
Samples  of  either  or  both  of  the  above  preparations  on  request. 

The  CanadianWood  Polish  Co.,  Hamilton,  Ont. 


THE  'Allenburgs'  diet 

A  COMPLETE  MILK  AND  FARINACEOUS  FOOD,  EASY  OF  DIGESTION, 
MOST    AGREEABLE    TO   TAKE,    SIMPLY   AND   QUICKLY   MADE. 

This  DIET  is  recommended  for  general  use  in  place  of  ordinary  milk  foods,  gruel, 
etc.,  and  is  particularly  adapted  to  the  needs  of  Dyspeptics,  Invalids  and  Aged.  Being 
largely  predigested  it  is  easy  of  assimilation.  A  cup  of  the  ' '  Allenburys  ' '  DIET  is 
useful  in  the  forenoon  between  meals. 

The  "Allenburys"  DIET  may  be  taken  with  advantage,  on  going  to  bed,  in  the 
place  of  stimulants.     Being  easily  digested  it  promotes  tranquil  and  refreshing  sleep. 

For  those  who  cannot  readily  digest  milk  the  "Allenburys"  DIET  is  a  welcome 
substitute,  as  it  does  not  cause  indigestion  or  flatulence. 

Although  the  ' '  Allenburys  ' '  DIET  is  a  food  for  Adults  and  is  quite  distinct  from 
the  well-known  "  Allenburys  "  Foods  for  Infants,  yet  it  is  also  of  great  value  as  a 
restorative  food  for  young  children,  especially  during  convalescence. 

A  large  sample  posted  on  request 

The  Allen  &  Hanburys  Co.,  Ltd. 

TORONTO,  CANADA  NIAGARA  FALLS,  N.Y. 

Established  London,  Ensriand,  A  D.,  1715. 
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The  attention  of  the  Medical  Profession  is  called  to  our 

PURE  and  our  SOLUBLE  COCOA 

for  use  in  the  sick-room.  These  products  are  guaranteed  to  be  free  from  adulterants 
in  any  and  every  form.  Physicians  can  prescribe  these  goods  in  the  fullest  confidence 
that  their  patients  are  getting  the  finest  goods  obtainable. 

Please  specify  "Ocean  Blend"   Cocoa. 

FOR   SALE   ONLY    BY 

THE  OCEAN  BLEND  TEA  COMPANY  LIMITED 


247  Parliament  Street,  Toronto 


Tel.  M.  950 


HOSPITAL  Superintendents  who  wish  to  save  fuel  in  their  Institutions, 
and  practically  guarantee  that  their  wards,  corridors  and  in  fact  their 
entire  building  shall  have  an  even  temperature  should  immediately  look 
into  the  merits  of 

DIAMOND  METAL  WEATHER  STRIPS 

They  unquestionably  prevent  all  dust  and  draught,  making  a  ward  with  a  Northerly 
exposure  as  pleasant  in  the  Winter  time  as  one  to  the  South.     These   Strips  mean  a 
saving  of  fuel  in  the  Winter  and  l(eep  a  Hospilal  free  of  dust  in  the  Summer. 
Have  our  Salesman  call   upon   you. 

TRIPLEX  WEATHER  STRIP  CO.,  932  College  Street,  Toronto 


INVALID  STOUT 
For  Weak  Folks 


gasBpTRENGTHENING 
J"  m  nourishing  qualities,  com- 
jm  b  i  n  e  d  with  a  really 
GjBHHB  acceptable  flavor,  make 
Dominion  Brewery's  Invalid  Stout 
the  ideal  beverage  for  convales- 
cents and  bilious  people.  It  is 
digestible  and  non-gassy. 

Order  at  any  of  the  dealers 

Dominion  Brewery  Co., 


LIMITED 


TORONTO 
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GLYCO-THYMOLINE 


IS  INDICATED  IN 

Catarrhal 
Conditions 

of  mucous  mem- 
branes  in  all  parts  of 
the  bod}'  —  maintains 
Asepsis  without  irri- 
tation—  reduces  con- 
gestion and  by  stimu- 
lating the  capillaries 
to  increased  activity 
restores  normality. 


Perfect  Mouth  Wash 


For  Daily  Use 

Keeps  the  mouth  Alkaline  as 
nature  intended  it  should  be. 
Stops  the  formation  of  lactic  acid 
and  prevents  dental  decay. 

LITERATURE  ON  REQUEST 

KRESS    &   OWEN  CO. 

361-363  Pearl  St.       •.•       New  York 
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Editorials 


HOSPITAL  ESTHETICS 


To  what  extent  the  esthetic  element  should  enter 
into  hospital  architecture  and  equipment  is  a  ques- 
tion admitting  of  more  than  one  viewpoint. 
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The  demand  for  complete  asepsis  has  grown 
yearly  more  imperative  as  the  medical  laboratories 
have  sent  out  their  results  of  bacteriological 
research.  The  modern  hospital  in  response  has  done 
wonderful  things  in  germless  construction.  Floor- 
ing, doors,  windows,  walls,  smooth  surfaces,  glass, 
white  enamel — everything  is  made  to  show  the 
slightest  trace  of  soil  or  dust.  Shining,  bare,  hard 
spotlessness  has  come  to  be  the  modern  hospital  ward 
idea. 

Now  arises  certain  questioners  concerning  the 
desirability  of  this  ideal.  They  wonder  whether  pos- 
sibly the  aseptic  pendulum  has  not  swung  too  far, 
and  whether  the  esthetic  element  should  be  alto- 
gether ignored. 

Grosvenor  Atterbury,  of  New  York,  writes  ably 
on  this  subject  in  the  Journal  of  the  American  Medi- 
cal Association  of  recent  date.  He  takes  as  his  text 
the  motto  of  the  great  Virchow  Hospital,  "  In  treat- 
ing the  patient  do  not  forget  the  man,"  and  with  light 
but  graphic  touch  depicts  the  patient's  viewpoint  of 
this  shining  spotlessness. 

"  The  poorer  he  is  the  more  startling  the  contrast 
between  the  impersonal  institution — high  ceilinged, 
vast,  mechanical,  unresponsive — and  the  tiny  room 
he  has  left,  dirty  and  ugly  if  you  please,  but  thor- 
oughly vitalized  through  personal  use." 

The  writer  contends  that,  as  efficiency  and 
asepsis  are  the  first  factors  demanded  in  a  hospital 
ward,  the  architect  has  little  opportunity  to  intro- 
duce much  beauty ;  and  he  wonders  whether  there  is 
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not  a  larger  efficiency  to  be  considered,  and  whether 
the  price  of  perfect  asepticism  is  not  too  high. 
"  For  in  spite  of  all  its  modern  improvements,  when 
you  send  even  the  intelligent  patient  to  the  hospital 
you  have  put  him  in  the  incipient  stages  of  mental 
goose  flesh,  whereas  the  prime  requisite  of  the  hos- 
pital is,  after  all  is  said  and  done,  that  it  should 
inspire  confidence  and  hope." 

We  may  take  issue  with  the  latter  statement, 
since  first  and  always  the  prime  requisite  of  a  hos- 
pital is  that  it  should  cure  its  patients.  But  that  a 
cheerful  mental  attitude  is  a  strong  contributing 
factor,  and  that  a  more  or  less  esthetic  environment 
tends  to  produce  this  is  well  allowed. 

Mr.  Atterbury  justifies  his  plea  from  an  economic 
standpoint  by  amusing  mathematical  logic,  taking 
Johns  Hopkins  Hospital  expense  report  as  a  basis. 
He  finds  that  the  shortening  of  the  average  time  of 
bed  occupancy  by  a  single  day  per  patient  would 
mean  the  saving  of  a  comfortable  sum  of  $500,000 
a  year.  That  the  introduction  of  a  measure  of 
esthetic  grace  in  the  wards  to  the  banishing  of  the 
bareness,  the  glistening  hardness,  and  the  consequent 
tendency  to  "  goose  flesh  "  would  conduce  to  this 
happy  result,  he  feels  assured.  Consequently  he 
wants  some  small  part  of  that  $500,000  to  provide 
"  open  fire-places,  window  curtains  and  pink  bed 
jackets." 

That  hospital  serves  best  which  cures  its  patients 
most  quickly  and  completely;  and  whatever  con- 
tributes to  this  end  is  undoubtedly  a  factor,  larger  or 
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smaller,  in  the  total  efficiency  of  such  a  service.  That 
perfect  aseptic  conditions  should  rank  first  is 
obvious.  But  that  a  sense  of  cheer  and  comfort, 
which  is,  perhaps,  a  human  reflex  of  artistic,  color- 
ful and  sensuous  surroundings,  should  be  used  as  a 
contributory  health  restoring  factor  is  equally  evi- 
dent. The  architect's  protest  is  against  the  tendency 
to  exalt  the  firet  to  the  exclusion  of  the  second. 

Institutions  have  each  a  character  that,  consci- 
ously or  unconsciously,  impresses  itself  upon  those 
who  come  within  its  influence.  The  appeal  of  the 
hospital  to  the  sick  should  be  one  of  combined  skill, 
purity,  comfort,  and  as  far  as  possible  beauty ;  and 
the  latter  elements  have  been  too  much  ignored. 

The  art  of  healing  is  becoming  recognized  as  a 
marvellously  complex  thing — the  patient,  as  a  mar- 
vellously complex  organism.  Mechanism  and 
mechanical  equipment,  however  perfect,  cannot 
reach  the  hidden  springs. 

Medical  research  has  not  yet  laid  emphasis  on 
the  esthetic  as  a  curative  agent.  Perhaps  in  our 
haste  to  meet  the  many  demands  science  has  made 
we  have  stripped  our  hospitals  overbare.  There  is  a 
tendency  to  reaction,  as  evidenced  in  the  architect's 
plea. 
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SOIL  SICKNESS 


That  bodies  become  diseased  is  an  old  and  sadly 
familiar  fact,  accepted  by  all.  But  that  soil  may 
become  diseased,  and  in  this  condition  react  upon 
those  who  dwell  upon  it — this  is  surely  largely  a  new 
conception  to  the  majority. 

Beyond  a  general  recognition  that  gravel  soil  and 
slope  ensuring  good  drainage  make  desirable  build- 
ing sites,  the  soil  as  a  factor  in  human  health  has  not 
been  largely  considered  except  from  an  agricultural 
standpoint.  Recent  investigations,  however,  by  agri- 
cultural chemists,  aimed  to  discover  the  causes  of 
soil  deterioration,  indicate  that  soil  may  become 
"  diseased  "  in  a  very  real  and  human  sense,  and 
that  these  diseases  may  be  treated,  once  they  are 
correctly  diagnosed. 

A  close  and  most  interesting  analogy  appears  to 
exist  between  sick  soil  and  sick  people.  Soil  needs 
cultivation  as  human  beings  need  exercise  and  air. 
But  this  is  not  always  sufficient.  Certain  chemical 
substances  develop  in  soils  which  render  them  infer- 
tile, and  these  must  be  extracted  or  rendered  innocu- 
ous— in  other  words,  healthy  conditions  must  be 
established  before  fertility  is  ensured.  That  there 
are  laws  of  hygiene  and  sanitation  quite  as  essential 
to  the  control  of  the  soil's  health  as  to  that  of  man- 
kind is  asserted  by  these  skilled  investigators,  who 
have  come  to  the  interesting  conclusion  that  the  soil 
is  not  dead  and  inert,  but  a  living  organism,  with 
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vital  functions  and  with  likenesses  to  the  human 
body. 

To  what  extent  the  recognition  of  this  similarity 
will  revolutionize  soil  treatment  is  yet  to  be  seen. 
But  the  close  analogy  of  health  conditions  between 
soil  and  the  humans  who  dwell  upon  it  leads  by  in- 
stant association  to  the  larger  question,  To  what 
degree  does  a  sick  soil  affect  human  health? 

That  drainage  of  subsoil  has  markedly  lowered 
mortality  in  certain  diseases,  such  as  consumption, 
is  a  matter  of  repeated  record.  That  the  stenched 
ground  of  the  battlefields  is  giving  anxious  thought 
and -effort  to  those  entrusted  with  the  health  of  our 
armies  is  also  well  known.  But  it  almost  appears 
that  beyond  these  there  may  be  even  a  finer  interplay 
of  health  conditions,  a  closer  and  more  vital  associa- 
tion between  the  two  organisms,  to  a  degree  that 
deterioration  of  the  soil  in  any  particular  must 
imply  a  corresponding  deterioration  in  the  humans 
who  dwell  upon  it.  Does  dust  call  to  dust  in  some 
hitherto  unrecognized  subtle  way? 

Sluggish  water,  undrained  low-lying  ground, 
fungi,  mold,  rankness — all  of  these  are  known  health 
menaces.  To  these  may  be  added  many  other  evils 
of  soil  impurity.  The  direct  influence  of  soil  condi- 
tions upon  human  health  must  henceforth  be  given 
a  deeper  and  larger  interpretation  because  of  the 
wonderful  possibilities  revealed  by  these  recent 
researches. 
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Original  Contributions 

LITTLE    JOURNEYS 


By  Dr.  John  N.  E.  Brown, 

Superintendent,  Henry  Ford  Hospital,  Detroit. 


The  Massachusetts  General  Hospital. 

There  are  two  services  in  medicine  and  two  services  in  surgery 
in  this  hospital.  The  superintendent  and  the  two  chiefs  in 
medicine  form  an  executive  committee  on  the  medical  side.  A 
similar  committee  acts  for  the  surgical  side.  There  is  a  general 
medical  advisory  committee  consisting  of  the  superintendent 
and  the  two  medical  chiefs,  two  surgical  chiefs  and  one  repre- 
sentative from  each  of  the  smaller  surgical  divisions.  Each 
chief  has  his  associates  and  assistants.  None  of  the  members 
of  the  visiting  medical  staff  is  paid,  and  therefore  does  not  give 
his  full  time  to  the  hospital. 

The  services  are  practically  continuous,  barring  the  holiday 
time,  when  the  woA  of  the  chief  is  taken  on  by  an  associate. 
There  is  a  resident  attached  to  each  of  the  services  in  medicine 
and  surgery.  These  officers  receive  a  salary  of  $500  per  year. 
They  have  general  supervision  of  the  work  of  the  internes.  An 
interne  serves  in  one  department  only,  as  a  rule.  There  is  no 
bar  placed,  however,  upon  his  going  over  to  another  service  after 
he  has  completed  the  service  he  is  on.  The  residents  are  gener- 
ally chosen  from  the  interne  staff,  but  not  necessarily. 

Many  of  the  members  of  the  medical  and  surgical  staff  are 
teachers  in  the  Harvard  Medical  School.  A  great  deal  of  ]5ost- 
graduate  work  is  done  in  this  hospital,  and  the  courses  given 
are  attended  bj-  practitioners  within  striking  distance  of  Boston. 

Dr.  Howland  says  that  they  send  about  three  thousand  cir- 
cular letters  of  invitation  to  medical  men  in  Massachusetts  and 
surrounding  states  advertising  these  courses. 
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THE   MOW    XI'ItSEs'    TIOME   AHmTIO?7. 

All  additional  nurses'  homo  to  accommodate  about  one  hun- 
dred nurses  was  finished  a  year  ago.  Entering  the  basement  we 
were  shown  a  room  about  thirty  feet  square  with  a  linoleum 
floor.  This  room  is  provided  with  a  cui)board,  tables,  and 
chairs,  and  is  used  as  an  oiT-hour  dining-room.  Adjoining  this 
is  a  small  kitchen  which  is  supplied  with  utensils.  Here  the 
nurses  may  prepare  meals  for  themselves  at  off  times — supply- 
ing their  own  food. 

We  were  shown  another  room  in  which  the  nurses  who  wish 
may  make  their  own  clothing  and  do  other  sewing. 

In  another  part  of  the  basement  nearby  is  a  petty  laundry. 
It  contained  several  stationary  wash  tubs,  ironing  boards  and  a 
drying  closet.  From  the  wall  at  a  convenient  point  projects  a 
rod  upon  which  a  last  is  placed,  upon  which  the  nurses  place 
their  shoes  for  polishing. 

One  end  of  the  basement  is  taken  up  by  a  nurses'  class  and 
demonstration  room.  The  chief  furniture  of  this  room  com- 
prises a  desk,  and  numerous  large  chairs  upon  the  side  of  which 
is  an  arm  upon  which  the  nurses  place  their  books  while  they 
take  notes.  On  a  frame  ranged  along  the  wall  hang  artificial 
limbs  with  rough  sanded  surfaces.  On  these  the  nurses  are 
taught  practical  bandaging.  A  bandage  roller,  transformed 
from  an  old  sewing  machine,  is  installed  in  another  part  of  the 
room,  upon  which  the  nurses  roll  new  bandages  and  rewind 
those  which  have  been  used  for  demonstration  purposes. 

Wax  models  and  anatomical  specimens  were  also  noted 
standing  on  the  table  under  glass  covers.  Near  the  front  of  the 
room  we  noted  a  good-sized  sink  at  which  the  students  and 
instructors  may  wash  their  hands  after  handling  the  anatomical 
specimens. 

A  public  pay  telephone  station  is  available  for  the  use  of 
the  nurses. 

The  nurses'  bedrooms  are  about  eleven  feet  by  eight  feet 
and  eleven  feet  in  height.  The  bed  is  three  feet  wide.  A  small 
dresser  with  several  drawers  is  provided,  one  of  which  has  a 
cylinder  lock,  in  which  valuables  are  kept.  The  chairs — a 
straight  back  and  a  rocker  are  made  of  Austrian  bent  wood.     A 
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cupboard  alone;  the  wall  about  thirty-two  inches  wide  and  nine- 
teen inches  deep  contain  the  nurse's  text-books.  A  door  at  the 
bottom  of  the  cupboard  opens  out  horizontally,  forming  a  desk. 
In  the  closet  of  the  room  were  noticed  a  towel  rack  and  a  shoe 
bag.  On  the  outside  of  the  door  of  the  room  in  which  nurses 
were  sleeping  was  a  printed  sign,  "  Night  Xurse."  A  pay 
telej)hone  is  located  at  the  end  of  the  corridor. 

A  tastily  furnished  bedroom  with  a  bathroom  attached  is 
reserved  for  guests. 

The  hall  floors  are  of  terrazzo  with  a  terrazzo  wainscoting. 
The  thresholds  are  of  Tennessee  marble  and  the  runways  are  of 
battleship  linoleum.  The  room  floors  are  of  cement  covered 
with  linoleum.     The  doors  are  of  birch-stain  finish. 

A  large  mirror  is  placed  opposite  the  elevator  landings  in 
order  that  the  nurses  may  observe  whether  their  hair  or  dresses 
are  awry. 

Toilets  and  baths  are  supplied  to  the  nurses  in  a  ratio  of  one 
to  five.    The  w.c.'s  are  separate  from  the  baths. 

One  article  of  equipment  noted  was  a  dust  bag,  similar  to  a 
soiled  linen  bag.  The  bag  is  of  dark  stufi^,  is  mounted  on  a 
wheeled  holder  and  is  trundled  about  by  the  maid  from  place  to 
place  as  she  does  the  sweeping. 

The  superintendent  of  nurses  has  an  attractive  suite  of 
rooms,  and  on  each  floor  supervisory  nurses  have  a  sitting-room 
which  may  be  used  by  two  or  more  of  them.  At  each  end  of  the 
building  on  the  ground  floor  is  a  gong  which  is  used  to  wake  the 
nurses  in  the  morning. 

The  home  is  jirovided  with  a  roof  garden.  The  intention  is 
to  have  it  covered  with  canvas  eventually. 

A  practical  desk  lamp  was  shown  us  in  the  Home.  It  was 
shaded  and  provided  with  a  screw  joint  for  adjustment  of  the 
light  and  the  shade.  The  lamp  was  covered  with  aluminum 
paint. 

The  ilassachusctts  General  Hospital  is  one  of  the  pioneers 
in  occupations  for  the  handicapped.  ^Ye  visited  the  workroom, 
where  some  two  or  three  ex-patients  were  at  work  making 
cement  flower  bowls  and  garden  seats.  This  department  is 
directly  under  the  supervision  of  the  chief  administrative  offices. 
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A  worker  is  in  charge  who  was  trained  under  Dr.  Herbert  Hall 
at  Marblehead. 

THE    OUT-PATIENT    DEPARTMENT, 

In  the  Out-Patient  Department  the  differentiating  medical 
officer  has  a  refusal  hook  in  which  he  writes  the  reason  why  he 
refuses  admittance  to  any  particular  case. 

They  will  not  dispense  medicines  on  prescriptions  over  one 
month  old.  All  patients  who  are  late  in  arriving  at  the  dispen- 
sary have  the  time  of  their  arrival  put  down  on  their  slip  by  the 
janitor,  which  information  can  be  noted  by  the  admitting  doctor 
when  the  patient  comes  to  his  desk. 

All  patients  over  sixteen  years  of  age  pay  twenty-five  cents 
for  their  cards;  patients  under  the  age  of  sixteen  years  pay  ten 
cents  for  their  cards.  The  cards  are  made  of  pasteboard  four 
inches  by  two  inches. 

Patients  losing  their  cards  may  secure  now  ones  from  the 
admitting  doctor  for  the  sum  of  ten  cents. 

The  room  in  which  the  out-patient  histories  are  kept  is  about 
twenty-eight  feet  in  length  and  about  eighteen  feet  in  width. 

Patients  and  students  may  purchase  a  glass  of  milk  and  two 
biscuits  for  five  cents. 

Women  pathologists  do  the  routine  examination  of  urine  in 
the  out-patient  department.  A  recovery  room  is  provided  in  the 
surgical  division  of  this  department. 

Patients  do  not  carry  their  own  history  cards  from  the  office 
to  the  examining  docttfr.  They  are  sent  upstairs  by  the  means 
of  a  lift. 

The  writer  is  indebted  to  Dr.  Howland,  the  earnest  assistant 
administrator,  for  most  of  the  above  information,  imparted  in  a 
pleasant  two-hour  ramble  through  a  portion  of  this  historic 
institution. 
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THE    BUILDING    OF    THE    HOSPITAL: 
ORGANIZATION   AND   METHODS 


By  Oliver  H.  Eaktixi;, 

Superintendent,   The  Xew   York   Society   for   the  Relief  of   the 
Ruptured   and   Crippled. 


(Continued  from  October  issue.) 

Plans  of  the  proposed  hos]iital,  from  the  earliest  stage  of 
sketches  to  final  construction  plans,  should  at  all  times  be  kept 
on  file  at  the  ofiice  of  the  Superintendent,  where  all  members  of 
the  hospital  staff  may  consult  them.  It  should  be  made  known 
that  they  were  there  for  this  purpose  and  that  suggestions  relat- 
ing thereto  on  the  part  of  the  staff  should  be  made  to  the  Sur- 
geon-in-Chief,  President  of  the  Medical  Board,  or  Superin- 
tendent, i.e.,  to  the  head  of  the  department  in  which  originated 
the  suggestion. 

'No  more  important  duties  fall  within  the  province  of  the 
Building  Committee  than  the  selection  of  the  architect,  con- 
sulting engineer  and  builder.  The  committee  should  make  the 
most  careful  studies  and  investigations  and  select  those  best 
qualified  by  experience  to  carry  out  the  work.  This  selection 
should  be  made  without  the  influence  of  friendship,  mere 
acquaintance,  or  prejudice,  such  as  all  too  often  prove  to  be 
the  determining  factors. 

Frecpiently  the  selection  of  the  architect  and  consulting 
engineer  is  determined  upon  the  basis  of  the  fee  charged,  select- 
ing those  who  ask  a  fee  less  than  the  usual  rate  or  that  charged 
by  the  best  architects  and  engineers.  Could  anything  be  more 
absurd  ?  As  reasonably  might  we  select  our  doctor  or  lawyer 
npon  the  same  basis.  It  is  recognized  that  there  is  ample  justi- 
fication for  the  demand  of  a  higher  fee  by  one  doctor  than  an- 
other or  by  one  lawyer  than  another.  Ability  is  just  as  variable 
and  just  as  desirable,  nay  essential,  in  the  architect  and  en- 
gineer as  in  the  doctor  and  lawyer. 

The  architect  should  be  selected  because  of  his  ability,  char- 
acter, experience  and  organization,  his  willingness  to  co-operate 
with  the  Building  and  Advisory  Committees,  his  demonstrated 
capacity  for  planning  the  building  conveniently,  efficiently  and 
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eeoiiomieally.  Tho  ai-chiteet  who  is  extravagant  in  his  ideas 
and  in  his  selection  of  materials  shotild  be  avoided  as  should 
the  architect  who  is  lacking  in  experience  or  organization,  be- 
cause he  will  probably  involve  the  hospital  in  unex])ected 
expense  before  the  building  is  built  and  equipped. 

The  committee  should  investigate  the  previous  work  of  the 
architect  considered  and  study  its  character,  completeness  and 
relative  cost. 

The  selection  of  an  architect  for  a  hospital  by  means  of  an 
architectural  competition  is  the  least  desirable  method  that  can 
be  suggested.  In  such  a  case,  however,  the  competition  should 
be  conducted  according  to  the  rules  of  the  American  Institute 
of  Architects  and  should  be  eoniined  to  architects  of  sufficient 
experience  in  hos])ital  construction. 

In  general,  the  remarks  made  concerning  the  selection  and 
employment  of  the  architect  apply  with  equal  force  to  the  mat- 
ter of  the  selection  of  the  consulting  engineer.  To  many,  how- 
ever, the  necessity  of  the  employment  of  a  consulting  engineer 
is  less  appreciated,  but  it  is  none  the  less  real.  The  architect 
deals  with  the  plan  and  scope  of  the  building  and  with  all  of 
its  esthetic  requirements,  while  the  engineer  deals  with  the 
mechanical  or  engineering  equipment.  The  first  jirovides  the 
building  and  the  second  that  which  makes  it  habitable,  work- 
able, convenient  and  useful.  The  one  is  an  architectural  prob- 
lem and  the  other  is  an  engineering  i)roblcm.  And  the  two 
lines  of  work  involve  essentially  diflfei-ent  temperaments,  edu- 
cation, training  and  experience,  ^o  one  man  can  accomplish 
both  successfully.  Very  few  architects,  probably  not  more  than 
a  dozen  in  the  country,  employ  mechanical  or  sanitary  engineers 
in  their  offices. 

The  consulting  engineer  should  be  well  informed  and  thor- 
oughly experienced  in  hospital  work  and  have  an  organization 
capable  of  successfully  carrying  on  the  work. 

Just  a  word  regarding  the  relations  and  fees  of  the  archi- 
tect and  engineer.  The  schedule  of  charges  of  the  American 
Institute  of  Architects  provides  for  a  payment  to  the  architect 
of  six  per  cent,  on  the  cost,  of  the  entire  work  and  an  additional 
payment  to  cover  the  cost  of  the  consulting  engineer's  fees, 
where  required,  but  it  does  not  state  the  amount  of  extra  pay- 
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ment  or  whore  required.  The  ii.snal  engineer's  fee  is  the  same 
as  the  architect's,  hnt  it  is  based  upon  the  cost  of  the  mechanical 
0(111  i|)ment  only. 

The  cpiestion  will  arise  whether  the  Architect  is  to  be  paid 
his  fee  on  the  entire  cost  of  the  bnildinc,  including  the  equip- 
ment upon  which  the  engineer  is  paid  his  fee.  The  architect 
must  so  arrange  his  plans  as  to  provide  spaces  as  required  by 
the  engineer  for  coal,  boilers,  auxiliary  apparatus,  ventilating 
and  heating  a]iparatus,  ducts,  jilumbing  fixtures  and  ]iiping, 
electric  plant  and  c:|ui])meiit,  refrigeration  apparatus,  elevators, 
vacuum  cleaning  jilant,  laundry  and  kitchen  equipment,  etc. 
It  is  also  |)rincipally  the  duty  of  the  architect  to  see  that  the 
building  and  its  e(iui])ment  properly  come  together  during  con- 
struction and  upon  the  completion  of  the  building.  To  a  large 
extent  also  the  architect  acts  as  executive  in  administering  the 
work  in  such  matters  as  renderino;  certificates  of  payments  to 
all  contractors,  kceidng  the  re;'ords  of  all  contracts,  and  in  simi- 
lar details.  All  of  this  involves  much  time  and  expense  to  the 
architect.  At  the  same  time  the  architect  is  not  called  upon  for 
this  professional. knowledge  and  experience  and  he  is  relieved 
of  the  expense  of  making  the  plans  and  specifications  for  the 
mechanical  equipment  and  the  supervision  of  its  installation. 
A  recognition  of  these  facts  has  led  to  the  frequent  and  success- 
ful adoption  of  a  i^lan  whereby  the  architect  is  paid  six  per 
cent,  on  the  cost  of  the  building  without  equipment  and  thi'ee 
per  cent,  extra  on  the  cost  of  the  mechanical  equipment,  while 
the  engineer  is  paid  six  per  cent,  upon  the  cost  of  the  mechanical 
equi])nient  only.  While  this  involves  the  payment  of  an  extra 
three  per  cent,  on  the  cost  of  the  mechanical  equipment,  it 
involves  Init  a  very  small  ]iercentage  of  the  total  cost  of  the 
hospital,  usually  about  one-half  of  one  per  cent.,  and  the  great 
advantages  obtained  by  the  employment  of  the  consulting  en- 
gineer certainly  warrant  this  expenditure.  In  the  first  cost 
of  installation,  quality  considered,  and  in  the  reduced  annual 
cost  of  maintenance  and  operation  this  small  extra  expenditure 
will  be  saved  over  and  over. 

To  the  engineer  should  be  entrusted  the  design  and  super- 
vision of  the  entire  mechanical  equipment,  including  the  power 
plant,  heating  and  ventilating-  ]ilant,  lighting  and  other  elec- 
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trical  equipmciit.  plumbing',  elevators,  refrigeration,  vacnuin 
cleaning,  incinerators,  and  lanndry  and  kitchen  equipment. 
These  are  all  parts  of  the  mochauical  equipment. 

The  plan  of  utilizing  manufacturers'  or  contractors'  plans 
and  specifications  for  heating  aiid  ventilating,  plumbing,  light- 
ing fixtures,  elevators,  laundry  and  kitchen  equi]nnent,  as  is 
fretjuently  done  by  hospitals  and  architects,  cannot  be  too 
strongly  condemned.  Many  hospitals  have,  because  of  so  doing, 
]iaid  vastly  too  much  for  these  equipments,  and  they  have  had 
foisted  upon  them  apjiaratus  which  signally  failed  to  meet  the 
needs  of  the  hospital  and  other  apparatus  for  which  no  possible 
use  could  be  found.  These  are  engineering  problems  and  should 
be  left  to  the  consulting  engineer,  and  they  should  be  entirely 
free  from  the  jirojudicial  infiuence  of  contractors  or  manufac- 
turers, who  manifestly  have  selfish  or  personal  ends  to  serve. 

The  selection  of  the  builder  is  a  most  important  matter.  A 
poor  builder  means  a  poor  hospital,  and  the  best  of  committees 
or  architects  cannot  alter  this  fact.  Delays,  annoyances  and 
poor  work  will  prevail  throughout.  Experience  in  hospital  con- 
struction on  the  part  of  the  builder  is  desirable. 

The  selection  of  the  builder  by  means  of  competitive  bidding 
is  not  the  only  possible  method,  nor  is  it  the  best.  In  such  a 
case  the  service  of  a  builder  is  not  available  in  the  early  stages 
when  such  services  will  prove  very  valuable.  The  "  cost  plus 
percentage  "  method  of  employing  the  builder  has  many  advan- 
tages which  should  be  thoroughly  investigated  by  the  Building 
Committee.  Under  this  plan  the  builder,  who  should  be  selected 
at  the  outset,  guarantees  that  the  cost  of  the  hospital  of  a  certain 
size  shall  not  exceed  a  certain  sum,  and  he  is  paid  a  certain 
percentage,  usually  five  to  seven  per  cent.,  upon  the  actual  cost. 
This  plan  eliminates  vexatious  problems,  such  as  extras,  and 
makes  the  builder,  from  the  first,  a  confidential  associate  of  the 
committee  rather  than  an  antagonist  or  mere  hireling. 

Allied  with  the  problem  of  the  selection  of  the  builder  is 
the  problem  of  selecting  sub-contractors  and  equipment  con- 
tractors. It  is  believed  that  such  work  as  the  heating  and  ven- 
tilating, plumbing  and  electrical  work  can  best  be  let  as  separate 
contracts.  This  subject  of  contracts,  however,  is  too  large  to 
be  treated  in  this  paper. 
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AVith  an  orgaiiizatiou  such  as  is  above  outlined  cordially 
working  in  harmony  the  success  of  the  venture  is  assured  and 
the  ways  are  prepared  for  real  progress. 

Immediately  upon  the  formation  of  the  joint  committee  a 
careful  and  expansive  survey  should  be  undertaken  of  the  field 
and  work  of  the  new  hosjjital  and  of  the  e.xact  nature  of  the 
service  to  be  demanded  of  the  building  and  of  its  needs  in  detail. 
This  should  include  a  study  of  the  class  or  classes  of  patients 
to  be  served,  the  probable  number  of  private  rooms  or  ward 
patients  for  which  provision  must  be  made,  and  of  the  require- 
ments of  the  surgical,  administrative,  mechanical  and  other 
departments.     Every  need  should  be  considered. 

In  the  meantime  visitations  to  other  hospitals  of  a  similar 
nature  should  be  made  extensively,  and  the  needs,  method,  con- 
struction and  equipment  of  the  most  modem  hospital  work  and 
construction  should  be  studied  intensively  so  as  to  obtain  the 
most  practical  and  ideal  results.  In  these  visits  and  studies 
all  members  of  the  Building  and  Advisory  ('ommittees  should 
take  part.  Co-operation  in  this  work  will  surely  bring  wonder- 
ful results. 

In  these  visits  materials,  equipment  and  methods  should  be 
the  chief  points  of  study.  With  these  investigations  as  a  basis 
the  committee  will  be  in  a  splendid  position  to  consider  methods, 
and  especially  materials,  for  the  new  building.  Concerning  the 
latter  emphasis  should  be  laid  upon  the  fact  that  the  use  of 
cheap  materials  involves  always  high  maintenance  costs  and 
often  irremediable  dissatisfaction.  Extreme  care  should  be 
exercised  that  only  those  materials  shall  be  used  which  will 
exactly  fulfill  all  requirements  and  prove  durable.  This  should 
apply  to  every  detail  of  the  building  and  its  equipment.  Better 
sacrifice  in  amount  than  in  quality. 

At  the  beginning  of  the  work  of  the  committee  a  programme 
or  plan  of  steps  in  the  work  should  be  outlined.  First  in  this 
plan  would  be  the  study  or  survey  of  the  work  and  needs  of  a 
hospital,  followed  by  the  visits  to  other  hospitals,  the  selection 
of  a  site  (unless  same  be  already  available),  the  lay-out  of  the 
plot,  including  the  arrangement  of  the  building  or  buildings, 
the  orientation  of  the  building,  study  of  water  supply,  sewage 
disposal,  gas  and  electric  service  and  telephone  service,  founda- 
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tiou  problems,  structural,  exterior  aud  interior  materials,  and 
so  ou  into  the  many  details  involved. 

A  tliorongli  study  of  all  of  these  problems  lavs  the  best 
possible  ground  work  for  the  preparation  of  the  plans.  The 
architect  should  then  be  called  upon  to  prepare  tentative 
sketches  of  the  building,  embracing  the  features  determined 
upon  by  the  Building  Committee  after  conference  with  the 
Advisory  Committee.  These  sketches  should  be  presented  to 
the  joint  committee  as  a  basis  for  discussion.  Multiple  copies 
should  be  available,  so  that  each  member  of  the  committee  may 
have  a  separate  copy.  The  Surgeon-in-Chief,  the  President  of 
the  Medical  Board,  and  the  Superintendent  should  take  their 
copies  of  the  sketches  to  their  associates  in  the  work  of  the  hos- 
pital and  confer  with  them.  Thus  many  helpful  suggestions 
may  be  secured.  Such  suggestions  should,  however,  be  consid- 
ered with  the  Superintendent  before  being  presented  to  the 
committee. 

After  a  reasonable  time  the  committee  should  again  meet 
and  a  general  discussion  should  be  had.  Such  modifications  in 
the  sketches  as  may  be  agreed  upon  by  the  joint  conmiittee  and 
approved  by  the  Building  Committee  should  be  made  by  the 
architect.  Revised  sketches  should  then  be  submitted  to  the 
joint  committee.  In  this  work  the  consulting  engineer  should 
co-operate  with  the  architect.  When  the  plans  have  been  put 
into  the  foi-m  best  meeting  the  views  of  the  joint  committee  and 
are  approved  by  the  Building  Committee,  the  latter  should 
authorize  the  architect  and  engineer  to  prepare  working  draw- 
ings for  the  construction  of  th6  hospital  in  accordance  with  the 
approved  sketches.  During  the  progress  of  this  work  many 
problems  will  arise  which  should  be  brought  to  the  attention 
of  the  joint  committee.  Minor  modifications  of  the  plans  may 
be  deemed  advisable  from  time  to  time,  biit  if  the  preliminary 
work  has  been  well  done  these  changes  will  be  slight. 

When  the  architect's  and"" engineer's  working  drawings  are 
presented  to  the  committee  they  should  be  carefully  scrutinized 
to  see  that  the  previously  agreed  upon  details  have  been 
embodied  and  have  made  a  successful  arrangement.  If  so  these 
plans  should  be  accepted  and  adopted,  and  after  this  date  only 
the  most  urgent  reason  should  lead  to  a  departure  from  these 
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plans.  The  architect  and  engineer  will  then  prepare  specifica- 
tions, and  all  is  ready  for  actual  construction  to  begin. 

In  the  above  little  has  been  said  concerning  matters  finan- 
cial. It  has  been  assumed  that  funds  are  available.  If  not,  a 
separate  problem  is  placed  before  the  Building  Committee. 
The  subject  is  one  for  special  treatment. 

If  funds  are  available  it  is  perfectly  possible  to  determine 
just  how  large  a  building  may  be  built  with  the  funds  available. 
If  funds  must  be  raised  the  size  of  the  building  should  be  deter- 
mined from  which  the  cost  may  be  obtained. 

The  cost  of  hospital  buildings  per  cubic  foot  of  space  should 
be  the  governing  factor  in  determining  the  size  and  character 
of  the  building  to  be  built. 

By  a  i)ro])er  selection  of  the  particular  hospitals  which  in 
character  and  materials  used  nearest  correspond  with  the  ])ro- 
posed  hospital  and  the  use  of  careful  judgment,  a  correct  unit 
cost  may  be  determined  and  thus  the  size  of  the  building  which 
can  be  built  for  the  funds  at  hand,  or  the  cost  of  a  building 
of  a  certain  size,  may  be  determined.  This  data  should  be 
checked  with  the  builder's  estimates. 

If  a  plan  such  as  has  been  outlined  above  were  applied  to 
state,  municipal  and  other  public  buildings  it  would  not  so  often 
become  necessary  to  rearrange  or  reconstruct  new  buildings  in 
order  that  they  may  efliciently  serve  the  purpose  intended. 
Many  hospital  buildings  when  completed-  are  not  adapted  for 
the  purposes  for  which  they  were  designed.  In  many  cases  the 
money  is  not  available  for  alterations,  and  it  becomes  necessary 
to  carry  on  the  work  under  disadvantages  to  the  patients,  medi- 
cal staff  and  others  interested  in  the  work.  Large  sums  are 
annually  expended  in  alterations  in  new  buildings,  and  much 
of  this  money  could  be  saved  by  careful  study  and  planning. 

The  committee  should  endeavor  to  build  the  best  possible 
building  within  their  means  and  to  obtain  the  best  materials  and 
e<piii)ment  at  a  minimum  of  cost.  A  very  grave  mistake  is 
made  by  many  boards  in  attempting  to  build  a  million  dollar 
building  for  seven  hundred  and  fifty  thousand  dollars,  or  at 
that  ratio.  A  one  hundred  per  cent,  perfect  building  cannot 
be  built  for  a  seventy-five  per  cent,  appropriation.  An  attempt 
to  do  either  thing  but  involves  difficulty  for  the  committee, 
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architect,  engineer  and  builder,  as  well  as  for  the  hospital 
staff,  who,  with  the  patients,  suffer  the  most  in  the  end.  Rather 
than  make  the  serious  mistake  of  atteniiitinji'  either  of  the 
above  schemes  it  is  urged  that  a  building  be  undertaken  which 
can  be  built  within  the  available  funds,  using  the  best  of 
materials  and  eciuipraent,  and  that  it  be  so  done  that  it  can  be 
later  added  to  as  funds  become  available. 

The  increased  interest  of  recent  years  manifested  in  this 
work  by  members  of  the  Hospital  Alliance,  hospital  trustees, 
by  many  architects,  engineers,  builders  and  hospital  journals, 
has  been  a  great  factor  in  the  advancement  of  hospital  construc- 
tion and  ecjuipmeut. 


Society  Proceedings 


AMERICAN  HOSPITAL  ASSOCIATION 


(Continued  from  October  issue.) 

Miss  Pickard,  of  Pasadena:  I  want  to  say  that  the  sccdud 
paper  is  not  really  typical  of  the  conditions,  as  I  believe,  of 
all  hospitals  in  California.  I  want  to  state,  too,  that  the  liotirs 
of  teaching,  as  one  speaker  has  referred  to,  are  not  included 
in  the  hours  on  duty.  K^urses  can  be  tak(»u  to  the  bedside  any 
time  after  the  seven  hours  are  up  and  taught ;  in  fact,  that  is 
encouraged.  We  teach  very  much  more  than  we  ever  liave 
before,  and  the  health  of  the  nurses,  T  believe,  has  never  been 
better  than  it  is  at  the  present  time  in  most  of  the  schools  T  have 
been  able  to  see.  I  am  not  in  sympathy  with  the  eight-hour  law, 
with  the  forty-eight  hours  a  week,  but  I  am  greatly  in  sympathy 
with  the  better  conditions  that  have  come  to  light  since  this  law 
has  gone  into  effect. 

Mrs.  Mitchell,  of  Los  Angeles:  T  would  like,  ]\Ir.  Chair- 
man, to  say  a  word.  I  want  to  say  that  while  the  forty-eight 
hour  law  came  tipon  us  as  a  thunderbolt — no  one  thought  it 
would  ever  pass — and  while  we  have  struggled  under  it,  it  is 
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working  out  for  the  better.  I  do  not  think  it  hiis  the  best 
inflnenee  always  npou  the  pupil  nurse.  I  think  that  it  has 
been  just  as  hard  for  the  pupil-nurse  to  adjust  herself  to  the 
forty-eight  hour  law  as  it  has  for  the  people  who  are  in  charge 
of  her.  They  have  been  at  a  loss  to  tell  where  they  were.  It 
has  given  a  little  more  of  an  unfinished  condition  in  their  work 
which,  no  doubt,  we  will  be  able  to  overcome  later;  I  hope  so, 
but  I  feel  that  while  the  forty-eight  hour  law  is  very  hard  upon 
us,  and  it  is  an  example  for  the  rest  of  you  to  fight  against  and 
get  your  eight-hour  schedule  well  under  way,  I  do  think  that 
it  has  bettered  things  and  that  our  training  schools  as  a  class 
are  in  better  condition  than  they  were  when  we  started. 

iliss  Mary  M.  Goodrich,  of  Xew  York :  I  am  rather  at  a 
disadvantage  because  I  only  heard  the  last  few  lines  of  the 
paper  on  the  eight-hour  law.  I  feel  very  strongly  in  the  matter. 
It  seems  to  me,  if  I  may  put  it  briefly,  that  there  was  never 
a  heavier  indictment  brought  against  our  schools  for  nurses  than 
that  it  was  possible  to  include  the  pupil  nurses  in  the  eight-hour 
labor  law.  Had  our  schools  been  schools  of  nurses,  this  could 
not  have  hapjiened.  I  cannot  recall  that  in  any  case  the  pupils 
in  any  schools  have  been  so  worked  that  by  any  possible  inter- 
pretation of  the  labor  law  they  could  come  under  it.  So  it 
seems  to  me  that  while  We  regret  that  they  had  to  be  included 
in  the  labor  law,  we  cannot  regret  that  a  system  which  required 
the  pupil-nurse  to  give  such  hours  to  actual  physical  labor,  to 
hard  work,  should  be  interfered  with  in  some  way,  and  we  feel 
that  while  the. eight-hour  law,  coming  as  it  has,  must  have 
worked  a  great  hardship  and  must  have  made  a  very  diffieult 
proposition  out  here  in  California,  it  devolves  upon  the  hos])i- 
tals  and  training  schools  all  over  the  United  States  to  try  to 
readjust  their  school  system  and  prevent  their  nurses  being 
classed  in  that  way. 

]^ow  I  cannot  leave  that  last  statement  without  just  one 
other  word,  that  I  feel  it  is  no  humiliation  to  be  placed  under 
labor,  inasmuch  as  I  feel  that  every  nurse — and  I  do  not  want 
this  to  sound  sentimental,  it  is  simply  the  way  that  T  think  we 
should  look  at  it — so  great  a  respect  have  I  for  the  honest 
laborer  that  I  feel  the  nurse  who  honestly  gives  of  her  service 
as  a  servant  of  the  state  is  a  laborer  in  the  very  highest  sense 
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of  the  word.  I  do  not  know  that  I  believe  in  the  trades  union, 
but  if  "  trades  unions  "  mean  that  such  hours  are  arranged  for 
the  workers  that  they  can  broaden  their  minds  and  bring  to 
their  chisses  a  fresher  spirit,  a  greater  enthusiasm,  it  is  trades 
unions  that  we  want.  If  it  means  that  we  are  simply  commer- 
cially controlled,  that  we  desire  only  to  have  the  shortest  pos- 
sible hours  of  labor  with  the  greatest  possible  returns,  then  I 
do  not  believe  in  trades  unions. 

It  does  seem  to  me  that  if  one  considers  what  the  man  gives 
who  is  preparing  for  the  medical  profession,  as  compared  with 
what  the  nurse  gets,  we  must  consider  that  while  it  is  true  ihat 
he  pays  for  his  professional  education  and  that  he  gives  four 
or  five  years,  it  is  also  true,  as  this  very  law  in  California  has 
proved,  that  the  nurse  has  been  an  actual  economic  asset  to  such 
an  extent  in  the  institution  that  it  has  been  said  that  a  number 
of  hospitals  in  California  would  have  to  close;  because,  while 
the  nurse  may  be  receiving  a  small  amount,  sufficient  to  cover 
her  uniform,  and  may  be  receiving  her  maintenance,  is  it  not 
true  that  she  is  in  actual  service,  giving  more  than  she  receives, 
otherwise  it  would  not  place  these  hospitals  in  such  jeopardy? 
I  believe  that  the  time  may  come  when  nurses  may  pay  for  their 
education,  when  jicrhaps  it  is  in'ojier  and  right  that  they  should 
pay  for  the  theory  which  is  part  of  thtfir  education  and  of  which 
the  hospital  should  be  relieved ;  we  are  all  struggling  for  such 
schools  of  nurses,  but  we  also  realize  that  it  cannot  come  without 
an  endowment.  Medical  schools  arc  endowed ;  I  do  not  think 
I  have  heard  of  a  successful  one  without  an  endowment. 
Whether  the  state  will  see  its  way  clear  to  this,  we  do  not  know; 
I  think  it  should  justly,  feeling  that  the  nurse  is  very  definitely 
a  servant  of  the  state,  a  person  whose  services  are  very  much 
required  in  building  up  the  health  of  the  state,  which  is  its 
greatest  asset.  If  the  state  realizes  and  appreciates  what  the 
value  of  the  well-trained  nurse  is  to  it,  it  will,  then,  I  think, 
assume  some  of  the  responsibility  of  the  training  of  these 
women  and  see  to  it  that  a  sound  theoretical  preparation,  as 
well  as  the  practical  preparation,  which  has  been  our  greatest 
asset,  be  furnished.  We  all  realize  that  without  our  bedside 
instruction  a  nurse  would  be  but  a  poor  and  failing  person,  but 
we  also  realize  that  she  must  have  the  theory  to  make  that  pos- 
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sible  intelligently.  It  is  simply  in  keeping  with  the  entire  voca- 
tional problem  of  the  day.  Everyone  will  agree  that  a  person 
to  be  a  success  in  any  vocation  must  have  a  very  highly  intensi- 
fied preparation  in  the  particular  subject  in  which  he  is  going 
to  work,  and  must  also  have  a  broad,  general  knowledge  to  make 
that  training  of  the  greatest  value  to  the  community. 

Miss  Charlotte  Aikens,  Editor  of  the  Trained  Nurse,  was 
called  upon  to  report  for  the  committee  appointed  to  consider 
the  grading  and  classification  of  nurses.  She  said  the  commit- 
tee had  asked  the  National  League  for  Education  of  Nurses  to 
give  its  opinion  on  the  tentative  report  presented  last  year. 
The  president  of  that  organization  had  promised  to  bring  the 
matter  to  the  League's  attention.  Miss  Aikens  had  not  been 
able  to  get  in  touch  with  the  proper  authorities  of  the  American 
Medical  Association,  but  hoped  to  at  the  present  meeting  of  that 
body  in  San  Francisco,    iliss  Aikens,  in  conchiding,  said: 

"  I  think  that  we  often  forget  that  this  Association  must 
represent  not  alone  the  large  general  hospital,  but  must  also 
represent  the  special  hospital ;  it  includes  in  its  membership  the 
struggling  hospitals  which  may  be  out  on  the  outposts,  as  well 
as  the  large  hospitals  in  the  medical  centres.  And  any  com- 
mittee which  undertakes  this  question  must  have  a  broad  view 
of  the  whole  field,  and  of  the  conditions  which  prevail  not  only 
in  the  United  States,  but  in  Canada.  We  have  endeavored,  I 
think,  to  do  two  things.  I  think  we  have  had  one  clear-cut 
objective  point  before  us  in  all  this  work,  and  there  is  one  thing 
that  we  would  like  particularly  to  see  as  the  result  of  this  work. 
That  is  that  in  all  classes  of  institutions,  whether  they  are  large 
or  small,  the  nursing  should  be  under  the  direction  of  duly 
qualified  nurses.  We  even  look  further  than  that.  We  hope 
to  some  time  see  the  nursing  in  the  field  outside,  which  is  now 
in  such  a  chaotic  condition,  done  under  the  direction  of  the 
graduate  nurse.  We  hope  for  those  two  things ;  we  are  working 
for  them.  We  are  trying  to  raise  the  standards  of  the  care  of 
the  sick  in  all  classes  of  institutions  from  the  bottom  up,  as  well 
as  out  in  the  field.  This  Association  represents  a  tremendous 
money  expenditure ;  it  has  been  entrusted  with  tremendous 
responsibilities,  and  the  public  has  a  right  to  look  to  it  to  pro- 
vide the  kind  of  nurses  needed  to  care  for  all  classes  of  the  sick, 
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at  least,  to  help  to  provide.  And  we  verv  much  hope  that  as 
an  outcome  of  this  conference  which  is  to  be  held  we  shall  gain 
a  clearer  idea  of  just  the  kind  of  nurses  the  physician  wants. 
Doctor  Shutt,  I  think,  has  mildly  suggested  that  we  are  not 
turning  out  the  kind  of  nurses  the  physician  wants.  I  am  sure 
it  is  our  wish  to  do  so.  We  are  working  to  improve  the  care 
of  the  sick  in  all  classes  of  institutions,  whether  they  are  small 
or  great,  whether  special  or  general,  and  that  is  the  object  we 
liave  in  view  in  asking  for  this  conference.  We  expect  to  con- 
tinue our  efforts  towards  this  conference  and  hope  to  present  a 
fuller  report  next  year." 

^fiss  O.  A.  Aikens,  Editor  of  the  Trained  Nurse,  ])resented 
the  interim  report  of  the  committee  on  the  grading  and  classi- 
fication of  nurses.  Copies  of  the  rejwrt  were  distributed  ;  it  will 
come  up  for  discussion  at  the  Philadelphia  meeting  next  year. 

The    following    resolutions    by    Dr.    Hornsby    were    then 
adoi>ted.      (Included  are  the  mover's  comments.) 
'     1.  That  the  President  bo  and  hpreby  is  requested  to  appoint 
a  local   committee   on   arrangements   for  the  meeting   of   the 
Annual  Convention ;  and, 

Further  Resolved,  That  the  next  President  be  requested  to 
appoint  a  committee  on  transportation  arrangements  for  the 
next  Convention  and  that  the  duties  of  such  committee  shall 
include  arrangements  for  any  special  trains,  excursions,  etc., 
and  that  the  work  of  said  committee  shall  be  under  the  direction 
of  the  President  and  Executive  Committee. 

We  have  had  a  good  deal  of  trouble  during  the  last  two  or 
three  years,  this  year  included,  getting  our  Convention  ar- 
rangements made,  and  it  seems  to  me  that  a  res])onsiblc  com- 
mittee should  be  charged  with  that  duty. 

2.  Resolved,  That  the  next  President  and  Executive  Com- 
mittee shall  have  the  jjower  of  this  Convention  delegated  to 
them  to  change  the  time  and  ])lace  of  the  next  annual  meeting, 
if  at  any  time  during  the  year  it  shall  appear  to  them  that 
arrangements  in  the  city  chosen  by  this  Convention  as  the  next 
meeting  i)lace  are  not  satisfactory  or  that  the  time  chosen  is  not 
propitious  for  the  meeting. 

We  might  have  had  our  Convention  chosen  at  a  town  where, 
like  San  Francisco  many  years  ago,  some  event  might  occur 
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which  would  absolutely  prevent  its  being  held;  it  might  come 
at  a  time  when  the  meeting  would  be  out  of  the  question  because 
of  the  manv  attractions  there.  It  seems  to  me  that  the  Execu- 
tive Committee  should  have  some  time  to  decide  during  the 
year  on  some  things  that  might  come  up.  It  might  become 
known  to  us  that  the  city  chosen  could  not  or  did  not  wish  to 
take  care  of  the  Association.  I  think  that  power  ought  to  be 
left  in  the  hands  of  the  Association  to  provide  against  any 
untoward  accidents. 

3.  Resolved,  That  it  is  the  desire  of  this  Convention  that 
there  be  created  for  the  next  annual  Convention  an  adequate 
and  comprehensive  commercial  exhibit;  that  the  next  Presi- 
dent is  hereby  requested  to  appoint  a  proper  committee  to  get 
np  such  exhibit ;  and  that  a  sum,  not  to  exceed  $500.00,  be  and 
is  hereby  apjjroj^riated  for  the  use  of  such  committee,  to  be 
expended  under  the  direction  of  the  President  and  the 
Executive  Committee. 

That  resolution  has  a  long  point  ahead  of  it.  We  ought  to 
have  a  lot  of  money.  We  ought  to  have  a  permanent  secretary, 
and  in  order  to  do  that  we  must  have  money.  I  propose  that 
we  shall  begin  by  creating  a  commercial  exhibit  that  shall  be 
most  instructive  and  a  most  attractive  feature  of  the  Convention 
and  that  out  of  that  commercial  exhibit  we  shall  make  enough 
money  to  do  some  of  the  things  that  this  Association  ought  to 
have  been  doing  a  long  time  ago. 

4.  Resolved,  That  the  next  President  and  Executive  Com- 
mittee be  informed  that  it  is  the  sense  of  this  Convention  that 
tlie  American  Hosi)ital  Association  should  have  a  ))aid  perma- 
nent Secretary;  and  that  the  next  President  and  Executive 
Committee  seek  ways  and  means  to  pi-ovide  for  such  Secretary. 

Xow,  these  resolutions  do  not  touch  the  Constitution  at  all, 
and  it  seems  to  me  that  we  can  pass  them  if  we  want  to  without 
a  lot  of  delay  and  that  we  can  do  some  things  during  the  year 
that  will  not  take  us  further  than  we  would  care  to  go.  I 
would  not  care  to  go  into  the  Constitution  with  some  of  these 
things,  but  we  can  pass  them  as  the  sense  of  this  meeting  and 
then  if  there  is  to-morrow  an  Executive  Board  created  by  the 
adoption  of  the  changes  in  the  Constitution  these  things  can  go 
to  that  Board,  but  I  would  like  the  Convention  to  pass  on  some 
of  these  things  that  seem  very,  very  material  to  our  welfare. 
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Dr.  John  W.  Draper,  of  New  York  City,  read  a  paper  pre- 
pared by  himself  and  his  assistant.  Dr.  George  D.  Stewart,  on 
"  A  New  Era  in  Teaching  and  in  Hospital  IManagement." 

The  University  of  the  City  of  Now  York  lias  recently  given 
the  privilege  to  the  department  of  surgery  to  grant  the  degrees 
of  Doctor  of  Philosophy  and  Master  of  Science.  Dr.  Stewart 
thinks  other  universities  will  grant  similar  honors  in  the  near 
future.  This  will  mean  that  there  will  be  a  gigher  grade  of 
students  to  work  in  the  wards,  because  a  part  of  the  advanced 
credit  work  will  be  done  in  the  wards. 

The  European  war,  which  authorities  anticipate  will  not 
soon  cease,  has  thrown  and  will  throw  the  burden  of  teaching 
medicine  upon  America. 

The  United  States  is  infested  with  two  types  of  men — the 
recent  graduate  who  imagines  he  knows  the  indications  for  and 
can  perform  any  operation;  and  the  amateur  physician-sur- 
geon, who,  as  ^iunroe  said,  "  Operates  for  the  excitement  of 
the  fee." 

To  remedy  this  condition  of  affairs  every  practitioner  should 
have  at  least  one  year  of  hospital  training.  With  the  rapid 
increase  of  hospitals  this  will  be  possible. 

Research  is  essential  to  the  development  of  surgeons  and 
of  the  cultivation  of  their  individuality.  The  surgeon  should 
have  received  a  thorough  and  broad  instruction ;  and  he  should 
have  had  a  privileged  hospital  residence  and  post-graduate 
study.  There  should  be  established  some  standard  of  attain- 
ment which  must  be  reached  by  men  to  gain  their  general 
recognition  by  the  profession. 

The  essayists  think  a  preliminary  eom]uilsory  academic 
year  following  high  school  course  jirior  to  a  four  years'  course, 
plus  the  compulsory  hospital  year,  makes  a  better  course  than 
to  compel  a  man  to  possess  an  academic  degree  before  entering 
medicine. 

There  is  a  danger  in  over-training,  with  consequent  loss  of 
initiative  and  efficiency.  Too  often  men  grow  stale.  Too  long 
a  period  as  an  assistant  spoils  many  a  man.  This  is  seen  in 
Europe.  Rare  is  tlie  American  surgeon  who  would  choose  to  be 
operated  on  in  Europe  in  preference  to  America.  The 
technique  is  poorer;  and  the  men  have  spent  too  long  in  the 
dead  house. 
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To-day  calls  for  corporate  medicine,  so  well  illustrated  in 
certain  Western  communities.  Team  work  in  medicine  is  the 
desideratum.  If  to-day  calls  for  corporate  medicine,  com- 
munal medicine  may  be  the  method  to-morrow. 

Laboratory  methods  in  teaching  surgery  to  undergraduates 
was  introduced  and  stabilized  by  the  far-sighted  Ilalstead.  We 
can  depend  on  the  laboratory  to  break  the  evil  and  antiquated 
conception  of  a  distinction  between  medicine  and  surgery,  and 
to  give  a  new  and  healthy  viewpoint. 

Formerly  universities  considered  surgery  as  a  technical 
art.  That  day  is  past.  Xow  this  subject  will  be  placed  on  the 
same  basis  as  physiology,  and  degrees  granted  in  science  and 
philosophy  for  the  study  of  surgical  problems. 

The  modern  department  of  surgery  should  have  three 
divisions:  Applied  or  therapeutic  surgery,  diagnostic  or  deduc- 
tive surgery  and  experimental  or  inductive  surgery.  Principles, 
rather  than  technique,  should  be  taught  in  the  laboratories. 

Hospital  services  should  be  mixed,  but  the  mixture  must  be 
constant,  not  alternating,  iledical  and  surgical  wards  should 
be  much  more  closely  identified.  The  so-called  medical  man 
will  visit  the  surgical  wards,  and  the  surgeon  the  medical 
wards.  If  one  considers  the  frequency  with  which  the  operat- 
ing doctor  visits  and  inspects  the  cavities  of  his  patients,  there 
to  see  the  living  pathology  rather  than  terminal  dead  house 
conditions,  he  rather  than  the  physician  might  justly  be  called 
the  "  internist." 

The  Operating  Room. 

Dr.  Herbert  O.  Collins,  Superintendent  of  the  City  Hos- 
pitals, AlinncapoHs,  read  a  paper  thus  entitled.  The  essayist 
defined  an  o])erating  room  to  be:  A  workshop,  in  which  every- 
thing is  designed  for  the  assistance  of  the  workers,  and  where 
there  is  nothing  that  may  be  considered  as  superfluous  or  un- 
necessary, or  ])lanned  for  show ;  a  scientific  laboratory  where 
many  questions  in  anatomy  and  pathology  or  in  surgical  tech- 
nique arise  and  are  solved ;  a  training  school  for  young  sur- 
geons and  nurses.  Floors  may  be  of  tile,  walls  of  hard  plaster, 
well  enamelled.  Plumbing  fixtures  and  furniture  should  be 
simple  in  construction,  durable  and  no  more  than  are  necessary. 
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Skylights  should  be  avoided.  The  personnel  should  consist  of 
the  operator,  his  assistant,  an  anesthetist,  a  sterile  nurse  and  an 
uusterile  nurse.  The  nurse  in  charge  of  the  o))erating  room 
should  be  res])ousible  for  the  prei)aration  of  the  patient  for 
operation;  and,  if  jjossiblc,  should  have  supervision  of  the  sub- 
sequent dressings.'  We  owe  it  to  our  internes  to  give  them  some 
active  work  in  the  operating  rooms.  With  a  few  weeks'  experi- 
ence the  average  hosi)ital  interne  will  be  perfectly  competent  to 
fill  the  position  of  first  assistant.  As  to  anesthetics,  except  for 
minor  operations,  the  interne  must  give  way  to  the  official 
anesthetist. 

Mr.  Howell  Wright,  Superintendent  of  Cleveland  City  Hos- 
pital, Cleveland,  read  a  paper  on  ''  Efficiency  and  Progress  in 
Hospitals."  The  essayist  took  issue  with  a  statement  of  Dr. 
Hurd  that  the  municipal  hospital  should  be  reorganized  when- 
ever it  is  necessary,  to  afford  proper  care  for  all  cases  of  clironic 
diseases  among  dependent  patients,  and  for  cases  which  come 
under  the  police  powers  of  the  city — cases  in  which  the  right  to 
restrain  them  in  quarantine  or  to  isolate  them  or  to  enforce 
hygienic  recpiirements  must  be  exercised. 

Mr.  Wright  believes  that  the  interests  of  humanity  demand 
a  far  greater  s])here  of  activity  for  the  modern  municipal  hos- 
pital. The  nuiuici])al  liosjjital  is  an  institution  of  organized 
society  provided  by  a  city  to  care  for  the  sick ;  a  medical  means 
to  a  social  end — the  public  welfare.  The  city  hospital  must 
give  a  community  scientific  care  for  its  sick,  educate  physicians, 
nurses  and  orderlies;  and,  above  all,  give  a  watchfulness  over 
public  health.  Considering  all  the  opportunities,  there  is  not 
nearly  enough  to  offer  in  the  way  of  efficiency  and  progress  in 
municipally-owned  and  operated  hospitals,  in  ])roportion  to 
wliat  believers  in  popular  government  have  a  right  to,  and  do 
actually,  expect  from  them. 

Boston  City  Hospital  and  the  St.  Paul  City  and  County 
Hospital  were  two  examples  of  long-continued  cfficienc}'.  The 
former  hospital  had  taken  a  questionable  step  when  the  Mayor 
of  that  city  had  appointed  as  Superintendent  an  untrained  hos- 
pital administrator.  Mr.  Henry  C.  Wright's  re]>ort  on  Pelle- 
vue  and  allied  hospitals  showed  indications  of  efficiency  and 
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progress.  The  City  Hospital,  St.  Louis,  has  become  affiliated 
with  Washington  L'niversity  and  with  St.  Louis  University ; 
the  house  staff  has  become  reorganized ;  a  three-year  course  has 
been  established  for  nurses;  and  definite  plans  are  being  made 
to  increase  the  laboratory  facilities. 

In  Cleveland  the  first  unit  of  a  $3,000,000  hospital  is  under 
construction.  An  affiliation  has  been  effected  with  the  Western 
Reserve  University.  Division  chiefs  are  on  duty  the  entire 
year.  The  house  staff  has  been  reorganized,  and  residents  ap- 
pointed; the  school  for  nurses  has  been  reorganized.  A  full 
high-school  education  or  its  equivalent  is  required  of  pupil 
nurses;  and  an  eight-hour  day  established.  Plans  are  under 
way  for  the  nurses  to  receive  instruction  in  nursing  private 
cases.  Great  emphasis  is  being  placed  on  the  Social  Service 
Department.  The  convalescent  jiatient  may  be  sent  out  to  a 
farm,  where  ])atieuts  can  be  cared  for  at  50  cents  per  day. 

No  municipal  hospital  is  on  a  high  plane  of  efficiency  unless 
it  includes  provision  for  the  scientific  supervision  of  con- 
valescence. 

One  great  cause  of  the  serious  failures  in  municipal  owner- 
ship is  the  failure  of  the  city  hall  and  the  medical  society  or 
medical  school  to  get  together.  Too  often  incompetent  archi- 
tects have  been  selected.  It  was  a  mistaken  notion  to  suppose 
that  the  chea])est  and  best  way  for  a  city  to  take  care  of  its 
sick  poor  was  to  pay  somebody  else  to  do  it. 

But  the  greatest  hindrance  and  danger  to  efficiency  and  pro- 
gress in  municipal  hospitals  is  found  in  the  method  or  plan 
of  administrative  control.  Too  often  city  hospitals  were  a  part 
of  the  changing  city  administration.  It  is  a  tremendous  cost 
in  time  and  money  to  have  frequent  changes  of  hospital  officers. 
The  immediate  hope  of  the  municipal  hospital  lies  in  placing 
the  active  administrative  control  in  the  hands  of  a  non-parti- 
san board  of  trustees,  pro})erly  connected  with  the  adminis- 
trative and  legislative  branches  of  the  municipal  government, 
so  as  to  prevent  it  from  becoming  isolated  from  other  public 
welfare  activities. 

When  the  average  Mayor  and  his  cabinet  are,  by  reason  of 
education,  training  and  experience,  public  welfare  workers,  with 
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high  business-like  ideals  for  the  development  of  the  citv's  wel- 
fare activities,  and  are  continually  elected  by  the  j)eople  on 
this  basis,  then  non-partisan  boards  of  trustees  will  not  be 
necessary,  because  every  change  in  a  city  administration  will 
not  necessarily  result  in  a  change  of  competent  hospital  officials 
and  essential  hospital  policies. 


War   Hospitals 


ONTARIO  BASE  HOSPITAL 


On  a  breezy  upland  overlooking  miles  of  the  rich  Kent  country- 
side lies  the  site  whereon  Ontario's  new  English  hospital  is 
about  to  rear  its  wards.  Situate  some  fifteen  miles  south  of 
the  mighty  city  of  London,  this  quiet  little  town  of  Orpington 
is  all  but  a  suburb.  From  its  pleasant  villas  and  neat  cottages 
a  contingent  of  workers  leaves  every  day  to  follow  diverse  voca- 
tions in  London. 

The  "  Boundary  Estate,"  of  whose  one  hundred  and  sixty 
acres  the  province  has  purchased  thirty,  was  lately  the  property 
of  a  wealthy  old  gentleman,  at  whose  death  the  place  was  offered 
for  sale.  No  ancient  park  surrounds  a  mossy  manor  house. 
Thirty-eight  years  ago,  when  he  "  first  took  service  with  the 
squire,"  declared  the  old  gardener,  the  whole  tract  was  just  a 
grassy  meadow. 

This  veteran  retainer's  life  has  been  devoted  ever  since  to 
transforming  the  grounds  into  their  ])resent  state  of  perfection. 
He  posed  for  a  picture  surrounded  by  his  handiwork — lawns 
of  velvet  turf,  which  would  make  Parks  Commissioner  Cham- 
bers verdant  with  envy,  flower  beds  rich  with  foliage  and  blos- 
som, gravelled  walks  and  well-trimmed  trees  and  shrubbery. 
As  in  most  English  estates,  a  high  wall  of  mellowed  red  brick 
gives  seclusion  fom  the  outside  world. 

"  But  they  tells  me  T  am  to  go  on  with  Col.  Pyne,"  remarked 
the  grey-haired  gardener  with  relief,  as  he  ]iresented  a  formid- 
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able  brass  ear-trumpet  to  the  writer.  "  It  would  'a  gone  hard 
with  me  to  leave  the  old  place  now." 

Colonel  the  Hon.  Dr.  Pyue  and  his  staff,  including  Major 
Clarkson  James,  will  occupy  the  house.  To  the  right  in  the 
picture  stretches  an  expanse  of  Hower  beds  and  orchard  to  the 
foot  of  a  hill.  A  broad  plateau  of  meadow  opens  out  at  the  top 
of  this  slope.  Here  the  hospital  will  be  located.  The  high  em- 
bankment of  the  South  Eastern  and  Chatham  Eailway  cuts 
through  the  property  about  a  quarter  of  a  mile  from  the  proposed 
hospital — one  of  the  busiest  railways  in  England  to-day,  the  line 
from  London  to  Dover,  over  which  thousands  of  soldiers  and 
vast  quantities  of  stores  travel  weekly.  But  the  quiet-running 
British  trains  will  not  disturb  the  patients — no  more  than  the 
supposedly  loud  cackling  of  the  famous  fowls  bred  hereabouts 
and  named  after  the  town. 

A  cawing  multitude  of  crows  and  a  huge  flock  of  starlings 
rose  from  the  meadows — the  site  of  the  hospital  to  be — when 
the  visitor  strolled  over  to  peek  down  a  queer  fenced-in-hole  in 
the  ground  called  the  Dane  pit.  Excavated  in  the  chalky  soil, 
forgotten  centuries  ago,  the  pit  reveals  five  little  lateral  tunnels. 
Tradition  says  that  in  the  olden  time  this  weird  well  and  its 
adjoining  caverns  were  used  as  a  hiding  place  from  enemies. 

Re-tiled  new  villas  may  be  seen  here  and  there  over  the  wide 
sweep  of  landscape  viewed  from  the  hospital  site.  Little  brown 
squares  among  the  green,  hedge-rowed  pastures,  speak  of  plenti- 
ful harvests  in  the  diminutive  but  productive  fields,  from  the 
dotted  stooks  of  one  of  which  issued  a  puff  of  smoke  and  a  report 
as  the  visitor  gazed.  A  farmhand,  gun  in  hand,  was  scaring 
the  birds  from  the  "  corn." 

The  hospital,  which  will  be  of  similar  construction  to  the 
other  Canadian  ones  at  Cliveden  and  Shorncliffe,  will  have 
accommodation  for  over  one  thousand  patients.  This  section 
of  the  country,  by  reason  of  its  altitude  and  ])orous,  chalky  soil, 
is  considered  very  healthy.  The  location  is  most  convenient 
and  accessible  by  frequent  trains  as  well  as  by  excellent  motor 
roads.  Though  the  ]ilans  are  under  way,  no  building  prepara- 
tions were  beine'  made  when  your  correspondent  visited  the 
place.     Work  will  l)effin,  however,  at  an  early  date.     Ex. 
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Book   Reviews 


Playing  the  Lone  Game  Consumption.  By  Thomas  Ceaw- 
i-oKi>  Galbreath.  "  Journal  of  the  Outdoor  Life  "  Pub- 
lishing Co.,  28!)  Fourth  Avenue,  New  York  City. 

This  book  is  piquant,  pathetic,  useful,  in  its  histories  and 
adviee  to  fellow  sufferers,  from  one  who  fell  victim  to  this 
awful  disease.  He  is  now  an  arrested  case.  But  he  was  un- 
fortunate at  first  in  receiving  bad  instructions  from  one  phy- 
sician, whose  errors,  happily,  were  oflFset  by  the  wise  counsel 
of  another  doctor,  whom  the  author  glorifies.  He  lays  stress 
on  the  theory  accejited  everywhere  now,  that  a  man  must  be 
cured  in  the  climate  where  he  intends  to  sj^end  his  days  after- 
wards at  work.  He  also  cnii)luitically  denounces  the  well- 
meant  but  badly-planned  kindnesses  of  municipalities  that  pay 
a  boy's  way  to  Denver,  but  leave  him  in  that  germ-ridden  city, 
where  prices  are  so  high,  to  become  more  ill  and  penniless, 
hopeless  and  dying.  One  point  also  is  well  taken  in  regard 
to  students'  dormitories.  At  the  colleges,  one  student  may 
follow  in  the  same  rooms  a  fellow  wlio  has  had  t.  b.,  without  any 
precautions  as  to  cleanliness,  sunshine,  soap  and  water.  To 
this  he  attributes,  in  part,  his  own  illness. 

The  book  breathes  joy  and  ho]X'  to  the  t.  bs.,  and  it  shows 
how  to  construct  a  cabin  that  will  have  firm  flooring,  sun,  air 
without  l)illowy  breezes,  and  wannth,  as  well  as  companion- 
ship, with  perfect  safety  for  the  companion.  There  are  many 
pointed  "  what  not  to  dos.'' 

Altogether  it  is  an  excellent  tonic  to  anyone  to  read  this 
little  work  of  only  seventy-five  jtages. 

In  regard  to  the  cabins,  I  saw  a  very  fine  arrangement  at 
Weston,  Out.  The  hosjiital  there  em])loys  superannuated  street 
cars,  lined  up  in  rows,  end  to  the  long  board-walk  to  the  main 
pavilion.  Any  little  town  or  village  could  procure  these  for 
any  sort  of  disease  requiring  isolation,  couldn't  it? 

A.  A.  s. 
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Colon  Hygiene,  comprising  ]\'ew  and  Imiiortaut  Facts  Conccrii- 
iug  the  Physiology  of  the  C'olou  and  an  Account  of  Prac- 
tical and  Successful  Methods  of  Combating  Intestinal  In- 
activity and  Toxemia.  V>\  J.  11.  Kkllocu;,  il.I).,  T>L.1)., 
Battle  Creek,  Michigan.  Good  Health  Publishing  Co., 
1915. 

This  is  a  new  book  by  the  indefatigable  superintendent  of 
Battle  Creek   Sanitarium.     In  the  preface  he  says: — 

"  Forty  years'  experience  and  observation  in  dealing  with 
chronic  invalids,  and  careful  study  of  the  results  of  the  modern 
X-ray  investigations  of  the  colon,  together  with  observations 
made  at  the  o])erating  table  in  many  hundreds  of  cases,  has 
convinced  the  writer, — 

"  That  constipatiim,  with  its  consequences,  is  the  result 
of  unnatural  habits  in  relation  to  diet  and  colon  hygiene  which 
prevail  among  civilized  people. 

''  That  some  mechanical  obstruction  is  the  cause — a  fold,  a 
kink,  a  redundancy,  a  contraction. 

"  That,  by  observing  certain  rules  and  the  faithful  and  con- 
tinuous use  of  safe  and  simple  means,  the  colon  may  be  made 
to  ])erform  its  functions  in  a  regular  and  efficient  manner  with- 
out the  use  of  irritating  laxative  drugs." 

The  anatomy  and  physiology  of  the  colon  and  ileocecal 
valve  are  discussed.  A  study  is  made  of ,  bowel  action  and 
bowel  contents;  the  influences  which  excite  or  lesson  intestinal 
movements ;  toxemias  ;  forms  of  constipation ;  diet  in  consti- 
pation ;  baths  and  exercises  in  constipation.  Various  electrical 
methods  of  treatment  are  discussed,  and  also  special  treatments 
of  the  different  types  of  constipation.  A  chapter  is  devoted  to 
the  treatment  of  disorders  which  result  from  constipation — 
colitis,  proclitis,  hepatic  and  sjjlcnic  enlargement,  fecal  tumors, 
valvulus,  gastric  disorders,  arterio-sclerosis,  premature  senility, 
headache,  insomnia,  etc.,  etc. 

The  book  finishes  u]i  with  the  "  Colon  Code  "  in  an  interest- 
ing chapter  on  "  Bowel  Habits  of  Civilized  Man,"  the  pith  of 
which  shows  that  nations  whose  peoples  are  vegetarians  do  not 
suffer  from  constipation  and  its  consequences  as  do  the  meat- 
eating  races. 
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Neurasthenia  or  Nervous  Exhaustion,  with  Chapters  on  Chris- 
tian Science  and  Hypnotism,  "  Habits  "  and  "  the  Blues." 
By  J.  H.  KEi.i.ocio,  M.D.,  LL.D..  Superintendent  Battle 
Creek  Sanitarium,  Good  Health  Publisliinf^  Co.,  1915. 


Facing  the  title  page  of  this  second  edition  of  Dr.  Kellogg's 
.k 
tents : 


book  we  read  the  following,  which  gives  an  idea  of  the  con- 


Don't  Worry — ^Chekr  Vv. 

"  Worry  wears  worse  than  work.  Worry  destroys,  work 
produces.  W^orry  wastes  energy,  work  utilizes  it.  Worry  sub- 
tracts, work  multiplies.  Worry  dwarfs,  depresses,  confuses, 
kills. 

"  Worry  stops  digestion,  paralyzes  the  bowels,  slows  the 
heart.     Worry  antici])ates  fflilure  and  creates  disaster. 

"  Worry  is  a  mind  malady — a  mental  unsoundness.  Anxiety 
in  the  face  of  grave  danger  is  natural  and  unavoidable. 

"  Worry  about  petty  trouldes,  or  even  big  ones,  is  useless 
and  may  become  calamitous.  Worry  is  often  a  habit  and  may 
be  cured  by  an  eilort  of  the  will. 

"  Ofttimes  worry  is  duo  to  loss  of  sleep,  tea  or  coffee,  indi- 
gestion or  constipation.  Take  a  neutral  bath  at  bedtime,  eat 
biologically,  abjure  tea  and  coffee,  move  the  bowels  three  times 
a  day,  and 

Cheer  Up." 

The  book  is  written  in  an  easy,  popular  style,  and  is  full 
of  information  for  sufferers  from  the  "American  Disease." 
Some  good  hints  are  given  on  the  question  of  rest,  exercise,  diet 
and  bathing.  There  are  a  goodly  uuiul)er  of  practical  illus- 
trations. 
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John  Shaw  Billings:  A  Memoir.  By  Fielding  H.  Gakrison, 
M.D.  Illustrated.  G.  P.  Putnam's  Sons:  New  York  and 
London.     The  Knickerbocker  Press.    1915.    Price  $2.50. 

Dr.  Garrison  holds  that  Dr.  Billings  though  eminent  in 
the  military  world  and  well-known  as  the  director  and  up- 
builder  of  the  Xew  York  Public  Library  will  be  best  remembered 
as  the  most  eminent  bibliographer  in  the  history  of  medicine, 
the  planner  of  some  of  the  finest  hospitals  and  laboratories  in 
the  world,  notably  Johns  Hopkins.  Equally  eminent  as  a  sani- 
tarian and  statistician,  war  surgeon,  medical  historian  and  civil 
administrator. 

Billings  was  born  in  the  Hoosier  State,  which  is  now  be- 
coming so  well  known  through  the  work  of  some  of  its  later 
born  literary  sons — Riley,  Tarkington,  Nicholson,  Ade.  Bil- 
lings was  born  on  a  farm;  worked  for  his  father  in  a  country 
store ;  read  omnivorously ;  began  of  his  own  initiative  Latin  and 
Greek ;  worked  his  way  through  college — like  many  Edinburgh 
boys  in  the  old  days — cooking  his  own  meals,  and  otherwise 
climbing  the  steep  and  thorny  way  to  fame.  Following  his- 
struggles  to  acquire  a  general  education,  we  read  of  his  ex- 
periences at  Miami  ifedical  College;  of  his  association  with 
Drake,  Blackmail,  Mendenhall,  Wright  and  other  pioneers  in 
medicine  of  the  Middle  West ;  of  his  early  hospital  experiences 
in  Cincinnati  and  his  association  as  a  teacher  in  the  Medical 
College  of  Ohio.  Then  come  his  rich  experiences  as  a  medical 
officer  during  the  Civil  War ;  his  letters  and  notes  of  which  form 
a  distinct  contribution  to  the  literature  of  the  great  struggle. 

A  chapter  of  great  interest  is  that  devoted  to  the  founding 
of  the  Johns  Ho])kins  Hospital.  In  addition  to  the  planning 
of  this  great  group  of  buildings,  it  fell  to  Dr.  Billings  to  choose 
the  men  who  have  made  the  institution  so  famous.  Dr.  Henry 
M.  Hurd  was  chosen  superintendent  in  1889.  The  calling  of 
Prof.  Welsh  followed.     Osier  writes  of  his  call  :— 

"  In  the  spring  of  1881  he  (Billings)   came  to  my  rooms 

in  Philadelphia Without  sitting  down,  he  asked 

me  abruptly,  '  Will  you  take  charge  of  the  ^ledical  Department 
of  the  .Johns  Hopkins'  Hospital?'  Without  a  moment's  hesita- 
tion T  answered,  '  ves.'     '  See  Welch  about  the  details;  we  are 
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to  open  very  soon.  I  am  very  busy  to-day.  Good  morning.' 
And  lie  was  off ;  having  been  in  my  room  not  more  than  a  couple 
of  minutes." 

Dr.  Billings'  Description  of  the  Johns  Hopkins'  Hospital, 
a  quarto  of  IIG  pages,  illustrated  with  5C  plates,  was  published 
in  1890,  and  became  a  kind  of  text-book  on  the  subject  of  hos- 
pital construction  and  ventilation.  The  writer  ran  across  a 
copy  of  this  while  prowling  through  an  old  bookshop  on  Entaw 
Street,  Baltimore,  last  fall. 

A  number  of  eminent  men  were  asked  to  submit  plans  and 
ideas  on  hospital  construction  to  the  Trustee  Board — a  sort  of 
competition.  Billings'  contribution  was  selected  as  the  best, 
and  he  was  chosen  in  an  advisory  capacity  to  the  Board.  The 
volume  containing  all  these  contributions  is  out  of  print;  and 
jcni  are  lucky  if  you  can  find  one  in  any  old  bookstore  in  Balti- 
more or  anywhere  else.  The  writer  failed  to  find  one  in 
Baltimore;  but  he  hopes  to  look  again. 

Lay  hospital  workers,  as  well  as  members  of  the  medical 
profession,  will  do  well  to  have  Billings'  biography  in  their 
libraries. 


State  Registration  for  Nurses.  By  Lori.s  Croft  Boyd,  R.N"., 
Graduate  of  the  Training  School  for  Nurses  of  the  City  and 
County  Hospital,  Denver,  Colorado.  Second  edition,  en- 
larged. Octavo  volume  of  149  pages.  Philadely)hia  and 
London:  W.  B.  Saunders  Company,  191.5.  Cloth.  $1.2.5  net. 
'Sole  Canadian  Agency,  The  J.  F.  ITartz  Co.,  Ltd.,  Toronto. 

This  work  represents  a  vast  amount  of  labor  and  patient 
research,  since  it  collects  the  full  text  of  all  the  laws  governing 
registration  of  nurses,  in  all  the  states  of  the  Union,  as  well  as 
the  terms  on  which  a  nurse's  license  may  be  revoked,  the  re- 
quirements for  application  for  license,  and  every  other  conceiv- 
able feature  relating  to  the  legal  status  of  a  nurse.  Tt  presents, 
therefore,  in  accurate  concise  form,  every  fact  that  a  nursing 
organization  needs  to  look  up,  in  taking  the  steps  preceding 
registration.  Tt  should  be  in  the  reference  library  of  every 
nurse  training  school,  and  will  be  of  great  value  to  every  super- 
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intendent  engaging  nurses  for  her  staff,  or  to  any  registrar  tO' 
whom  strangers  apply  for  the  privilege  of  getting  calls  for 
private  duty. 


A  Text  Book  for  First  Year  Pupil  Nurses.  By  Charlotte 
A.  AiKENS,  Detroit.  Published  by  W.  B.  Saunders  Co., 
Philadelphia  and  London. 

Miss  Aikens  is  a  woman  of  whom  all  Canadians  should  be- 
proud.  Formerly  superintendent  of  Columbia  Hospital,  Pitts- 
burgh, and  of  Iowa  Methodist  Hospital,  Des  Moines,  then 
director  of  Sibley  Memorial  Hospital,  Washington,  D.C.,  she 
has  lived  through  every  phase  of  hospital  administration.  She 
has  learned  to  set  a  high  value  on  the  practical  needs  of  hos- 
pitals, to  get  into  close  touch  with  patients,  rich  and  poor  and 
middling  poor,  and  to  understand  the  difficulties  of  pupil 
nurses. 

Anything  from  her  pen  is  interesting,  useful  and  exhaus- 
tive, whether  it  be  on  hospital  office  work,  housekeeping  or 
nursing.  Of  these  works  there  are  several,  and  the  proof  of 
their  usefulness  is  the  fact  that  they  go  rapidly  into  second 
and  third  editions,  as  for  example  the  Primary  Studies.  Miss- 
Aikens  has  many  other  interests  in  which  she  is  actively  en- 
gaged, all  of  which  combine  to  give  her  such  wonderful  breadth 
and  humanity  of  aim. 

"  Primary  Studies  "  contains  all  that  is  necessary  for  the- 
pupil  in  her  first  year,  and  if  the  time  ever  comes  when  text- 
books will  be  standardized  in  training  schools.  Miss  Aikens' 
book  should  have  first  claim,  since  the  possession  of  it  would 
enable  a  pupil  to  face  any  first  year  problem.  The  subject 
matter  is  correct,  and  up-to-date,  and  presented  in  direct 
simple  language. 

The  new  points  about  the  book  are  the  questions  appended 
to  each  chapter,  the  spaces  set  in  for  note-taking,  and  the  addi- 
tion of  material  in  the  sections  on  Anatomy,  Bacteriology,, 
Asepsis,  and  ^Materia  Medica. 

Reading  the  book  through,  one  feels  that  it  must  carry  with 
it  the  author's  strong  influence  for  whatever  is  industrious,, 
humane,  charitable  and  right. 
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HOSPITAL  SUPPLIES  COMMITTEE,  ACADEMY 
OF  MEDICINE,  TORONTO 


The  following  report  of  the  work  recently  accomplished  by  the 
Hospital  Supplies  Committee  of  the  Academy  of  ^ledicine, 
Toronto,  was  made  by  Dr.  -X.  A.  Powell  at  the  Academy  meet- 
ing on  October  5th : — 


-■& 


To  Fellows  of  the  Academy  of  Medicine,  Toronto: 

Gentlemen, — One  year  ago  the  Academy  in  its  wisdom 
appointed  a  Committee  on  nos])ital  Supplies.  The  work  of 
this  Committee  has  been  reported  in  detail  to  the  Council  from 
month  to  month,  and  under  the  instruction  of  that  body  it  now 
becomes  my  duty  to  summarize  these  reports  for  you.  The 
energies  of  this  Committee  have  been  directed  chiefly  to  the 
securing  of  money  with  which  to  buy  materials  for  surgical 
dressings,  to  the  making  up  of  this  material  into  standard 
dressings,  to  their  packing  and  sterilization,  and  to  the  for- 
warding of  these  supplies  through  Red  Cross  and  Base  Hospital 
channels  to  our  representatives  at  or  near  the  front. 

In  this  work  we  have  been  splendidly  assisted  by  groups  of 
good  women  meeting  almost  daily  in  rooms  provided  for  them 
in  the  Academy  buildings.  God  bless  every  one  of  them  for 
what  they  have  done  and  are  doing. 

Dviring  the  summer  months  members  of  the  Committee  and 
of  the  Council  organized  the  summer  visitors  on  the  Muskoka 
Lakes  and  the  Mag-netawan  River  District  into  groups  for  work 
of  a  similar  kind.  As  a  result  of  this  nearly  100,000  separate 
dressings  were  forthcoming.  American  visitors  vied  with  our 
own  people  in  these  efforts,  proving  that  their  hearts  are  with 
us  in  the  conflict  now  being  waged  between  humanity  and  a 
foul-fighting  despotism. 

The  Committee's  money  outlay  for  materials  was  only  about 
$1,200,  but  the  value  of  the  dressings  packed  and  sent  over  to 
the  sterilizers  at  the  General  Hospital  was  far  in  excess  of  that 
sum.  In  response  to  urgent  appeals  for  aid  to  our  brethren  in 
Belgium  your  Committee  were  able  to  secure  and  place  at  the 
disposal  of  the  Belgium  Relief  Fund  Committee  more  than  700 
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surgical  instruments  in  good  usable  condition.  These  were  not 
archaic  relics  of  a  by-goue  age,  but  were  such  as  any  of  us  would 
employ  in  our  daily  work.  The  members  of  your  Committee 
reserved  for  themselves  the  pleasure  of  meeting  the  cost  of 
having  the  instruments  sent  put  into  good  condition  by  expert 
cutlers. 

The  net  value  of  the  instruments  and  of  about  5,000  ligature 
packages  also  sent  from  the  Academy  to  military  hospitals  would 
«asily  exceed  $3,000. 

Our  thanks  are  due  to  the  instrument  dealers  of  Toronto 
for  sympathetic  co-operation  in  this  department  of  the  work 
committed  to  us. 

We  appeal  now  and  through  each  one  of  you  for  funds  to 
carry  on  what  is  in  progress.  At  least  $500  is  needed  at  once 
if  trying  interruptions  are  to  be  prevented.  Close  contracts  for 
materials  have  been  made  and  we  have  the  facilities  for  trans- 
forming this  material  into  what  is  most  in  demand  by  hospital 
units  now  across  the  water. 

An  unlimited  shell  supply  is  hardly  of  greater  importance. 
Who  can  estimate  the  value  of  even  a  single  sterile  dressing 
applied  to  the  wounds  of  a  son,  a  brother  or  a  close  friend  hit 
when  on  duty  in  the  trenches  ? 

Funds  will  be  forthcoming  if  the  need  for  them  is  properly 
presented.  Response  to  other  calls  has  been  splendid.  Let  this 
part  of  our  common  duty  have  its  fair  share  of  attention. 

]Sr.  A.  Powell, 
Chairman  Hospital  Supplies  Committee. 
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THE  NEW  VENTILATION 


Tub  Lancet  of  London,  in  its  recent  issue,  contains  an  article 
by  James  Keith,  a  leading  authority  on  ventilation,  describing 
new  methods  introduced  coincidently  with  what  Mr.  Keith 
calls  the  "  epoch-making  "  address  delivered  before  the  British 
Association  by  Dr.  Leonard  Hill,  President  of  the  Section  of 
Physiology.  Dr.  Hill  asked  the  consideration  of  nothing  higher 
than  a  stuffy  room.  He  said  that  the  popular  mind,  supported 
by  all  the  elementary  text-books  of  hygiene  and  most  standard 
works,  is  imbued  with  the  idea  that  ventilation  is  a  question 
merely  of  chemical  purity  of  the  air,  whereas  chemical  purity 
is  the  last  thing  to  consider  and  is  practically  negligible.  Dr 
Hill  asserted  in  a  letter  to  this  newspaper,  following  his  address, 
that  there  was  continiially  more  oxygen  in  a  closely  packed 
room  with  all  the  doors  and  windows  shut  than  in  an  equal  space 
of  rarefied  air  in  certain  celebrated  mountain  resorts.  It  is  a 
matter  of  scientific  proof,  which  Dr.  Hill  cheerfully  submitted. 
There  is  danger  of  bacteria  in  the  crowded  room  from  the  exhala- 
tion of  many  lungs,  while  its  heat  and  the  windlessness  of  the 
atmosphere  are  most  to  be  dreaded.  Indeed,  if  the  air  breathed 
by  the  crowd  were  perfectly  pure  the  room  would  not,  in  Dr. 
Hill's  view,  be  at  all  well  ventilated  until  it  were  cooled  and  set 
in  motion. 

The  cooling  and  vigorous  circulation  of  the  air  we  breathe 
constitute  the  essential  problem  of  ventilating  engineers.  The 
Smithsonian  Institution  has  lately  published  a  study  by  Dr. 
Hill,  Martin  Flack,  James  Mcintosh,  R.  A.  Rowlands,  and 
H.  B.  Walker,  from  the  physiological  laboratory  of  the  London 
Hospital  Medical  College,  which  shows  that  tlie  chief  fault  of 
modern  ventilating  systems  lies  in  their  failure  to  keep  the 
air  moving.  Therein  is  the  virtue  of  open-air  schools  and  of 
living  out  of  doors — that  the  air  is  changed,  and  acts  constantly 
upon  the  skin  to  stimulate  the  circulation  and  free  the  lungs. 
Mr.  Keith's  T/nncet  article  is  illustrated  with  cuts  of  mechanical 
devices  lately  installed  in  New  York's  newest  skyscrapers  and 
in  the  engine-rooms  and  stokeholds  of  the  newest  ocean  liners,. 
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which  supply  thousands  of  cubic  feet  of  fresh  "  live  "  air  every 
hour  without  discomfort  from  draught,  besides  a  number  of 
devices  for  ventilating  offices,  living  rooms,  cabins,  and  sleeping 
cars.  With  respect  to  the  new  ventilation  in  factories,  Mr. 
Keith  makes  this  observation  of  interest  to  owners: 

It  may  be  added  that  not  only  does  good  and  healthy  venti- 
lation on  the  lines  indicated  tend  towards  increased  efficiency, 
health,  and  happiness  of  the  workers  in  crowded  and  over- 
heated inclosures,  but  an  immense  saving  per  annum  may  be 
effected  in  the  wear  and  tear  of  running  machinery  and  in 
lubricants  by  the  reduction  of  the  atmospheric  temperature  "in 
sultry,  and  often  almost  "  tropical,"  engine-rooms,  etc.,  to  a 
more  natural,  normal,  and  less  "  vicious  "  degree ;  so  that  all 
Tound  (as  our  American  cousins  might  be  inclined  to  say)  better 
or  more  nearly  perfect  ventilation  is  really,  after  all,  a  paying 
proposition. 

Incidentally,  by  this  constant  change  of  air,  emphasized  in 
the  new  system,  chemical  purity  is  practically  attained.  But 
the  difference  between  the  new  and  the  old  systems  is  marked, 
in  that  the  new  scheme  includes  the  regulation  of  temperature 
to  a  requisite  moisture  and  coolness,  and  the  all-important 
features  of  rapid  displacement.  It  is  an  article  that  should 
be  consulted  by  the  experts  in  this  country  and  by  capitalists 
and  public  men  who  contemplate  the  installation  of  ventilating 
■plants. 


McLaughlin  ambulances 


The  McLaughlin  Carriage  Co.,  Oshawa,  Ont,  have  been  fav- 
ored during  the  past  year  with  a  large  number  of  orders  for 
their  ambulance  for  overseas  service.  It  certainly  speaks  vol- 
umes for  this  fii-m  that  they  have  received  orders  almost  every 
month  since  the  war  started  and,  judging  from  letters  that  have 
recently  come  from  the  front,  the  McLaughlin  Ambulance  is 
standing  up  well.  The  McLaughlin  Carriage  Co.  are  making 
daily  improvements  on  their  ambulance,,  adapting  it  better  to 
the  needs  of  the  service.    For  instance,  the  ambulances  are  now 
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much  wider  and  are  equipped  with  four  berths  with  linoleum 
covering  and  metal  binding,  leaving  an  aisle  down  the  centre- 
for  attendants  to  attend  the  patients. 

There  is  a  large  box  on  one  side  to  keep  the  tools  and  extra 
equipment  for  the  ear;  on  the  opposite  side  is  a  box  for  carry- 
ing three  days'  rations,  and  in  another  compartment  of  the 
same  box  is  a  supply  of  bandages. 

Inside  of  the  body  there  are  two  compartments  for  carry- 
ing medical  supplies,  and  in  a  box  beneath  the  driver's  seat 
is  another  compartment  for  carrying  extra  supplies  in  the  way 
of  medicines,  etc.,  thermos  bottles,  etc. 

The  regular  equipment  includes  a  canopy  lamp  inside  of 
the  top- — a  portable  lamp  that  can  be  carried  to  each  berth,  with 
a  suitable  fastener  for  attaching  it.  These  four  berths  can  be 
folded  up  and  the  car  used  for  carrying  twelve  people  sitting 
up,  or  six  sitting  and  two  lying  down,  or  four  lying  down ;  also 
the  driver  and  one  or  two  attendants  in  the  front  seat  and  also 
accommodate  the  kits  of  the  wounded  soldiers.  They  are  all 
equipped  with  self  starters  and  the  famous  Overhead  Valve 
Engine. 
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XXV 


DEMPSTER'S 

is  appreciated  by  discerning   people  because — 

Only  the  best  materials  are  used, 

Of  our  exclusive  process  of  fermentation, 

Of   the   exactness  of  manufacturing  methods,   assuring   bread  and    buns   of    uniform 
excellence. 

The  greatest  cleanliness  is  observed  in  the  manufacture  and  distribution. 

SWFilFE 

MADE     AND     WRAPPED     BY    MACHINERY 


GRAND  PRIZE  GRAND  PRIZE 

Panama-Pacific  Exposition  ^         Panama-California  Exposition 

San   Francisco,   1915  San  Diego,   1915 


BAKER'S  COCOA 

IS  as  aelicious  in  flavor  as  it  is  nign 
m   quality  ana    atsolute   in   purity. 

All    or    our    goods    sold    in 
Canada   are    made    in    Canada 

Booklet  oi  Cnoice  Recipes 
sent  free  on  request. 


WALTER    BAKER    ^    CO.    LIMITED 

ESTABLISHED   1780 

MONTREAL.  CAN.  :  DORCHESTER,  MASS. 


When   writing   advertisers,    please   mention   The   Hospital   World. 
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NEW  HOSPITAL  APPLIANCES,  PHARMACEUTI- 
CAL PREPARATIONS,  ETC. 


A  Letter 

Doctor, — When  consulted  by  patients  on  the  important  question 
of  the  laundry,  won't  you  bear  in  mind  the  following  facts 
regarding  Taber  Laundry  Works,  444  and  446  Bathurst  Street, 
Toronto:  Our  laundry  is  one  of  the  most  up-to-date  and  best- 
equipped  institutions  of  the  kind  in  Canada.  Every  depart- 
ment is  conducted  along  the  strictest  sanitary  lines.  Each  and 
every  piece  entrusted  to  us  is  not  only  washed  but  sterilized, 
and  dried  with  super-heated  air,  rendering  impossible  the  trans- 
mission or  existence  of  germ  life.  Taber  Laundry  Works  exer- 
cise also  the  greatest  care  in  not  taking  work  from  houses  or 
places  where  there  exists  contagious  disease.  Our  patrons  are 
protected  in  this  way  from  danger.  It  has  been  our  rule  for 
years  that  each  and  every  customer  receives  personal  attention. 
-Telephone  College  8333  and  5143  for  our  van  service.  Note.^ — In 
the  past  few  years  laundry  chemists  and  engineers  have  devel- 
oped the  modern  power  laundry  so  that  it  now  ranks  high  in 
the  public  service.  Sanitation  has  been  the  mainspring  of  their 
efforts.  We  invite  professional  men  and  visitors  to  call  on  us. 
For  the  above  reasons,  we  ask  the  endorsement  of  physicians. 


A  Powerful  Antiseptic 

As  hospital  superintendents  are  aware,  they  have  had  consider- 
able ditficulty  for  many  years  past  in  finding  a  really  satisfac- 
tory disinfectant  for  use  in  institutions,  particularly  so  now  in 
view  of  the  very  high  price  of  carbolic  acid.  Hospital  authori- 
ties should  look  into  the  claims  made  for  Pohisterinc,  a  new 
antiseptic  and  most  effective  germicide  and  disinfectant. 
Polusterine  is  soluble  in  water  and  is  also  non-poisonous  and 
non-corrosive.  It  will  be  found  to  have  a  most  pleasant  odor 
for  use  in  the  sick  room,  the  proportion  for  such  use  being  a 
tablespoonful  in  a  basin  of  water.  For  use  in  contagious  disease 
cases,  three  tablespoonfuls  of  Polusterine  ])laced  in  the  slop  jar 
or  basin  of  water  will  be  found  most  effective.  The  patient's 
linen  should  be  wrung  out  in  this  solution  i)efore  being  moved 
from  the  room,  and  all  night  vessels  should  be  kept  one-third 
full  of  the  solution  at  this  strength.  All  discharges  should  be 
disinfected  in  this  way,  before  being  disposed  of.  This  will  be 
found  particularly  important  in  typhoid  and  other  contagious 
fevers.  Polusterine  used  in  the  proportion  of  two  to  ten  drops 
in  a  tuml)ler  of  water  makes  a  most  effective  and  pleasant  mouth- 
wash. .One  tablespoonful  in  a  pail  or  basin  of  hot  water  acta 
as  a  quick  deodorant,  and  for  spraying  purposes  one  tablespoon- 
ful in  half  a  pail  of  water.     Polusterine  can  also  be  used  for 
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The  Spatula  is  Mightier 
Than  The  Sword— 

especially  when  wielded  by  the  Physician,  in 
Pneumonia,  for  example,  to  spread  on  previously 
verified  and  properly  heated 


"  About  five  per  cent  of  all  physicians  still  ad- 
here to  the  theory  that  pneumonia,  being  a  so- 
called  self  limited  disease,  admits  of  no  active 
treatment,  but  requires  only  good  nursing  and 
patient  watchfulness.  The  other  ninety-five 
per  cent,  out  of  their  individual  and  collective 
experiences,  are  convinced  that,  with  prompt 
treatment  of  the  right  kind,  pneumonia  can  be 
often  greatly  lessened  in  its  severity,  shortened 
in  its  course,  or  (as  some  affirm)  actually 
aborted.  We  are  of  the  opinion  that  about 
seventy-five  per  cent  of  the  physicians  believe 
there  is  no  single  or  similar  remedial  measure 
which  equals  Antiphlogistine  in  its  prompt 
effectiveness  in  the  treatment  of  this  disease." 

(From  Pneumonia  Bool^let  sent  on  request. ) 


Physicians  should  WRITE  "  Aniiphlogisline  "  to  AVOID   "substitutes  " 

"  There's  Only  One  Antiphlogistine" 

THE    DENVER   CHEMICAL    MFG.,   CO. 
MONTREAL 
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washing  cuts,  sores,  ulcers,  etc.,  in  the  i)roportion  of  two  to  three 
teaspoonfuls  in  one  gallon  of  water.  This  preparation  is  manu- 
factured hy  the  Pohisterine  Products  Co.  of  Canada,  whose  head 
office  is  in  Toronto. 


The  Canadian  Steam  Boiler 

The  Canadian  Steam  Boiler  is  made  of  cast  iron.  It  might 
he  made  of  sheet  metal,  but  then  water  has  a  chemical  action  on 
steel,  causing  it  to  corrode  and  building  a  heavy  layer  of  shale 
upon  it  that  will,  in  time,  seriously  diminish  the  heat-pi-oducing 
capacity  of  the  sheet  steel  boiler. 

The  Canadian  Steam  Boiler  is  made  up  of  a  series  of  small 
boilers,  joined  at  the  top  by  a  "header,"  which  equalizes  the 
pressure  from  each  section.  There  is  safety  and  economy  in 
the  design — and  lasting  satisfaction;  because  if,  by  any  acci- 
dent, a  Canadian  Boiler  should  be  injured  in  one  of  its  sec- 
tions, that  section  may  be  taken  out  and  replaced  without  dis- 
turbing the  boiler  as  a  whole. 

For  many  reasons  the  boiler  is  eminently  suited  for  installa- 
tion in  hospitals  and  large  institutions,  and  in  these  days,  when 
so  much  money  is  being  spent  in  hospital  equipment,  hospital 
suj)crintendents  should  bear  in  mind  The  Canadian  Steam 
Boiler  as  not  only  one  of  the  most  economical,  but  one  that  gives 
the  best  heating  results. 

The  Canadian  Steam  Boiler  is  mado  liy  Taylor-Forbes  Com- 
pany. Limited,  Guelph. 


The  Value  of  Glyco-Thymoline  in  Treating  Intestinal 
Disturbances 

The  condition  of  the  alimentary  canal  in  all  diseases  of  that 
tract  is  one  of  either  congestion  or  depletion  of  the  villi. 

Auto-infection  follows  a  condition  of  depletion,  and  while 
this  condition  is  not  the  direct  cause  of  the  "  self-poisoning," 
the  restoration  to  normal  conditions  would  undoubtedly  prevent 
septic  absorption. 

The  condition  in  diarrheal  diseases  is  one  of  stasis  with  a 
great  amount  of  exudation  of  serum,  the  villi  being  greatly 
distended. 

In  either  case  a  return  to  normal  conditions  is  most  readily 
effected  by  an  agent  )>roducing  an  exosm6tic  action — in  the  one 
case  to  deplete  and  in  the  other  to  promote  the  exudation  neces- 
sary to  wash  out  the  intestines  and  prevent  anto-infection. 

That  Glyco-Thymoline  will  do  tliis  effectively  has  been 
demonstrated  time  and  time  again,  and  many  clinical  reports 
from  many  physicians  testify  to  its  great  power  as  a  curative 
agent  in  all  such  cases. 


Xov.,  1915 


THE  HOSPITAL  WORLD 


XXIX 


Send  for  Free  Samples 
:  of  Stewart's   Duplex  : 


Stewart's  Doplei  Safety  Pins 


P^ 

T>c  doubli  ba 

my/ 

Inaolchitv 

A 

A/TADE  of  superior 
higher  crade  of 
brass  wire.  Will  not 
bend  or  unfasten  eas- 
ily. Both  head  and 
coil  are  absolutely 
protected  by  the 
guards.  Rust-proof. 
Wc  ma  -ufacture  all 
grades  and  sizes  of 
Safety  Pins.  Pack 
them  especially  for 
hospital  use — 5  gross 
in  a  substantial  box 
— ^loose — ready  for 
use  at  a  moment's 
notice. 

Samples  and  price 
list  free  on  applica- 
tion. 


Stewart's  Paragon  Brand  "bank'' 
or  toilet  pins,  packed  in  handy, 
half-pound  boxes,  are  indispen- 
sable    in     the     modern     hospital. 


CONSOLIDATED 
SAFETY  PIN  CO. 

BLOOMFIELD,  N.J.,  U.S.A. 


EPILEPSY 

Dragdes 
Gelineau 


DRAGEES  GELINEAU  '^L'M^li 

the  most  rational  type,  being  an  association  of 
Bromide  of  Potassium.  Arsenic  and  Picro- 
toxine.  The  Bromide  diminishes  the  reflex  aensi- 
bility  of  the  nervous  system  and  the  congestive 
predisposition  of  the  cerebrum  in  EPILEPST, 
The  Picrotoxine  has  its  action  on  the  convulsive 
and  spasmodic  tendencies  of  neurotics,  and,  fin- 
ally, the  arsenic  is  the  repairer  of  the  nerve  cells. 
It  is  with  perfect  frankness,  and  with  the 
utmost  sincerity  that,  without  pretending  to  cure 
every  r^se  of  Epilepsy,  we  recommend  to  the 
medical  profession  GELINEAXT'S  DBAOEES. 
which  have  given  to  their  inventor  the  most  com- 
plete satisfaction  for  30  years  and  have  earned 
for  him  the  gratitude  of  numerous  sufferers. 
GEIiINEATT'S  DRAGEES  offer  to  the  practitioner 
a  superior  weapon,  giving  him  the  possibility  of 
a  triumph  in  ordinary  cases,  and  in  all  cases  the 
certainty  of  at  least  a  marked  improvement. 


General   Agents   for   Canada: 
ROUGIER   FRERES,    63   Notre  Dame   St., 
MONTREAL 


East, 


MILK-BORNE  DISEASES 

There  are  no  instances  of  Infectious  Diseases  arising  from  the  use  of  Gail  Borden  Eagle  Brand 
Condensed  Milk.  It  contains  NO  BACTERIA  that  produce  Infection.  In  epidemics  many- 
dangers  to  infants  can  be  avoided  by  the  use  of 


j^Cfc^    yScrrr^^^^^ 


BRAND 


Condensed 

MILK 


THE  ORIGINAL 

THE  PHYSICIAN  WILL  FIND  IN  "EAGLE  BRAND"  THE  MEANS  OF  LESSENING 
THE  DEATH  RATE  IN  OUTBREAKS  OF  INFANTILE  DISEASES.  This  result  is 
due  to  the  modern  and  sanitary  methods  of  production  and  manufacture  strictly  enforced  by 
the  Borden  Company. 

W^ri'fc  to-day  for  Samples,  Analysis,  Fteding  Charts  in  any  language,  also  our  SO-page  hook,  "  Baby's  Welfare. " 

BORDEN   MILK   COMPANY,   LTD.,  MONTREAL 

•'  Leaders  of  Quality  " 

Branch  Office  -  2  Arcade  Bldg.,  Vancouver,  B.C. 
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The  Drinking  of  Mineral  Water 

The  drinking  of  mineral  waters  is  an  established  therapeutic 
custom.  Tlie  multitude  of  persons  who  indulge  in  the  water 
drinking  at  the  spas,  as  well  as  the  large  number  of  physicians 
'who  repeatedly  advise  the  treatment  as  an  established  routine, 
make  it  seem  more  than  probable  that  the  practice  is  a  well- 
founded  one.  Strongly  alkaline  waters  of  the  Vichy  type  have 
a  rational  use.  Laxative  waters  find  an  explanation  of  their 
effects  in  the  presence  of  known  purgative  salts.  In  the  latter 
class,  Pluto  Water  easily  ranks  first.  It  produces  a  mildly  tonic 
effect  upon  the  mucous  membranes  of  the  stomach,  due  to  both 
its  gases  and  its  salts,  and,  owing  to  its  water  and  its  salts,  it 
is  also  diuretic.  It  is  exceedingly  useful  when  taken  half  an 
hour  before  meals,  to  cleanse  the  gastric  membrane  and  to  pre- 
pare it  for  the  reception  of  food.  It  also  serves  to  dilute  and 
wash  out  waste  material  from  the  system  through  the  kidneys. 
Patients  will  usually  drink  Pluto  Water  who  will  not,  or  cannot, 
drink  suflicient  ordinary  water.  A  glass  taken  an  hour  or  two 
after  meals  promotes  digestion  and  helps  remove  the  effete  pro- 
ducts from  the  blood.  Samples,  clinical  data  analysis  and  litera- 
ture descriptive  of  the  hygienic  methods  employed  in  bottling 
Pluto  will  be  promptly  forwarded  on  application  to  The  French 
Lick  Springs  Hotel  Company,  French  Lick,  Indiana. 


Disposal  of  Hospital  Garbage 

Hospital  superintendents  should  enquire  particularly  into  the 
merits  of  the  "  Heenan  "  type  of  garbage  incinerator.  It  is 
one  of  the  best  manufactured.  It  is  economical  in  every  sense 
of  the  word,  no  fuel  being  required  but  the  refuse  itself.  It  is 
also  essentially  sanitary,  the  garbage  being  burned  at  a  high 
temperature  and  emits  no  odors  of  any  kind.  Hospital  men 
can  at  once  satisfy  the  most  ardent  critic  on  these  points  by 
looking  ever  the  magnificent  plant  recently  installed  in  the  new 
Toronto  Oeaeral  Hospital. 


Absorbent  Cotton  for  the  Millions 

Over  seventeen  years  ago,  when  little  was  known  about  Absorb- 
ent Cotton,  and  when  its  uses  were  largely  confined  to  the  medi- 
cal profession,  the  Maplewood  Mills  were  established  in  Fall 
River.  At  that  time  their  plant  was  quite  unpretentious,  but 
with  the  popularizing  of  Absorbent  Cotton  came  a  tremendous 
increase  in  demand,  and  the  Maplewood  Mills  had  to  grow 
correspondingly  until  they  now  are  the  largest  manufacturers 
of  these' goods  in  the  world,  producing  a  goodly  share  of  the 
total  quantity  of  Absorbent  Cotton  made  in  America. 
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THE  "SOVEREIGN"  WILL  BURN 
ANYTHING  THAT'S  BURNABLE 

—  and  give  from 
the  fuel  the  full 
volume  of  heat  for 
radiation. 

Hard  coal,  soft  coal, 
wood,  or  anythmg 
burnable,  makes 
useful  heating 
fuel  in  the  "Sover- 
eign." 

Large  flared  flues 
in  the  boiler  sec- 
tions, through  which 
the  heat  fumes  tra- 
vel, give  a  free  draft  with  no  possibility  of  the 
flues  becoming  clogged  with  soot  or  fine  ashes. 

The  '  ^Sovereign"'  is  an  improved  hot  water  boiler.  Do  not  instal  a  heating 
apparatus  in  your  new  house  until  you  have  thoroughly  informed  yourself 
of  the  exclusive  advantages  of  the  "Sovereign."      Write  us  for  booklet. 

TAYLOR  -  FORBES  Co.,  Limited 

j  Head  Office  and  Works :  Guelph,  Ont. 

J  '  Branches : 

'_^»^  TORONTO,    MONTREAL,    QUEBEC,    ST.  JOHN.    WINNIPEG,    VANCOUVER 
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This  exceptional  success  has  been  achieved  by  sheer  merit. 
All  autliorities  recognize  that  the  '"  Excelsior  "  brand  produced 
by  these  mills  fully  measures  up  to  the  standard  required  by 
the  U.  S.  P. 


Poultices  Should  be  Sterile 

Prof.  George  Howard  Hoxie,  of  the  University  of  Kansas, 
in  his  most  excellent  book  on  "Symptomatic  and  Regional 
Therapeutics,"  states,  under  the  heading  of  localized  inflamma- 
tion, that  "  the  danger  of  infection  should  ever  be  in  mind  in 
applying  a  poultice,  for  the  maceration  incident  to  the  poultice 
favoi-s  infection,  even  if  in  ordinary  circumstances  one  might 
consider  the  area  germ-proof." 

It  is  thus  noted  how  important,  then,  it  is,  in  the  employ- 
ment of  a  poultice  for  the  relief  of  ]>ain  and  inflammation,  that 
a  sterile  and  trustworthy  product  be  applied.  Inasmuch  as 
poultices  are  a  means  of  producing  hyperemia  by  the  use  of 
heat,  and  in  so  far  as  they  do  this  better  than  by  other  means, 
it  is  interesting  to  observe  that  in  the  belief  of  Prof.  Hoxie 
"  the  clay  poultices,  known  best  in  the  form  of  Antiphlogistirie, 
are  the  best  to  employ,  as  they  are  sterile  and  clean." 


The  Physician's  Duty 

PiivsiCJAXs  are  becoming  more  and  more  inijjressed  with  the 
value  of  prophylactic  measures.  Therefore,  to  instruct  patients 
of  the  gentler  sex  in  hygienic  and  sanitary  ]M'inci])l('s  and  i)ro- 
cedures  is  both  duty  and  a  privilege. 

It  is  a  fact,  often  not  entirely  appreciated  even  by  physicians, 
that  the  vaginal  douche,  properly  em])loyed,  should  1)p  used  fre- 
quently, even  in  the  absence  of  any  abnormal  condition.  Despite 
the  opinions  sometimes  expressed  that  frequent  douching  is  not 
advisable,  that  the  natural  secretions  being  sufficiently  germi- 
cidal should  be  allowed  to  remain,  etc.,  it  is  a  matter  of  com- 
mon knowledge  and  experience  among  women  of  any  degree 
of  refinement  that  proper  toilet  of  the  vaginal  tract  is  as  valu- 
able, necessary  and  indispensable  as  the  use  of  the  toothbrush. 

The  proper  use  of  the  ^farvel  Whirling  S])ray  Syringe  is 
not  only  instrumental  in  the  treatment  of  diseased  conditions, 
but  is  also  of  great  value  as  a  prophylactic  measure. 


Antipiii.ogistine  provides  tlie  best,  most  agreeable  and  con- 
venient known  means  of  supplying  continuous  moist  heat,  in 
all  inflammations.  This  can  be  maintained  for  twenty-four 
hours  or  longer,  at  a-uniform  temperature.  Ordinary  poultices 
soon  become  cold,  clammy  and  uncomfortable  to  the  patient  and 
lose  any  remedial  effect  they  may  have  had  ])efore  becoming 
cold. 
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92%  OF  THE  HOSPITALS 

WHO  FAVOR  US  WITH  THEIR  PATRONAGE,    BUY 

"ABSORBON" 

The  Low-Priced  Absorbent  Cotton  of  Quality 

in  preference  to  other  brands,  because  it  is  better  value  at  the  price 

than  any  other  brand  on  this  market. 

Guaranteed  pure,  sterile— passes  through  the  same  SO  different 
operations  as  our  higher  grades — sells  ior 
less  because  made  from  short  staple  cotton 
which  costs  less  than  long  fibre  cotton 
though  quality  is  identical. 
Investigate — A  postcard  brings  samples  and 
prices  to  your  desk. 

Maplewood  Mills 

Largest  Manufacturers  in  the  World 
FALL    RIVER,    MASS. 


THE    PARTICULAR   ATTENTION    OF 
PHYSICIANS,  NURSES  AND   HOSPITALS   IS 
CALLED   TO 

The  Allen  Germ -Proof  Water 
Purifier  and  Cooler 

In  these  days,  when  the  water  supplied  in  many 
of  our  cities  is  not  what  it  ought  to  be,  the  Profession 
and,  through  it,  the  Public  will  welcome  such  a  device. 

The  ALLEN  WATER  COOLER  SERVICE,  through 
its  system  of  filtration,  guarantees  a  water  that  is  practically 
ahsolulely  pure.  Dr.  A.  A.  Thibaudeau  of  the  Laboratory  of 
Pathology,  University  of  Buffalo,  states  that  "The  Allen 
Filter  can  maintain  an  efficiency  of  100  per  cent."  adding 
that  the  filter  was  allowed  to  operate  continuously  for  three 
days  and  that  no  iacfenW  groffi/A  u)aj/ounrf  in  the  samples  after 
48  hours'  exposure  on  plates. 

Medical  men  can  rest  assured  that,  in  recommending  the  use  of 
the  Allen  Waler  Cooler  Service  to  their  patients,  they  are 
materially  hastening  their  convalescence. 

THF  DOMINION  SALES  CO.,  LIMITED 

Suite  J,  Yonge  St.  Arcade,  Toronto  Telephone  Main  3797 


When   writing  advertisers,   please  mention   The   Hospital   World. 


XXXIV 


THE  HOyriTAL  WOKLD 


Xov.,  1915 


H 


Hospital  Superintendents 

should  remember  that 

Banner  Brand" 


Jams  and  Jellies 

are  ABSOLUTELY  PURE  and  made 
ONLY  FROM  FRESH  FRUIT  and 
FINEST  GRANULATED  SUGAR. 
"  BANNER  BRAND  "  Marmalade  is 
made  from  the  finest,  ripe  Seville 
Oranges. 

All  "  BANNER  BRAND  "  Goods  are 
wholesome  and  specially  suitable  for 
convalescing  patients. 

We  Will  Welcome  Hospital  Orders 

LINDNERS   LIMITED 

340  Dufferin  Street 
Phone  Park.  2985  TORONTO 


Essentially  a 
Doctor's  Car 


Nothing  Can  Equal 

H-Oa^.)  Ammonia 

As  a  Cleanser 


for  HOSPITAL  SINKS,  URINALS, 
BEDPANS,  FLOORS,  GLASSWARE, 
ENAMELWARE,  MILK  BOTTLES, 
and  all  KITCHENWARE. 

It  will  be  found  invaluable  for  the  bathing 
of  fever  cases,  leaving  the  patient  refreshed, 
with  the  skin  velvety  and  sweet.  H-O 
AMMONIA  is  also  easily  the  be;.t  cleanser 
in  those  annoying^  cases  of  Involuntary 
Urination,  acting  not  only  as  a  cleanser 
but  as  a  Deodorizer. 

II-O  AMMONIA  is  one  of  the  cheapest 
and  most  effective  Disinfectants,  and  Hos- 
pitals' Superintendents  should  give  it  a 
trial,  as  once  they  do,  nothing  else  will  be 
used. 

Full  particulars  and  prices  obtainable  from 

Alexander  Hutchison  &  Co. 

9  Church  Street,  Toronto 


^Uhe  particular 
attention  of  the 
Medical 
Profession 
is  called  to 


THE   CHANDLER   CABRIOLET 

As  will  be  seen  from  the  illustration,  this  car  is  closed,  but  immediately  convertible 
into  an  attractive  roadster.  What  could  be  better  for  a  Physician  ?  The  Chandler 
Cabriolet  is  in  a  class  by  itself,  the  motor  being  the  marvelous  six  cylinder,  giving 
unbounded  flexibility  and  "power  to  burn."  It  has  electric  lighting  and  starter  (being 
equipped  with  a  Gray  &  Davis  system  throughout),  a  Rayfield  double  jet  carbure- 
tor, pressure  feed  gasoline  system,  high  tension  Bosch  magneto,  centrifugal  pump 
cooling  system,  Mercedes  type  honeycomb  radiator,  etc.,  etc.,  in  fact  everything  to 
make  the  Chandler  Cabriolet  an  ideal  car  for  the  man  who  wants  one  that  is  up  to  date 
in  every  particular  and  that  will  stand  the  road  305  days  a  year. 
This  car  can  he  bought  complete  for  $2 1 50  from 

THE    BRINTNELL   MOTOR    CAR    LTD.,  419  Queen  St.  West,  Toronto 


When  writing  advertisers,   please   mention   The   Hospital   World. 


Nov.,   1915 


THE  HOSPITAL  WORLD 


Fires  in  Hospitals  Should  be  Impossible 

IN  view  of  certain  recent  conflagrations  in  one  or  two  Public  Institutions 
in  Ontario,  it  is  important  that  Hospital  Superintendents  should  know 
that  such  occurrences  can  be  prevented — for  instance,  the  use  of 

Fire -Proof  Doors 

has  been  proven  to  be  the  means  of  preventing  small  fires  from  spreading 
and  saving  many  lives  that  would  otherwise  be  snuffed  out. 

If  hospital  authorities  want  doors  that  will  stand  as  a  wall  against  the 
most  intense  heat 

Specify  Lion  Standard  Fire  Doors 

They  are  regularly  inspected  and  labelled  under  the  supervision  of  The 
Underwriters.'  Laboratories  Inc.,  and  equipped  with  approved  hardware 
accepted  by  Underwriters. 

DOUGLAS   BROS.,  Limited 


TORONTO 


MONTREAL 


.REG  ..TRAM 


JUNE:25-I2 


There  is  no  cleansine  preparation  better  suited  for 
use  in  an  institution  than 

IMPERIAL  CLEANER 

It  is  ideal  for  use  inUhe  Pantry,  the  Hospital  Ward, 
the  Operating  Theatre,  in  fact  anywhere  in  the  build- 
ing. IMPERIAL  CLEANER  will  quickly  and  effec- 
tively cleanse  pus  basins,  operatine  tables;  painted 
walls,  woodwork,  baseboards  and  furniture.  Order  it 
and  you  will  not  be  disappointed. 

The  Standard  Cleaning  Products  Ltd. 

Sole   Manufacturers' 

Cor.  August  &  Bailie  Sts.  HAMILTON.  ONT. 


is  an  effective  oral  pro- 
piiylactic  for  patients' 
use  in  retarding  tartar 
formation  on  tlie  teetli 
and  in  allaying  inflam- 
mation of  the  gum 
tissues. 

Our  research  department  and 
professional  staff  have,  for  eight 
years,  devoted  their  entire  time 
to  the  pathology,  bacteriology, 
prevention  and  treatment  of 
pyorrhea  and  are  always  pleased 
to  correspond  with  physicians 
interested  in  the  subject. 

The  Dentinol  &  Pyorrhocide  Co. 

110-112  West  40th  street    -    New  York  City 
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OLD   TYME 

PURE   SAP 

MAPLE  SYRUP 

LION    BRAND 

MAPLE  BUTTER 

Two  Pure  Maple  Specialties  of  Excellent  Quality 

SOLD    EVERYWHERE 

MAPLES  LIMITED,  Toronto 


Burial  Vaults  of  Cast  Stone 

♦I  An  Inexpensive  and  Sani- 
tary Necessity. 

([  These  vaults  being  her- 
metically sealed,  impervious 
to  air  and  moisture,  and  un- 
affected by  chemical  actions 
are  indestructible  and  per- 
fectly sanitary. 

^  The  surrounding  soil  and 
water     are     not     polluted     or 

infected  and   dangers   of   disease  from   this   source   are,  by  the  use  of  these 

vaults,  wholly  avoided. 

^   We  manufacture  these  vaults  at  prices  within  the  means  of  all,  and  have 
always  a  large  supply  on  hand. 

The  Toronto  Cast  Stone  Works 

Yonge  and  St.  Clair  Avenue,  Toronto 
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THE  WORLD'S  BEST 
HOSPITAL  BEDS 

IN  the  greatest  hospitals  and  institutions  throughout 
the  world  you  will  find  Hoskins'  famous  Beds.  They 
are  recognized  by  doctors  and  experts  everywhere,  as 
the  ideal  beds  for  hospital  use. 

^  An  experience  of  more  than  60  years  in  the  manu- 
facturing of  bedsteads  has  enabled  us  to  bring  them  to 
as  near  perfection  as  it  is  possible.  Not  only  are  we  the 
largest  makers  of  metallic  bedsteads  in  the  United 
Kingdom,  but  we  are  the  only  firm  which  makes  every 
component  part — a  fact  which  gives  us  a  unique  ad- 
vantage over  our  competitors. 

^  Hoskins'  Beds  are  made  to  withstand  the  efl^ects  of 
eferi/ climate.  They  are  perfectly  hygienic.  Every  corner 
is  rounded  and  every  casting  smooth,  so  that  there  can  be 
no  accumulation  of  dirt.  Every  detail  in  the  construction 
of  Hoskins'  Beds  receives  the  deep  consideration  of  ex- 
perienced experts  to  ensure  perfection.  Many  patented 
attachments  are  used  which  you  cannot  obtain  in  any 
other  beds. 

^  Hoskins'  Beds  are  made  in  a  great  many  difTerent  de- 
signs and  sizes.  There  is  a  bed  to  suit  every  case.  The 
"  JAMES  "  Patented  Bedstead  is  a  splendid  example 
of  Hoskins'  work.  Specially  made  for  tuberculosis 
patients,  it  can  be  wheeled  about  with  perfect  ease.  It 
is  strongly  made,  and  it  is  of  a  neat  design. 

Our  Free  Catalogue  will  give  you  full  information  and 
specifications.       Send  for  it  now.       A  post  card  will  do. 

HOSKINS    &    SEWELL    LTD. 

BORDESLEY,  BIRMINGHAM 


AGENTS  IN  CANADA 

Messrs.  F.  G.  Soper  Co.,  Lauehton  Avenue,  Toronto 

Messrs.  H.  F.  Moulden  &  Son,  Travellers*  Buildings,  Winnipeg 

Messrs.  Morris  Bros.,  Vancouver,  B.C. 
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PHOTOS    OF     FUNERAL     CHAPEL     AND    MOTOR     HEARSE     WITH 

HANDSOMELY     EQUIPPED     LIMOUSINES    FOR    PRIVATE 

AND    PUBLIC     FUNERALS 

Charge  Not  Exceeding  that  of  horse  drawn  vehicles. 
Private  Motor  Ambulance 

MOTORS   DIRECT  TO   FOREST  LAWN    MAUSOLEUM 


A.  W.  MILES 

Funeral  Director    -    396  College  St. 


Phone  C.  1752 


Phone  C.  2757 


Toronto,  Canada 
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Invalid  Chairs  and  Tricycles 

OF  EVERY  DESCRIPTION 

This  has  been  our  study  for  thirty-five  years.  We  build  chairs 
that  suit  the  reguirements  of  any  case.  If  your  dealer  cannot 
supply  you,  write  us  direct  for  catalogue  No.  80,  and  prices. 


GENDRON  WHEEL  CO., 


-TOLEDO,  O.,  U.S.A. 


^ahc\reso^u^ 


for  Whooping  Cough,   Spasmodic 

Croup,  Bronchitis,  Broncho 
Pneumonia,  Asthma,  Sore  Throat 

and  the  bronchial  complications  infident 
to  Scarlet  Fever  and  Measlcs^ 


Vaporized  Cresolene  is  destructive  to  Diphtheria  bacilli  and  may  be 
advantageously  used  in  connection  with  the  treatment  of  this  disease 

Cresolene  ha.s  twice  the  germicidal  value  of  carbolic  acid  and  is  less 
toxic.  The  vapor  is  harmless  to  the  youngest  child.  The  accompany- 
ing vaporizer  offers  a  means  of  easy  and  prolonged  treatment. 

Let  us  send  you  our  descriptive  and  test  booklet  which  gives  liberal  sample  offer. 

THP   VAPn   rnrCni  FNP   Ct\      ^^  CortUndt  street,  DEW  VORK 
inC    T/\rU-l..I\EiOUL.E,nEi  W3.,  Leemlnc-Mtles  Bulldlnc,  .Montrrsl,  Ciin«da 


"AN  OUNCE  OF  PREVENTION   IS 
WORTH    A   POUND    OF    CURE" 

bul  with  every  care 

Accidents  and  Sickness 

will  occur. 

Doctor,   why  take  chances  of  loss  of  income   by  reason  of 
accident  and  sickness,  when  you  can  be  amply  protected? 

A  Good  Prescription 

is 

An  Insurance  Policy. 

in 

THE    GENERAL    ACCIDENT   ASSURANCE    COMPANY 

Head  Office — Continental  Life  Building,  Toronto 

Peleg  Howland,  Esq.,  President  Jno.   J.   Durance,  Manager 
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A  Strictly 
Sanitary  Laundry 

Two  of  our  strong  points  are: 

1st.  We  will  not  accept  laundry 
from  any  place  where  there 
is  contagious  disease. 

2nd.  Our  prompt  delivery. 

Ever  go  to  dress  and  find 
that  CLEAN  LINEN  you 
counted    on     hadn't    come  ? 

No  trouble  like  that  with 
the  Yorkville  Laundry 
Prompt  delivery  is  an  ab- 
solute    rule    with    us. 

Yorkville  Laundry 

45  Elm  St.,  Toronto       Phone  M.  1589 


Physicians'  Garage. 


Medical  men  should  know  that 

The  Century  Garage 

44  Carlton  Street,  Toronto 

has  ample  accommodation  tor 
Doctors'  cars,  where  they  can  be 
garaged  at  very  reasonable  rates, 
washed,  polished  and  superintended 
by  an  expert  mechanic.  THE 
CENTURY  GARAGE  attends  to  all 
over-hauling  and  painting  at  the 
most  reasonable  prices.  .  All  work 
guaranteed. 

Remember  the 

Telephone    No.,    North  8031 
GEORGE    SHER,   Proprietor 


Physician's  Scale. 

Designed  especially  for  use  in  Hospitals, 

in   offices   of  physicians.     Something  that  is 

essential    in  connection    with    every    private 
bathroom. 

Scale  is  ordinarily  finished  black,  with  bronze 
ornamentation,  but  is  also  furnished  in  Hffht  colors, 
elaborately  ornamented,  with  nickel-plated  beam 
Scale  is  furnished  w^ith  or  without  measuring  rod 
as  desired.    Write  for  prices. 

GURNEY  SCALE  CO. 

HAMILTON,  ONT. 
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While  it  is  true  that  a  most  grati- 
fying reception  is  being  given 
all  over  the  civilized  world  to 


"The  hood  that  Builds  Bonnie  Babies" 

as  an  infant  food  of  the  highest  possible  quaHty, 
its  wonderful  qualities  as  a  restorative  of  great 
merit  in  convalescence  after  operations  should 
not  be  overlooked. 

Its  positive  sterility,  and  the  ease  with  which  it 
may  be  digested  by  the  youngest  infant,  and  its 
absolute  freedom  from  all  adulterants,  are  also 
its  claims  to  recognition  as  a  valuable  adjunct  in 
the  successful  building  up  of  impaired  and  weak 
digestions  and  as  a  promoter  of  that  restful  and 
health-bringing  sleep  which  follows  the  complete 
assimilation  of  a  light  and  highly  nutritive  diet. 
As  such  we  commend  it  to  the  favorable  notice 
of  both  Doctor  and  Nurse. 

Glaxo  is  manufactured  in  New  Zealand, 
the  finest  dairying  country  in  the  world, 
and  is  composed  entirely  of  the  solids  of 
the  finest   tested   milk  and  cream. 

Nothing  more  is  necessary  —  Nothing 
more  is  added  1 

Free  samples  on  request  to 


Canadian  Office  : 
418   DOMINION    BANK    BLDG. 


TORONTO 


GARBAGE    INCINERATORS 

of  the  "HEENAN"  Type 

For  use  in  hospitals 

economical- 
No  fuel  required  but  the  refuse  itself. 

SANITARY— 

Garbage,  etc.,  burned  at  a  high  temperature,  emitting  no 
odours  or  nuisance  of  any  kind. 

Sample  mstallaiion  in  the  nem  Toronto  General  Hospital. 
Write  for  descriptive  literature  to 

Heenan  &  Froude  of  Canada,  Ltd. 

LAURIE   &    LAMB.   Managers 

211  Board  of  Trade  -  -  -  MONTREAL 


PHILLIPS'  MILK  OF  MAGNESIA 

"  The  Perfect  Antacid" 

For    Correcting    Hyperacid    Conditions — Local    or    Systemic.       Vehicle    for    Salicylates, 

Iodides,  Balsams.  Etc. 
Of  Advantage   in  Neutralizing  the  Acid  of  Cows'  Milk   for  Infant  and  Invalid   Feeding. 


Phillips'  Phospho-Muriate 
of  Quinine  compound 

Non-Alcoholic   Tonic  and  Reconstructive 

^rt'ltn   Marked  Beneficial   Action  upon   the  Nervous  System.      To  be  relied   upon  where 
a   deficiency   of  the   Phosphates   is  evident. 

THE  CHAS.  H.  PHILLIPS  CHEMICAL  CO. 

LONDON     •     NEW  YORK 

Canadian    Representatives  :    The  Wingate    Chemical    Co.,  Ltd.,    545    Notre    Dame    W., 
Montreal,  who  will   he  pleased   to   send  samples  upon  request. 


AMHif?' 


THE 


COPY 


IHOSPITAL  WORLD 


(incorporating  The  Journal  of  Pravantlvo    Medicine  and  Sociology) 

THE     OFFICIAL     ORGAN 


OF 


THE  CANADIAN    HOSPITAL   ASSOCIATION 


Vol.  VIII  (XIX)     Toronto,  December,  1915 


No.  6 


CONTENTS 


EDITORIALS. 

A    New    Departuru     I(i9 

Kecent   Hospital   War   Notes    172 

ORIGINAL     CONTRIBUTIONS. 

Little  Journeys.  By  Dr.  John  N.  K- 
Urown,  Superintendent,  Henry  Ford 
Hospital,    Detroit     175 


Fire  Protection  and  Prevention  in  Old 
Hospitals.  By  John  JVI.  Peters,  M.D., 
Superintendent,  Rhode  Island  Hos- 
pital,  Providence.   R.I 182 

ITEMS. 

W'ellesley    Hospital,    Toronto    203 

Hamilton's    New    Hospital    204 

Edith   Cavell   Home    for  Nurses 205 


Si 


SVRURUS 

HVPORHOSRHHUM 

FEUUOWS 

One  of  the  most  efficient,  most  complete,  and 
best  all-round  Tonics  in  the  Materia  Medica! 


FOR  FOUR  AND  A  HALF  DECADES  ITS  REPUTATION 
HAS  BEEN  CONSTANTLY  INCREASING! 


Reject 


< 


Cheap  and  Ineffident  Substitute* 
Preparations  "Just  as  Good** 


Entered  accordinc  to  Act  of  the   Parliament  of   Canada,  in  the  ycai  one  thousand  nine  hundred  and  twslv* 
bir  the  Publilhers  at  the  Department  of  Asriculture     All  rights  reserved. 

IICDSX   TO   ASTBRTISSBa,  Faff*  ZTX. 


LISTERINE 

A  safe,  non-poisonous,  unirritating  antiseptic  solution 

LISTERINE  embodies  a  two-fold  antiseptic  effect,  in  that  after  the  evaporation  of  its 
volatile  constituents — thyme,  eucalyptus,  mentha,  gaultheria  and  ethyl  alco- 
hol— a  film  of  boracic  and  benzoic  acids  remains  upon  the  surface  to  which 
Listerine   has   been    applied,  affording   more  prolon-jed  antiseptic  protection. 

LISTERINE  is  a  trustworthy  surgical  dressing  ;  it  has  no  injurious  effect  upon  the  tissues  in 
which  the  healing  process  is  going  on. 

LISTERINE  in  proper  dilution  is  useful  in  the  treatment  of  abnormal  conditions  of  the 
mucosa  and  forms  a  suitable  wash,  gargle  or  douche  in  catarrhal  conditions  of 
the  nose  and  threat. 

LISTERINE  in  teaspoonful  doses  will  often  afford  relief  in  fermentative  dyspepsia  and  is 
largely  prescribed,  with  excellent  results,  in  the  various  forms  of  diarrhoea 
occurring  in  infants  and  adults. 

LISTERINE  literature,  including  special  pamphlets  upon  Disorders  of  Digestion  and 
Respir<itor\)    Diseases,    may    be    had,    by    physicians,    upon    application    to 

LAMBERT   PHARMACAL   COMPANY 
2101   Locust  Street  St.  Louis,  Mo. 


^ 

Walk-Over  Shoes 

1 

>^^                  Correct  Foot  Troubles  in  a 
i                 Natural,  Comfortable  Way 

w 

r 

_    A      /T^HE   WALK-OVER    BOOT  SHOP  makes  a  specially 
y<^iA         1     of  fitting  shoes  to  deformed  or  abnormal  feet.  A  wide  range 
^   y             of  over  twenty  lasts  and  at  least  112  sizes  in  each  last 
W^     makes  it  possible  for  us  to  fit  almost  any   foot,  even   though 
badly  deformed,  with  a  stylish  and  comfortable  shoe. 

Ilk 

The  doctor  in  charge  of  our  Orthopedic   Depart- 
J                                ment    is    expert    in   the  fitting  of  arch    supports, 
1                         M     made-to-ordcr    shoes,   etc.,  and  gU.dly  gives  free 
j^     consultation  and  advice. 

'  // 

ij"/                          Self-measuring  FOOTOGRAPH    charts  will   be 
7 '';                             mailed  to  out-of-town  customers  who  do  not  find  it 
'y                   \          convenient  to  visit  the  store.     Full  directions  with 
/                     \        each  chart. 

^^d        WALK-OVER 
^y        BOOT  SHOP 

^CPLKIIIiCOlM           290  YONGE  STREET      -      TORONTO 

«                                           Also  at  521  -St.  Catherine  St.,  Montreal 

IMHAKKiWPAlO 
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Ether  for  Anaesthesia 

HARTZ 

AN  ETHER  SPECIALLY  PREPARED 
AND  PURIFIED  FOR  ANAESTHESIA 

By  a  new  process  invented  by 
PROF.  G.  MICHAELIS 

This  new  process  enables  us  to  place  with  the 
Profession  an  Ether  far  superior  to  any  Ether  hereto- 
fore sold.  By  it,  impurities,  which  have  up  to  the 
present  been  found  in  small  quantities  in  the  best 
ethers,  have  been  entirely  eliminated. 

A  SIMPLE  TEST  MAY  BE  APPLIED  TO 
PROVE  THE  SUPERIORITY  OF  OUR  ETHER 

If  10-CC  of  our  Ether  be  shaken  with  1-CC  of  Nessler's 
reagent,  the  reagent  will  not  show  more  than  a  faint 
opalescence  ;  while  if  the  same  test  is  applied  to  other 
ethers  the  reagent  will  at  once  turn  dark,  due  to  the 
impurities  which  they  contain. 

We  Guarantee  the  Quality  of  Our  Ether 
and  Solicit   Your   Trial  Order 

SPECIAL  HOSPITAL  PRICES  FOR  QUANTITY 

THE  J.  F.  HARTZ  CO.,  LTD. 

Physicians'  and  Hospital  Supplies 

TORONTO  CANADA 
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PARTICULARLY  SUITABLE   FOR   HOSPITALS 


^:;:3 


It  is  absolutely  essential  that  a  Hospital  have  a  satisfactory 
floor.  For  that  reason,  the  particular  attention  of  Hospital 
Trustees  and  Superintendents  is  called  to 

The  "  Simplex"  Brand  of  Fire  Proof  Flooring 

This  is  just  what  should  (and  will  eventually)  be 
used  in  all  Public  Institutions.  It  is  far  superior  to 
anything  else  in  the  same  line  The  "SIMPLEX" 
Floor  can  be  laid  without  in  any  way  interfering 
with  the  plasterers  or  other  trades  while  at  work  in 
the  buildinor.  When  the  mechanics  are  through. 
we  do  the  s-crapine  and  polishing  with  our  patented 
machines  (as  here  illustrated),  leaving  an  ideal 
floor,  attractive  to  the  eye  and  ready  for  the  heavi- 
est traffic  for  many  years  to  come. 
We  are  the  manufacturers  also  of 

The  End-Block  Flooring 

a  floor  for  Institutions  second  to  none  in  the 
world.  This  can  be  laid  complete  for  $1.00  a  square 
foot.  Each  block  is  boiled  in  a  preparation  which 
makes  the  flooring  damp-proof  and  fire-proof,  is  sunk 
and  locked  in  concrete  and  finished,  leaving  a 
floor  infinitely  superior  to  any  other  make. 


Simplex  Floor  Finishing  Appliance  Co.,    H^;^* 


Montreal 


LIMITED 
Toronto 


Ottawa 


WATER-PROOF 


^ 


STORK  HOSPITAL 
SHEETING 

Absolutely  Waterproof 
but  not  Rubber 

It  embodies  all  of  the  pod  features  of  rubber  and  is  absolutely  free  from 
the  bad.  Rubber  has  its  disadvantages,  beinji  heavy  as  well  as  drawing  and 
irritatmg  the  body.  It  is  cold  and  clainniy,  deteriorates  with  age  ;  is  hard 
stiff  and  difficult  to  handle.  Stork  Sheeting  is  free  from  all  these 
disagreeable  features.  It  is  white,  soft,  light,  pliable,  durable,  odorless  and 
aseptic.  It  bends  readily  and  can  be  sewed  or  worked  as  easily  as  any  sheeting. 
It  can  be  easily  cleansed  and  stands  hot  water  ;  in  short  it  is  far  superior  to 

.  any  other  waterproof   fabric  on   the  market  and  is  the  only  satisfactory 

"  sheeting  to  use  where  a  waterproof  sheeting  is  required. 

Lightweight,  36  inch,  $1.25  yard  ;  Heavyweight,  36  inch,  $IA6. 

If  your  dealer  does  not  sell  it,  send  to 

FLETT-LOWNDES  &  CO.,  Limited 

TORONTO 
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OPERATING    GOWNS 
PATIENTS'  GOWNS- 
SLEEPING   SUITS 
DOCTORS'  DUCK  SUITS 
ORDERLY  UNIFORMS 

We  are  Specialists  in  Hospital  Linen 
Requirements,  and  have  equipped  the. 
Leading  Hospitals  in  Canada. 

LET  US  RELIEVE  YOU  OF 
YOUR  LINEN  WORRIESI 


The  Miller  Mfg.Co.  Limited 

44-46  YORK  ST.  (Near  Front) 
TORONTO       -        -       ONT. 


The  very  thing  for  Hospitals 

The  special  attention  of  Hospital 
Superintendents  is  called  to  the 

ROUSSEL  WIND  AND  DUST 
PROOF  REVOLVING  WINDOW 

Nothing  could  be  more  suitable  for 
an     Institution,    as     this     window 

1 .  Guarantees  the  freest  ventilation 

2.  Is  absolutely  dust  and  wind  proof. 

3.  Gives  the  most  perfect  safety  to  the 
window  cleaner,  preventing  injury  and 
possible  death. 

4.  Is  a  great  money  saver  in  fuel. 

5.  Can  be  installed  in  old  or  new,  wood 
or  metal  frames. 

These  points  should  not  be  overlooked  by  a 
Hospital  Superintendent  in  putting  up  a  new 
building  or  wing. 

Full  information  from 

L  J.  ROUSSEL  &  SON 


7B  Nightingale  St. 


Hamilton,  Ont. 
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Dumb  Waiters 


Roelofson  self -restraining 
Dumb  Waiters  are  fast 
replacing  the  old  styles. 


They  are  so  constructed  that 
they  will  hold  the  car  station- 
ary at  any  point  desired  with- 
out the  use  of  brake  or  rope 
clamp. 

We  will  furnish  drawings  and 
estimates  of  cost  for  special 
machmes  to  be  used  as  wall 
hoists,  freight  or  invalid  ele- 
vators. 


■  Roelofson  Elevator  Works 
OAI.T     ONT. 


Ideal  Illumination  for  a  Hospital 

If  there  is  a  building  that  should  have  as  nearly  as  possible  a 
perfect  system  of  lighting,  it  is  a  hospital  or  sanatorium.  How 
often  it  occurs  that  a  surgeon,  in  operating  after  dark,  is  con- 
fused by  the  unsatisfactory  lighting  in  the  operating  theatre, 
and  medical  practitioners  know  well  of  most  distressing  cases 
of  eyestrain  due  to  defective  illumination.  The  James  Devon- 
shire, Limited,  166  Bay  Street,  Toronto,  are  Canadian  agents 
.for  the  Alexalite  System  of  Lighting,  which  is  ideal  for  use 
where  the  human  eyesight  is  to  be  preserved  from  not  only 
fatigue,  but  permanent  injury  as  well,  and  also  where  every- 
thing should  be  distinguished  in  its  true  relationship  as  in  an 
operating  room.  This  can  be  only  done  by  removing  all  spots 
of  light  from  the  normal  range  of  vision,  thus  effectually  screen- 
ing the  eye  from  the  actual  source  of  light.  This  is  accom- 
plished by  the  Alexalite  system,  which  illuminates  the  object 
seen  with  an  even  intensity  of  light  at  all  points,  causing  a  feel- 
ing of  restfulness  and  preventing  any  struggle  on  the  part  of 
the  human  eye  to  avoid  a  glare.  As  is  well  known,  the  best 
daylight  is  on  a  bright  day  with  the  sun  obscured  by  a  cloud, 
showing  the  value  of  indirect  light.  This  is  afforded  only  by 
the  Alexalite  system.  It  is  for  these  reasons  that  hospital 
authorities  and  physicians  should  investigate  this  system  first. 
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THE  "TARBOX"  DRY-DUSTING  MOPS 

Chemically    Treated  — No    Oil    to     Soil- 
Destroy  Nothing  Except  the  Drudgery  of  the 

DAILY  DUSTING 

The  chemical  action  causes  the  Mop  to  absorb  just  sufficient 
dampness  from  the  Atmosphere  to  collect  and  hold  the  dust 
while  working — Do  not  flit  the  dust — Do  not  smear  or  dissolve 
the  floor  wax  as  oils  do. 

"  Tarbox  "  Dry-Dusting  Mops  are  not  Dry  Mops. 
Note  the  distinction. 

The  whole  room  may  be  dusted 
without  fear  of  smearing  or  soil- 
ing anything — Paper,  Bases  or 
Mats. 

Every  dusting  adds  that  desired 
sheen  to  waxed  floors. 

The  essential  chemical  used  is 
a  germicide. 

Made  in  Canada 
Sold  in  Foreigrn  Countries 

Manufactured  by   TARBOX  BROS.,  TORONTO,  CANADA 

Sole  Factors  for  the  United  Kingdoms  :  J.  &  A.   McFarlane,  Ltd.,   Glasgow,   Scotland 


Members  of 

THE  MEDICAL  PROFESSION 

desirous  of  getting  rid  of  the  worry  of  book- 
keeping and  who  have  not  had  the  time  to  give 
the  attention  necessary  for  the  successful  collec- 
tion   of    their    accounts,    should    call    upon 

H.  R.  Heyes  &  Company 

59  YONGE  ST.,  TORONTO 

Messrs.  Heyes  &  Co.  are  prepared  to  attend  to  all  such 
details,  not  only  the  actual  collection  of  the  accounts  ;  but, 
through  a  special  system  of  their  own,  attend  to  all  book-keeping 
and  records,  mailing  of  monthly  statements,  etc.,  etc. 

The  firm  will  be  very  •  glad  to  hear  from  physicians,  and,  on 
receipt  of  a  post  card  or  phone  message,  will  call  upon  the  Doctor 
at  his  office  at  any  convenient  hour. 

The  Telephone  No.  is  "M.  4962" 
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SILVERWARE 

OF   AN   ABSOLUTELY  GUARANTEED   QUALITY,  SUITABLE   FOR 

Hospital,  Hotel,  Club,  Steamboat  and  Dining  Car  Purposes 

IS  A  SPECIALTY  WITH  US 

If   Interested    "Write   for   Particulars 

CANADIAN    WM.    A.    ROGERS,  LIMITED 

Factories  and  Sales  Rooms,  West  King  Street,  Toronto 
Branch  Sales  Rooms,  Hammond  Bldg.,  Albert  St.,  Winnipeg,  Man. 


HOSPITAL  EFFICIENCY 

Heating  and  Ventilating  cannot  be 
made  an  entire  success  in  the  Hospital 
unless  the  efficient  "/Cei7/iFan"is  used. 

This  Fan  is  made  to  meet  tnfe 
severest  requirements  of  operation, 
producing  a  constant  temperature  and 
varied  air  volume  according  to  your 
needs.  It  is  built  and  constructed  under 
the  latest  and  most  approved  plan  and 
in  addition  commends  itself  to  the 
economical  on  account  of  its  service 
and  durability. 

5ee  our  new  Catalogue  No.  55. 

Sheldons  Limited,  Gait,  Ont. 

TORONTO  OFFICE,  609  KENT  BUILDING 

AGENTS  : 
Messrs.  Ross  &  Greis,  412  St.  James  St.,  Montreal,  Que. 
Messrs.' Walkers  Ltd.,  261  Stanley  St.,  WinnipeK,  Man. 

Messrs.  Gorman,  Glancey  &  Grindley  Ltd.,  Calsrary  and  Edmonton,  Alta. 
Messrs.  Robt    Hamilton  &  Co  ,  Ltd.,  Vancouver    B.C.,  (Bank  of  Ottawa  Bldg.) 


When    writing   advertisers,    please   mention    The    Hospital    World. 
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Attention  of  Canadian  Hospitals 


We  are 
manufactur- 
ers of  Metal 

Hospital 

Furniture 

of  all  kinds. 

Wheel 
Apparatuses 

Cabinets 
Screens,  etc. 


No  matter 
how  small 
your  re- 
quirements, 
let  us  have  a 
chance  to 
give  you  a 
price. 


CANADA  FIRST 


THE  METAL  CRAFT  CO. 

GRIMSBY,  ONTARIO,  CANADA 


J.  C.  Vancamp 

30  BloorSt.  West,  Toronto 

FUNERAL  DIRECTOR 
AND  EMBALMER 


Motor  equipment  if  desired. 
PHONE   N  OR  TH   702 


Papshe 

^^      ^  THt  MODERN 


5AFETYPIN 

Will  not 
pull  Out 
inU^e 


STIFF 
g5TR0NG 
;^'C0ILLE5S 

THE  ONLY 
SAEETY  WN  MADE. 
'THAT  CANNOT  CATCH  IN  THt  FABRIC 

JUOSON  PIN  CAM  r&RS    IMCmcstcm.  m.v. 

d(bjf«lfe  IOirr«nklmSLN-Y.  Ojyrorrivcc  ^M<>i.u. 


Bassinet, 
Crib 
Play  Pea 


instantly 
to  carry 
anywhere 


Mr.  Hospital  Superintendent,  it  is  hardly 
possible  for  you  to  realize  the  amount  of 
time  and  labor  on  the  part  of  your  nurses 
that  ivould  be  saved  if  you  \vere  to  adopt 
in  your  wards 

THE   KIDDIE-KOOP 

It  is  an  ideal  BASSINETTE,  SAFETY  CRIB. 

PLAY-PEN  and  CARETAKER  cleverly  com- 
bined in  one  article.  The  frame  is  white  enam- 
elled wood,  with  sides  of  silver-finished,  rust- 
proof 'wire  screening,  making  it  absolutely  fly 
and  mosquito  proof.  It  weighs  35  lbs.  complete, 
and  folds  in  a  second  a  time  to  a  ^vtdth  of  7  inches. 
with  spring,  mattress  and  bedding  all  folded  to- 
gether. It  remains  stationary  w^herever  placed, 
due  to  the  swivel  fork  wheels,  an  exclusive  feature 
in  the  K.K.  The  Kiddie-Koop  has  been  adopted 
in  many  American  Hospitals,  and  should  be  in 
every  Children's  Hospital  in  Canada. 
Made   only   by 

LEA-TRIMBLE  MFG.  CO. 
320  Dominion  Bank  Bldg.,  Toronto 

Write  for  particulars  of  our  trial  offer 
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DOCTORS  AND  NURSES  KNOW 


unminji/ 


how  important   it  is  to  keep  the   temperature   o' 
The  Sick  Room  equable  and  free  from  draft. 

This   15   .specially  the   case   at    this   season   of   th. 
year.     The  attention  of  The  Medical  Profession  i. 

called  to 

IDEAL 

WEATHER 

STRIP 

for  this  purpose. 
It  can  be  equip- 
ped to  any  door. 
new  or  old,  and 
absolutely  stops 
all  draft.  It  will 
save  coal  and 
make  a  room  that 
has  al'ways  been 
uncomfortable 
the  acme  of  pleas- 
ure. Physicians 
will  consult  their 
O'wn  a  nd  their 
patients  inter- 
ests by  recom- 
mending  the   use 

of   IDEAL 
WEATHER 
STRIP 

Address 

The  Ideal  Weather  Strip  Co. 


103  Eaton  Avenue 


Toronto 


Telephone  Gerrard  3308 


Pnysicians    should     always    remember 
that  by  the  use  of 

THE  DELANEY  DUSTLESS  AND 
FIREPROOF  SIFTER 

all  further  trouble  from  dust  in  the  house- 
hold is  eliminated,  no  more  Bronchial 
Coughs  from  dust  in  the  sleeping  rooms  as 
the  atmosphere  of  the  house  is  sweet  and 
clean.  The  publishers  of  this  Journal  re- 
commend the  adoption  of  The  Delaney 
Dustless  Sifter  as  a  sanitary  measure. 

W.  H.  DELANEY 
89  West  Marion  St.        -       -         Toronto 

Phone  Park  4992. 


The  Mudlavia   Treatment 

Is  recommended  for  the  relief  of 

Chronic    Rheumatism,  Gout, 
Arthritis     Deormans     and     Neuritis 

Dr.  George  F.  Butler,  our  Medical  Director,  invites 
the  co-operation  and  confidence  of  the  family  physician 
who  sends  patients  to  Mudlavia.  The  dietetic  depart- 
ment is  in  charge  of  one  of  the  most  skilled  dietitians 
in  the  United  States. 

Send  for  the  "Mudlavia  Blue  Book  for  Physicians." 
For  rates  and  other  information  address 

R.  B.  KRAMER 
General  Manager  Mudlavia    -     -     KRAMER,  IND. 

Our  Railroad  Station  is  .Attica,  Ind. 


Prominent  physicians  and 
gynecologists  everywhere 
recommend  the  MARVEL 
Syringe  in  cases  of  Leu- 
corrhea, Vaginitis  and  other 
Vaginal  diseases.  It  al- 
ways gives  satisfaction. 


All  Druggists  and  Dealers 
in  Surgical  Instruments  sell 
it.     For  literature,  address 

MARVEL  COMPANY 

44  E.  23rd  Street,  NEW  YORK 


The  Peculiar  Advantage 

of  the 

Marvel  "Whirling 
Spray"  Syringe 

is  that  The  Marvel,  by  its 
Centrifugal  action,  dilates 
and  flushes  the  vaginal  passage 
with  a  volume  of  whirling 
fluid,  which  smooths  out  the 
folds  and  permits  the  injec- 
tion to  come  in  contact  with 
its  entire  sur- 
face. 

The  Marvel  Company 
was  awarded  the  Gold 
Medal,  Diploma  and 
Certificate  of  Appro- 
bation by  the  Societe 
D'Hyfiene  de  France, 
BtParis,Oct.  9,  1902. 
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■FALL  FEVERS- 


are  prevalent.  A  reliable  dis- 
infectant protects  the  home.  To 
disinfect  and  deodorize,  to  destroy 
germs  and  bad  odors  and  to  re- 
freshen the  sick  room,  PLATT'S 
CHLORIDES  has  been  en- 
dorsed by  the  medical  profession 
and  used  universally  in  hospitals 
and  homes  for  over  thirty-five 
years. 

"Piatt's 

i^hlorides 

TJtiG  Odorless 
IDisizirGctiaTili 

Two  Sizes— 25  and  50  cents. 
Sample  and  booklet  mailed  free  apon  request. 

HENRY  B.  PLATT, ''  '^y'V^.  ^t. 


DISREGARD  OPINIONS 

of  recognized  authorities! 
thatexhaustiveclinicaltests 
conclusively  prove  its  de= 
cidedly  superior  efficacy 
and 

JUDGE FORYOURSELF 

after  carefully  observing 
the  certain,  definite  action, 
the  natural  positive  results, 
why 

PLUTO 
WATER 


is  unhesitatingly  prescribed  by  practi- 
tioners everywhere  in  chronic  rheuma- 
tism, eout,  constipation,  obstinate 
intestinal  disturbances,  nephritis  and 
similarly  indicated  conditions.  Hy- 
eienically  bottled. 

-Samples,  clinical  data,  literature  in- 
terestingly descriptive  of  ttie  superior 
advantaffes  of  America's  famous  Spa, 
promptly  supplied  by 

FRENCH  LICK  SPRINGS  HOTEL  CO. 

French  Lick,  Indiana. 


When  puzzled  as  to  the  best  method  of 
treatment  in  a  case  of 

CHLOROSIS 

PERNICIOUS  ANAEMIA 
ACUTE  HAEMORRHAGE 

PASSIVE  ANAEMIA 

and  their  accompanying  symptoms, 
remember  tliat 

O'KEEFE'S  OLD  STOCK  ALE,  PILSENER, 
LAGER  and  EXTRA  MILD  STOUT  act  promptly. 
They  are  haematinics  of  the  highest  order,  and  will 
hasten  convalescence  in  many  of  the  worst  cases. 


When  writing  advertisers,   please  mention  The  Hospital  World. 
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The  Medical  Profession 
Can  Depend  Upon  It 

that  our  Products  are 

(a)  Absolutely  pure. 

(b)  Free  from  adulterants  of  any  kind. 

(c)  Entirely  harmless  to  the  digestion. 

We  invite  Physicians  to  call  and  look, 
over  our  Factory,  one  of  the  most 
sanitary  in  Canada.  Every  employee 
must  keep  himself  or  herself  spotlessly 
clean,  or  otherwise  are  not  allowed  to 
handle  any  article. 

CHICLETS 

will  be  found  to  be  a  valuable  ad- 
junct in  the  treatment  of  some  digestive 
disturbances,  their  use  stimulating  the 
secretion  of  ptyalin. 

Remember   that    our    watchwords    are 

PURITY    and 
SANITATION 

We    appreciate    the    endorsement   of    the    Profession. 

THE  CANADIAN  CHEWING  GUM  CO. 

TORONTO,  CANADA 

When   writing   advertisers,   please    mention    The    Hospital    World. 
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COWAN'S  COCOA 

IS  ABSOLUTELY  PURE 


As  a  sick-room  beverage 
Cowan's  Cocoa  is  highly 
recommended  on  account 
of  its  high  quality  and 
absolute  purity.  It  is  made 
of  the  best  selected  cocoa 
beans,  scientifically  blend- 
ed, and  contains  no  for- 
eign elements.  And  it  is 
prepared  in  a  large  modern 
factory  where  the  most 
sanitary  conditions  are 
maintained. 


THE  COWAN  CO.,  LIMITED 

TORONTO 


OUR  REFRIGERATING 
MACHINES 

Operated  in  hospitals  and  pub- 
lic institutions  have  a  prestige. 
For  reliability,  economy  and 
above  all,  lack  of  noise,  the 
Carbondale  System  is  worth 
investigation.  It  is  Fool  Proof. 
Can  be  added  to  present  povirer 
plant,  using  waste  exhaust 
steam  in  its  operation.  Let 
us  figure  on  your  requirements. 


The  Carbondale  Machine 
Company 

CARBONDALE,   PENN. 


TKe  Soap 
for  RealiK 


Better  to  be 

safe  than 

sorry — 

wash  with 

LIFEBUOY 
SOAP 

ITS  choice  oils 
give  a  smooth 
velvety  lather 
that  soothes  while 
it  cleansesthe  skin 
— Its  mild  carbolic 
solution  means  no 
germs.  The  odor 
does  not  cling,  but 
vanishes  a  few 
seconds  after  use. 

Grocers  sell  Lifebuoy 
Healthy  Soap 


1bl4 


U: 


^^; 


^^<y7^^. 


^' 
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To  Lysol  Buyers 


THE  attention  of  the  Hospitals  is  respectfully 
called  to  this  FACT,  that  when  in  need 
of  the  above  they  can  procure  an  aiticle 
identical  to  Lysol,  under  the  name  of  "  Solyol," 
which  is  manufactured  in  Canada  and  is  (i;uaranteed 
by  Bacterioloj^ical  and  all  other  tests  to  be  identical 
to  Lysol. 

They  ,ilso  manuf.icture  Polusterine,  the  only  non-poisonous 
disinfectant  on  the  m.irket  with  the  s.nme  Ryd.il  Walker  co- 
efficient as  the  above.  This  is  a  incdicinal  article  prepared 
from  the  essential  oil  of  the  pine  (Pinus  Palustri.s)  with 
Eucalyptol,  Oil  of  Thyme,  etc.;  is  miscible  in  water  to  any 
strength  desired  and  has  the  pleasant  odor  of  the  pine.  Will 
dry  up  Poison  hy  and  Scaly  F^czema  in  from  four  to  eight 
days.  Contains  neither  Soap  nor  Rosin.  Ideal  for  bathing 
patients  recovering  from  contagious  diseases. 

SAMPLES  AND  LITERATURE  WILL  CHEERFULLY 
BE    FURNISHED    ON    APPLICATION    TO  THE 


POLUSTERINE 


PRODUCTS  CO. 

Toronto,  Ont. 


OF  CANADA 


THE  BRANSTON  VIOLET  RAY  HIGH 

FREQUENCY    GENERATOR    Made  in  Canada 


A  Portable  High  Frequency  Outfit 
Extremely  Compact  and  of  High  Efficiency 

Our  Model  6  Generator  is  particularlv  well  designed 
for  the  physician  desiring  a  portable  High  Frequency 
Coil  giving  a  range  of  High  Frequency  suitable  for 
all  forms  of  treatment. 

The  coils  and  condenser  are  wound  to  give  a  current 
of  exceedingly  high  voltage  and  oscillation  and  at 
the  same  time  generate  sufficient  heat.  It  gives 
about  two  million  oscillations  or  vibrations  per 
second.  The  connecting  cords  and  insulated  handle 
are  sparkless.  It  can  be  regulated  to  give  any  strength 
of  current  desired  and  is  built  to  last  for  years.  The 
coils  are  impregnated  by  a  special  vacuum  process 
which  makes  a  burnout  practically  impossible. 
It  is  mounted  in  a  leather  covered  velvet  lined  case 
8  X  12  X  6  inches.  Ample  space  is  provided  for  ten 
electrodes,  handle,  conducting  cords,  etc. 

Full  descriptive  catalogue  and  prices  showing  our 
complete  line  of  machines  and  electrodes. 


CHAS. 


Manufactured  hy 

A.  BRANSTON  CO. 


Mode   6.  Operate  i  on  the  Electric 
LitrhtinK  Current. 


Offices  and  Factory  :  359  Yonge  Street 
Phone  Main  1212 

Canadian   Representatives    for    the    Celebrated 
White  Cross  Vibrators  and  Electric  Specialties 
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The  Largest  Hospitals 


have  proved 

^ullnetweiohT 

^FLOOR 
WAX 


Saves  money  and  labor,  giving  best 
satisfaction. 

Especially  adapted  for  cork 
linoleum,  composition  and  hard- 
wood floors. 

Write  for  prices  and  one  pound 
tin  free  for  trial. 

Manufactured  by 

COOKE  &  BOULTOH,  ^^lo^^fi^o'^l*,  ^ 


THE  WORDS  OF  A 
LEADING  PHYSICIAN 

^"^  I  nave  prescribed  Atbcy'e 
Eriervescent  Salt  for  otkers,  an  J 
used  it  in  my  cwn  case,  ana  nnd 
it  a  palatable  laxative,  free  in 
its  effects  from  any  disagreeable 
symptoms. 

It  is  particularly  suitable  for  cases 
of  sour  stomacK  and  Habitual  constipa- 
tion, and  may  be  used  continually  as 
an  agreeable  morning  draught  without 
danger  of  producing  any  remote  bad 
effects. 

"  The  most  effective  and  elegant 
aperient  for  clearing  the  gastro-intes- 
tinal  tract  is 

vescent^CU.V' 

25c.  and  60c.  at  all  dealers. 


A  Boon  to  Institution 
Laundries 

In  these  days  when  there  is  considerable 
trouble  in  reference  to  "  help ""  in  large 
Institutions,  any  effective  labor  saving 
device  is  more  than  welcome.  One  such 
device,  w^hich  will  make  laundry  work  in 
a  Hospital  easy,  is 

TORO  TABLETS 

Their  use  w^ill  be  found  a  boon,  rendering 
the  work  of  washing  far  more  effective 
and  easy.  The  TORO  TABLET  is  dis- 
infectant in  character,  so  that  no  matter 
how^  mixed  the  articles  of  clothing  may 
be,  or  how  soiled,  they  come  out  spotlessly 
white.  TORO  TABLETS  will  not 
injure  the  finest  fabric  and  no  scrubbing  is 
necessary.  One  tablet  of  TORO  and 
half-a-pound  of  soap  and  the  work  is  done. 
Hospitals  supplied  in  large  quantities  at 
low  prices. 

THE   TORO    TABLET^CO. 

BIRMINGHAM        -        ENGLAND 

Canadian  Office — 
11.1  RONCESVAULES  AVENUE,  TORONTO 


GASTROGEN 

TABLETS 

Correct 

ITfPERACIDITY 

Samp'e  On  Kequest 

'^rstcI'Myers  Co. 

Brooklyn,  N.  Y. 
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OKSCKll'lIiiN  IM  liDLL.— Ovir  5  feci  tall,  made  of  finely  woven 
stockinet.  Is  auiable.  waterproof  and  sanitary.  Has  copper  Reservoir 
which  has  three  tubes  leading  into  it.  correspondine  in  location  and 
size  to  the  urethra,  vaeinal  and  recta!  passaBC". 


The  Chase  Hospital  Doll 

For  Use  in  Training  Schools 

Adult  size,  also  infant  models,  2,  4 
and  lU  months,  and  4-year-old  sizes. 

Chase  dolls  are  well  made  of  cloth, 
jointed,  and  painted  with  waterproof 
jiaint,  with  internal  reservoirs. 

The  Value 

of  this  substitute  of  a  living  model  is 
found  in  the  inany  practical  lessons 
which  can  be  taught  in  the  class  room, 
such  as  handling  of  patients,  admin- 
istering enema,  douching,  probing  in 
the  ear  and  no.se  cavities — in  short, 
the  complete  care  of  the  patient. 


We  make  dolls  with- 
t>ut  reservoir  if  desired. 
Send  for  illustrated 
booklet  giving  full 
particulars . 


M.  J.  CHASE 

22  Park  Place,   Pawtucket,  R.I. 


HOSPITALS  SHOULD  NOTE 

that  we  are  prepared  to  absolutely  exterminate 

vermin  of  any  kind  from  Hospitals,  Asylums, 
Sanatoria,  or  Public  Institutions,  in  fact  from 
buildings  of  any  kind  whatsoever.  Our  process  is 
guaranteed.  The  gas  used  leaves  no  offensive 
odor  and  does  not  injure  the  most  delicate  fabric, 
so  that  no  redecorating  is  necessary.  Our  process 
has  been  adopted  in  some  of  the  largest 
Hospitals  in  the  United  States.  VV^e  give  a 
signed  contract  to  entirely  eradicate  all  vermin 
for  the  term  of  twelve  months.  Orders  given 
the  most  prompt  attention. 

THE  UNEEDA  EXTERMINATING  CO. 


163' u  Church  St.,  Toronto 


Telephone  Main  1980 
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INGRAM 
BELL, 

LIMITED 
TORONTO 

HOSPITAL  SUNDRIES 

Can  be  furnished  at  once  from  our  complete  stock 
of  botli  domestic  and  imported  goods. 

Our  Rubber  Gloves  are  made  from  finest  stock  of 
Para  Rubber  of  special  weight — smooth  or  pebbled 
— refer  page  38  our  new  Sundry  Catalogue. 

Our  Maroon  Rubber  Sheeting  has  been  tested 
from  coast  to  coast  and  proven  as  to  its  efficiency — 
see  page  38  our  New  Sundry  Catalogue. 


Enameled  Ware 
Glass  Ware 
Rubber  Goods 
Surgeons'  Gloves 
Thermometers 
Surgfical  Dressings 
Miscellaneous 

Supplies 

Check  the  item  in 
which  you  are  in- 
terested. Mail  this 
advertisement  to  uk 
and  we  wiU  promptly 
submit  samples  and 
prices. 


Don't  fail  to  get 
our  prices  on  all 
Hospital  Supplies. 


If  you  have  not  received 
our  new^  Sundry  Catalogue, 
please  advise  us. 


ASpecial 
S^Hospital 
Bed  Spring 

We  are  now  manufacturing  a 
bed  spring  that  is  especially 
adapted  to  hospital  work,  where 
comfort  and  durability  are  re- 
quired. 

This  special  bed  spring  is  tlie  most 
comfortable  on  tlie  marlset  and  will  out- 
wear a  dozen  woven  wire  bed  springs. 
Our  special  treatment  of  tiie  springs 
absolutely  prevents  sagging. 

FULL  INFORMATION  ON  REOtlEST 


Physicians  desirous  of  procuring 

A  Professional  Sign 

should  bear  in  mind  that 

J.  E.  RICHARDSON  &  CO. 

147  CHURCH  ST.  -  -  TORONTO 
are  HEADQUARTERS  for  Signs  of  every  des- 
cription, including  BRASS  PLATES,  EMBOSSED 
GLASS,  BRILLIANT  LETTERS,  etc. 

Give  them  a  call.  Phone  Main  7363. 


SAL  HEPATICA 

The  Ideal 

Saline 

Eliminant 

In 

Rheumatic 

Conditions 

Bristol' Myers  Co. 
New  York 
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Cooke   &   Boulton    13 
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Co 29 
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Dempster,    J.    C 25 

Denver    Chemical    Co....  27 
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Co 35 
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Douglas    Bros 35 

Electro-Surgical     Instru- 
ment  Co 17 
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Fellows    Co Front   cover 

Flexible    Conduit    Co....    19 


INDEX   TO  ADVESTISEBS. 

Gunns    Limited    22 

General   Accident   Assur- 
ance   Co 39 

Gendron   Wheel   Co 39 

Gendron   Mfg.    Co 21 

Gurney    Scale    Works    . .   40 
Glaxo  Limited.  .Third  cover 


Hartz  Co..  J.  F 1 

Heyes    &    Co.     5 

Hoskins    &    Sewell    37 

Hutchison   &   Co 34 

Ideal    Weatherstrip    Co..  8 
International  Instrument 

Co 17 

Ingram  &  Bell,   Limited.  15 

Kress  &  Owen   Co 24 

Lea    Trimble   Mfg.   Co..  7 
Lambert    Pharmacal    Co. 

Second    cover 

Lawrence,    W.    J 20 

Lever    Bros.     11 

Lindners,     Ltd 34 

Marvel    Co 8 

Maplewood    Mills     33 

Metal    Craft    Co 7 

Miller      Manufacturing 

Miles,    A,    W 38 

Co 3 


Nystrom   Co.,    A.   J .  . 


21 


Ocean  Blend  Tea  Co 23 

O'Keefe    Brewery     ....        9 

Pluto  Water   9 

Polusterine   Co 12 

Parke,   Davis  &  Co 18 

Piatt,    H.    B 9 

Philips       Chemical       Co., 
Chas.    H Back    cover 

Quinn,  T.  J..  Co 17 

Rougier   Freres    29 

Richardson  Co.,  J.  E 15 

Roelofson  Elevator  Co..      4 
Roussel  &  Son,   T.   J 3 

Simplex  Floor  Co 2 

Sheldon's.    Ltd 6 

Steele.   Limited.   Jas    ....  15 

Standard  Products  Co.   .  .  35 

Taber    Laundry    Works.    26 

Tarbox   Bros 6 

Toro    Tablets    Co 13 

Toronto       Cast       Stone 

Works    36 

Taylor   Forbes    Co 31 

Toronto  Silver   Plate   Co.      6 
Thomson  Monument  Co.      16 

Uneeda  Co 14 

Van  Camp.  J.   C 7 

Walk  Over  Shoes.. 2d  Cover 
Yorkvllle    Laundry 40 


The  Thomson  Monument  Co.,  Limited 


862  DUPONT  STREET,  TORONTO 


PHONE  HILL.  3039 


ViVil^UVM 


wjT^  ^^    ^r  kr^ 


Individual 

Designs 

Cheerfully 

Submitted 
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FOR   THE  S/CK  ROOM 

Physicians  will  find 

SAFETY   FIRST   AMMONIA 

the  most  effective  disinfectant  on  the  market. 
It  is  absolutely  bactericidal  in  action  and 
cleanses,  better  than  anything  else,  pantry 
sinks,  urinals  and  pus  basins,  leaving  them 
clean,  sweet  and  aseptic.  SAFETY  FIRST 
AMMONIA  is  58%  strong.  A  little  in  a 
saucer,  moistened  with  water  and  placed  in 
the  Hospital  Ward,  will  quickly  render  the 
air  pleasing  to  the  patients. 
SAFETY  FIRST  CHLORIDE  OF  LIME  is  also 
a  most  satisfactory  deodorizer,  and  is  ideal 
tor  use  in,  say,  a  Hospital  basement  or 
household  cellar  where  there  is  the  slightest 
suspicion  of  defective  drains. 

Special  prices,  in  quantities,  to  Hospitals, 
Asylums,  etc. 

These  products,  once  tried,  will  be  used 
to  the  exclusion  of  all  other  competing 
preparations.  We  supply  the  Department  of 
Public  Works  Dominion  Government  with 
SAFETY  FIRST. 

onir^y  The  T.  J.  QUINN  CO. 

288  Queen  Street  West,  Toronto 
Tel.  Ad.  1509 


PHYSICIANS   PREFER 


GLOSS 


i^ 


FLAT 
WHITE   ENAMEL 

SANITARY 

WASHABLE 


-DUSTPROOF 


ARTISTIC 

Will  Not   Turn  Yellow 

ElaStica  '^^^  Perfect  Floor  Finish 
;;^^S^2  Send    for    Sample  Paper 


TORONTO 


ONTARIO 


ELECTRIC    CENTRIFUGES      Electrically  Lighted 

of  the  O  ■  I     I  X  X 

International  Instrument  Company    ^u ""Qlica  1^1  n St ru merits 


Are  used  in  the  Laboratories  of  the  Leading 
Hospitals  of  Canada  and  the  United   States 


21  Church  St. 


Cambridge,  Mass. 


Modern  General  Diagnostic  Outfit 

This  Outfit  now  weiehs  but  4M  pounds,  and  measures 
3%  X  7  X  15  inches,  making  it  very  convenient  to  carry.  The 
instruments  are  equipped  with  tungsten  lamps. 

Price  :  Case  with  battery  and  instruments,  complete. 
$40.00. 

The  more  brilliant  illumination  and  lower  temperature 
of  the  tungsten  lamps  with  which  they  are  now  equipped, 
have  greatly  increased  the  usefulness  of  E.  S.  I.  Co.  instru- 
ments, such  as 

Jackson  Bronchoscopes  and  Laryn|real  Specula 

Holmes  Nasopharyngoscopes 

Tuttle  and  Lynch  Procto-Sigfmoidoscopes 

Braasch  Cystoscopes 

Koch,  Swinburne  and  Young  Urethroscopes,  etc. 

Eighth  Edition  of  our  Catalogue  upon  request. 

ELECTRO  SURGICAL  INSTRUMENT  CO..  Rochester,  N.Y. 
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HOSPITAL   EQUIPMENT     Jl'l^t^  can"  mlnX^sp?'  "'  '^•'""'=*'-  *■"'  ''°'*' 


'  Alaska  "  Beds  and 


spitals,    are     equipped    ivith 


OSTERMOOR    MATTRESSES 

They  last  a  lifetime,  and  are  absolutely  satisfactory.     More  sanitary  than  hair — for  less  money. 


THE  ALASKA  FEATHER  AND  DOWN  CO..  Limited 


Montreal  and  Winnipeg 


"Just  to  be  sure!" 

Thus  spoke  a  careful  physician  when  asked  why  he  used  our  diphtheria 
antitoxin  exclusively. 

Our  antitoxin  justifies  his  confidence. 

It  is  evolved  in  the  blood  of  healthy,  vigor- 
ous horses — horses  that  are  carefully  selected; 
that  are  under  the  watchful  eyes  of  expert 
veterinarians  at  our  model  biological  farm. 

It  is  perfected  in  laboratories  that 
afford  unequaled  facilities  for  serum 
manufacture — laboratories  in  which 
it  is  possible  to  observe,  at  every 
step  of  the  process,  the  vital  prin- 
ciples of  asepsis. 

It  is  exactingly  standardized,  bacteriologically  and  physiologically. 

It  is  guaranteed  as  to  purity,  potency  and  uniformity. 

CONCENTRATED 
ANTIDIPHTHERIC  SERUM 

(GLOBUUN  ) 
Containers  of  600, 1000,  2000,  3000,  4000  and  6000  units. 

Specify  "P.  D.  &  Co."  on  your  order..  PARKE,  DAVIS  &  CO. 


The  most  satisfactory  ayringre- 
container  ever  devised. 
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MADE-IN-CANADA 


Seed  X-Ray  Plates 

have  a  special  sensitiveness  to  the  Actinic  rays  of 
the  Intensifying  Screen,  which  makes  them  a  prime 
favorite  with  Roentgenologists.  Their  value  is 
especially  apparent  in  Gastro-Intestinal  and  Serial 
Stomach  Examinations,  where  speed  and  gradation  of 
shadows  are  of  such  importance. 


Descriptive   Leaflet  mailed  on  request,  and 
the  goods  may  be  had  of  your  regular  dealers 


Canadian    Kodak    Co.,   Limited 

Toronto,  Canada 


*'The  Canadian  Queen" 


IS  scientifically  constructed — 
it  has  a  grey  iron  reservoir 
which  stores  the  spare  heat 
units,  so  that  it  is  possible  to  iron 
about  one  half  the  time  with 
the  plug  off,  thereby  using  one 
half  the  current,  which  means 
a  saving  of  one  half  the  usual 
expense. 

Special  discounts  apply  to 
hospital  contracts. 

Our  folder  "  H  "  contains 
some  information  worth  know- 
ing. 


The  Flexible  Conduit  Co.,  Limited 

GUELPH 


When    writing   advertisers,    please   mention   The    Hospital    World. 


XX 


THE    HOSPITAL    WOKLD 


Dec,  1915 


Cut  Flowers  for  the  Sick  Room 


THERE  is  a  feeling  abroad  that  physicians  are  sometimes  apt  to  pay 
less  attention  than  they  should  to  the  aesthetic  side  of  their  profes- 
sion. Can  there  be  any  question  as  to  the  added  comfort  to  the  patient, 
during  the  weary  days  of  convalescence,  of  the  fragrance  of  Nature's  most 
beautiful  products  in  the  form  of  Roses,  Carnations,  and  other  cut  flowers  ? 
May  I  ask  Physicians  to  note  that  /  make  a  specially  of  cut  flowers  of 
almost  any  kind. 

Particular  attention  is  called  to  my  three-year-old  Rose  Plants,  ready 
for  planting,  and  which  I  A'ill  deliver  at  $1.50  per  dozen.  They  are 
Hybrid  Teas,  and  will  bloom  all  summer  long. 

Special  prices  quoted  to  Hospitals  and  Doctors 


W.  J.  Lawrence 


152  Roselawn  Avenue 


Phone  North  2221 


Toronto 


Made  in  Canada 


The  "  Doc."  says 


(( 


ONLY  THE  BEST  FOR  MY 
PATIENT  " 


That's  why  he  specifies  COSG  RAVES 
XXX  PORTER  when  pure  maU  and 
hop  beverages  are  required. 

The  quality  of  "  COSGRAVES  "  XXX  Porter 
is  assured  by  selecting  the  very  best  material  and 
by  providing  a  model,  sanitary  brewery  to  make  it  in. 


The  Only 
Chill-proof    Beer. 
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TO  THE  NURSE  INSTRUCTOR  : 

You  Need  the  Frohse 
LIFE-SIZE  Anatomical  Charts 

To  Do  Effective  Work  in  Your 
Anatomy  and  Physiology  Classes 


Send  for  the  FREE 
"Frohse  Book."giving 
full  particulars. 


From  The 

Journal  of  the 

American  Medical 

Association  : 

"  The  charts  on  the  whole  are 
unusually  accurate,  and  excel 
in  clearness,  general  scope  and 
deHniteness.  In  high  schools 
and  colleges,  they  would  be  of 
very  great  interest  and  instruc- 
tive value,"  etc.,  etc. 

Send  for  the  free 
"Frohse  Book."  In  it 
each  chart  is  illustra- 
ted. Prices  in  various 
mountings  on  applica- 
tion. 

Haveyou  our  cata- 
logue 16HW  describ- 
ing   and    illustrating 

Anatomical      Models?       -Showine    Ihc    complete    set    of    is    cliarts 

mounted   in    our   patent       Utility"    Spring 
^g^ti  fof  it       Ifs  f  I  €€  Roller  Rack  with  Ctiart  .N'o.  3  drawnldown. 

A.  J.  NYSTROM  &  CO. 


Educational  Publishers 


623-633  South  Wabash  Avenue 


CHICAGO,  ILLINOIS 
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ESSENTIAL  IN  A  HOSPITAL 


How   often   the 
puzzled    over    v 


Hospital   Superintendent   or    Head    Nurse   is 

k-hat    is   best    for   use   as  a  Floor  or    Furniture 

Polish,  something  that  can  be  rubbed  dry  easily  and  for  that 

reason  will  not-  catch  or  retain  dust.     Such  a  puzzle  is  easily 

solved  by  employing 

Re-Nu-All  Wood  Polish 

It  is  the  most  effective  preparation  of  its  kind  procurable  and 
is  Made  in  Canada.  Nothing  could  be  more  suitable  for  a 
Hospital  or  large  Institution,  as  it  is  infinitely  better  than  the 
so-called  Duslless  Preparations,  leaves  a  pleasant  odor,  is  dis- 
infectant in  action.     Another  essential  in  an  Institution  is 

Spic  and  Span 

one  of  the  best  cleansers  procurable  for  Hospital  Sinks, 
Urinals,  Bed  Pans,  Steel  Knives,  Bath  Tubs,  Enamelled 
Ware,  Kettles,  Pots,  etc.  Spic  and  Span  contains  no  acid  or 
injurious  ingredient, "will  not  injure  the  hands  and  will  not  scratch. 
Samples  of  either  or  both  of  the  above  preparations  on  request. 

The  CanadianWood  Polish  Co.,  Hamilton,  Ont. 


CATALOGUE'C" 

^„^g||]  WRITE.    FOR   IT,  • 

FORlSlOMESOR  HOSPITALS 

fOR CARRYING  PATIENTS  UPOR  DOWN  STAIRS, 
'        '  "^     CAN  ALSO  BE  USED  ON  THE  LEVEL 
BY  DETACHING  CARRYING  BARS, 
MAKES  A  FIRST  CLASS 

LIBRARY  VERANDAH 
■  ^  jORSMOKINGROOMCHAIR. 

THE  n 

]endron 


^ONHONOr 

UNNS 

JXIOD  PRODUCT^ 

THIS  INSIGNIA 

Indicates  the  highest 
point  of  perfection 
procurable  in  Govern- 
ment Inspected  Pack- 
ing House  Products. 

Gunns  Limited 

WEST  TORONTO 
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The  attention  of  the  Medical  Profession  is  called  to  our 

PURE  and  our  SOLUBLE  COCOA 

for  use  in  the  sick-room.  These  products  are  guaranteed  to  be  free  from  adulterants 
in  any  and  every  form.  Physicians  can  prescribe  these  goods  in  the  fullest  confidence 
that  their  patients  are  getting  the  finest  goods  obtainable. 

Please  specify  "Ocean  Blend"  Cocoa. 

FOR   SALE  ONLY    BY 

THE  OCEAN  BLEND  TEA  COMPANY  LIMITED 

247  Parliament  Street,  Toronto  -  -  Tel.  M.  950 


HOSPITAL  Superintendents  who  wish  to  save  fuel  in  their  Institutions, 
and  practically  guarantee  that  their  wards,  corridors  and  in  fact  their 
entire  building  shall  have  an  even  lemperalure  should  immediately  look 
into  the  merits  of 

DIAMOND  METAL  WEATHER  STRIPS 

They  unquestionably  prevent  all  dust  and  draught,  making  a  ward  with  a  Northerly 
exposure  as  pleasant  in  the  Winter  time  as  one  to  the  South.     These  Strips  mean  a 
saving  of  fuel  in  the  Winter  and  k.eep  a  Hospital  free  of  dust  in  the  Summer. 
Have  our  Salesman  call   upon  you. 

TRIPLEX  WEATHER  STRIP  CO.,  932  College  Street,  Toronto 


INVALID  STOUT 
For  Weak  Folks 


BBSBB-pRENGTHENING  and 
00,0  nourishing  qualities,  com- 
Il3|  bined  with  a  really 
HHBEiB  acceptable  flavor,  make 
Domipion  Brewery's  Invalid  Stout 
the  ideal  beverage  for  convales- 
cents and  bilious  people.  It  is 
digestible  and  non-gassy. 

Order  at  any  of  the  dealers 

Dominion  Brewery  Co., 


LIMITED 


TORONTO 
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GLYCO-THYMOLINE 


IS  INDICATED  IN 

Catarrhal 
Conditions 

of  mucous  mem- 
branes  in  all  parts  of 
the  body  —  maintains 
Asepsis  without  irri- 
tation—  reduces  con- 
gestion and  by  stimu- 
lating the  capillaries 
to  increased  activity 
restores  normality. 


Perfect  Mouth  Wash 


For  Daily  Use 

Keeps  the  mouth  Alkaline  as 
nature  intended  it  should  be. 
Stops  the  formation  of  lactic  acid 
and  prevents  dental  decay. 

LITERATURE  ON  REQUEST 

KRESS    &   OWEN  CO. 

361-363  Pearl  St.       •.•       New  York 
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Editorials 


A  NEW  DEPARTURE 


Three  university  schools  of  medicine,  Johns  Hop- 
kins, Yale,  and  Washington  of  St.  Louis,  are  now 
organizing  full-time  clinical  departments  in  their 
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respective  hospitals.  The  heads  of  these  depart- 
ments and  their  assistants  become  salaried  members 
of  the  University  medical  staff.  They  devote  their 
time  vi^holly  to  the  service  of  the  hospital,  to  research 
and  teaching. 

Since  the  occupants  of  these  posts  must  neces- 
sarily be  men  of  high  standing  in  the  medical  world, 
there  was  a  momentary  doubt  whether  any  could  be 
found  to  make  the  great  pecuniary  sacrifice  involved 
in  withdrawing  from  private  practice.  But  the  true 
enthusiasm  was  found  not  wanting,  and  aspirants 
of  unexceptional  standing  and  skill  have  eagerly 
offered  to  serve. 

The  value  of  this  move  is  best  apparent  perhaps 
to  the  hospital  administrator,  who  has  had  to  deal 
with  the  physician  hurried,  the  physician  tardy,  the 
physician  perfunctory,  by  reason  of  the  stress  of  large 
practice  outside  the  hospital  walls.  The  great  benefit 
will  come  to  the  public  ward  patient  who  will  receive 
as  much  of  the  able  man's  time  and  attention  as 
would  the  millionaire,  if  his  case  demand  it.  And 
beside  this  human  advantage,  and  sharing  equally 
in  it,  is  the  gain  to  scientific  research ;  so  that  both 
from  the  humanitarian  and  the  scientific  standpoint 
this  new  plan  leads  upward. 

Flexner,  in  his  comparison  between  the  English 
and  German  systems  of  medical  training,  draws 
attention  to  the  fact  that  the  one  is  a  complement  of 
the  other.  The  clinical  teacher  in  Germany  is  a  full 
University  professor  who  teaches  largely  by  lectures. 
But,  being  able  to  give  his  entire  time  to  study  and 
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research,  he  is  a  man  of  vision  and  enthusiasm,  and 
transmits  the  love  of  science  for  its  own  sake  to  his 
students. 

But  the  German  hospital,  as  at  present  consti- 
tuted, affords  little  opportunity  to  the  student  to  do 
practical  work.  He  is  a  listener  and  onlooker  at  the 
bedside  clinic,  and  has  no  opportunity  for  practical 
work  until  he  has  graduated. 

The  English  clinical  professor  is  usually  a  prac- 
tising physician,  a  consultant  of  standing,  with  a 
large  medical  clientele.  He  is  therefore  glad  to  avail 
himself  of  the  services  of  the  senior  medical  student 
in  the  hospital,  and  utilizes  him  freely  as  a  clerk  or 
apprentice  to  watch  and  report  on  the  patient's  con- 
dition, and  to  aid  in  every  way  in  their  care.  The 
English  medical  student  is  thoroughly  at  home  in  the 
hospital  wards  and  graduates  with  a  knowledge 
born  of  practice  rather  than  much  theory. 

"  Learning  is  a  game  in  which,  wherever  pos- 
sible, the  learner  must  make  the  first  move,"  is  one 
of  Flexner's  aphorisms ;  and  this  is  a  fundamental  in 
the  English  piedical  education.  But  to  quote  again, 
"  An  apprenticeship  can  rise  no  higher  than  its 
source."  The  English  clinical  professor,  while  in- 
tensely practical  by  reason  of  his  rush  of  work,  lacks 
the  scientific  enthusiasm,  the  vision,  that  the  man  of 
greater  leisure  knows.  He  is  not  usually  an  investi- 
gator, not  a  scientific  devotee,  and,  therefore,  fails 
to  inspire  his  students  in  that  direction.  And  be- 
cause of  these  differing  methods,  each  having  the 
defects  of  its  virtues,  Flexner  urges  the  merging  of 
both  in  a  single  method. 
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The  three  hospital  schools  mentioned  above  are 
but  leading  the  way.  All  of  America's  best  teaching 
hospitals  will  follow,  since  both  the  public  and  the 
profession  will  be  quick  to  comprehend  the  great 
advantages  derived  from  such  an  innovation. 

The  American  ideal  is  not  yet  firmly  moulded. 
It  is  in  course  of  formation.  And  here,  if  anywhere, 
a  combination  of  the  best  in  both  systems  may  be 
made. 


RECENT  HOSPITAL  WAR  NOTES 


A  NEW  phase  of  hospital  war  work  is  being  under- 
taken by  Switzerland  in  giving  hospital  care  to  pris- 
oners of  war  of  the  belligerent  adjoining  countries. 
Those  whose  health  is  suffering  from  minor  injuries 
that  are  not  sufficiently  serious  to  permit  of  their 
being  returned  to  their  own  country,  and  those  whose 
health  is  suffering  from  prison  camp  confinement, 
will  be  taken  by  the  Swiss  hospital  authorities. 

The  prisoners  will  be  placed  on  honor  parole  not 
to  attempt  to  return  home,  and  will  then  be  given  as 
much  freedom  as  is  considered  necessary  for  the 
re-establishment  of  their  health. 


On  representations  made  by  the  chairman  of  the 
British  Hospital  Association  the  director-general  of 
the  Royal  Army  Medical  Corps  has  agreed  to  extend 
to  all  hospitals  connected  with  medical  schools  the 
arrangements  under  which  the  resident  staffs  are 
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granted  honorary  commissions  in  the  A.  M.  C.  All 
applicants  for  commissions  must  be  registered 
physicians.  They  will  be  called  upon  for  service 
after  three  months  in  hospital  residence,  but  may 
remain  on  duty  in  the  hospital  until  that  time.  Also 
all  applications  for  these  honorary  commissions  must 
be  made  to  the  War  Office  through  and  by  the  hos- 
pital authorities  who  will  vouch  for  those  whose 
names  they  submit.  This  scheme  enables  the  hos- 
pital to  retain  their  young  resident  doctors  for  three 
months  and  ensures  the  A.  M.  C.  young  men  of  some 
practical  experience. 

"  Before  making  this  arrangement,"  says  the  Hospital, 
"  shortage  of  doctors  became  acute,  and  the  War  OfHce  came 
to  the  assistance  of  the  London  Hospital  authorities  bv  send- 
ing to  the  hospital  seven  Canadian  doctors  who  came  over  with 
the  Canadian  contingent,  and  who  volunteered  for  hospital 
work.  These  doctors  remained  at  the  hospital  for  a  period  of 
six, weeks,  and  earned  the  hearty  thanks  of  the  Governors  for  the 
manner  in  which  they  readily  accommodated  themselves  to  the 
routine  of  the  hospital,  and  for  the  highly  efficient  way  in  which 
they  performed  their  duties." 


The  following  incident,  as  related  in  our  English 
contemporary,  requires  no  comment: 

Lieut.  Procter,  who  was  the  son  of  a  medical  man,  wished 
to  become  a  medical  missionary,  and  with  that  object  in  view 
he  entered  iliddlesex  Hospital  as  a  student,  leaving  it  shortly 
after  war  broke  out,  when  he  obtained  his  commission.  He  was 
rceeHtly  killed  in  action.  After  his  death  his  mother  received 
from  a  sergeant  in  his  company  a  letter  in  which  occurred  the 
following  beautiful  passages:  "You  cannot  imagine  how  much 
we  miss  him.   We  are  from  all  ranks  of  life,  and  each  and  every 
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one  of  us  looked  to  him  as  our  leader  and  our  hope  and  wor- 
shipped the  ground  he  trod  on.  When  I  found  he  had  been  shot 
through  the  left  eye  and  right  through  the  brain,  I  believe  I 
went  mad.  I  carried  him  down  to  the  trench  and  he  gasped  his 
last.  My  God!  I  and  every  man  in  the  whole  company  would 
gladly  have  sacrificed  all  our  lives  if  we  could  only  have  saved 
him."  A  hospital  should,  indeed,  be  proud  of  its  students  who 
can  command  such  respect  as  this. 
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Original  Contributions 

LITTLE    JOURNEYS 


By  De.  John  N.  E.  Brown, 

Superintendent,  Henry  Ford  Hospital,  Detroit. 


Augusta  Victoeia  Hospital,*  in  Schcenebbeg  (Beexin). 

The  institution  was  built  seven  years  ago  and  was,  like  the 
hospital  in  Eixdorf,  built  on  paper  first  in  its  entirety,  although 
only  partly  completed  at  first.  The  portion  first  constructed 
included  all  the  centralized  functions  to  provide  for  600  patients 
and  pavilions  for  350.  After  running  three  years,  the  remain- 
ing buildings  of  the  original  plan  are  nearing  completion.  In 
all,  the  plan  contains  twenty-five  buildings  on  a  site  containing 
16.5  acres;  and  the  manner  of  treatment  given  the  remaining 
ground  is  most  pleasing.  As  is  true  of  all  the  great  German 
hospitals,  the  salutary  effect  of  pleasant  surroundings  out-of- 
doors  have  here  in  no  wise  been  overlooked  in  their  value  for 
treatment.  It  is  interesting  that  a  large  part  of  the  shrubbery 
and  plants  was  contributed  by  wealthy  people  from  their  own 
gardens  or  from  what  they  had  left  from  orders  for  their 
gardens. 

As  indicating  the  trend  of  thought  regarding  the  care  of 
infectious  diseases  in  the  most  recently  developed  German  hos- 
pitals, it  is  interesting  here,  as  at  Virchow,  and  as  later  seen 
in  the  Eppendorf  in  Hamburg,  to  see  the  pavilions  for  this 
division  on  the  same  grounds  with  the  others.  That  this  is  not 
only  possible  but  also  safe,  with  proper  administration,  there 
can  be  little  doubt.  Here  the  patients  are  kept  from  any  possi- 
bility of  overstepping  their  bounds  by  a  fence  of  wire  netting 
which  surrounds  the  pavilion  devoted  to  infectious  diseases. 

•  Report  of  a  C!ommittee  consisting  of  Dr.  Homer  B.  Safford,  Dr.  Wm.  P. 
Metcalf,  and  Mr.  W.  B.  Stratton,  Architect,  of  D-trolt,  to  the  Board  of  the 
Detroit  General  Hospital. 
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Cost. 

Site .      $329,000 

Construction  (including  engines  and 

boilers)   949,000 

Total $1,278,000 

Personnel. 

27  Doctors. 
2  Chemists. 

88  Kurses. 

16  Orderlies. 

25  Housemaids. 

25  "Drener." 

18  Women  for  laundry  work. 

15  Women  for  kitchen  work. 
About  75  or  80  others,  including  engineers,  firemen,  laborers, 
gardeners,  carpenters,  locksmiths,  etc. 

The  ward  pa\-ilions  all  have  their  long  axes  in  a  north  and 
south  direction.  There  are  no  connecting  corridors,  with  the 
exception  of  one  short  one  between  the  operating  building  and 
the  nearest  pavilion.  The  administration  building  occupies,  as 
usual,  the  central  position  on  the  front,  which  here  is  toward  the 
north,  and  is  the  same  type  of  building  as  those  described  at 
^JTuremburg  and  Dusseldorf — a  central  passage  or  portal 
through  the  building  with  entrances  from  this  passage  at  either 
side.  Entering  the  broad  open  space  back  of  the  administration 
building  we  face  the  private  patient  building  opposite,  and  at 
either  side  of  this  central  park,  which  is  over  two  hundred  feet 
square,  lies,  first,  on  the  left,  the  operating  building  and  on  the 
right  the  bath  house.  By  an  arrangement  not  previously  seen, 
the  ward  pavilions  are  placed  around  this  group  at  the  outer 
edge  of  the  grounds.  One  of  these  comes  to  the  front  corner  of 
the  grounds  at  either  side  and  extends  backward  along  the  outer 
border  of  the  grounds  in  the  same  line  as  another  similar 
pavilion  behind  it.  A  third  pavilion,  parallel  and  opposite  to 
this  second  one,  lies  back  in  the  same  line  as  the  operating  build- 
ing on  one  side  and  the  l)ath-house  on  the  other,  bringing  it 
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alongside  the  eentral  open  space  next  to  the  private  patient 
building.  In  this  way  the  private  patient  and  all  the  medical 
and  surgical  pavilions  are  grouped  around  the  operating  and 
bath-house  and  the  open  air  park,  so  that  no  building,  even  a 
ward  pavilion,  is  shut  in  between  two  other  buildings,  and  there 
is  an  open  outlook  at  least  in  one  direction  from  each.  Beyond 
the  private  patient  building  lies  the  children's  pavilion,  with  a 
most  pleasing  outlook  xipon  a  second  open  space  forming  a 
triangle,  at  the  long  side  of  which  lies  the  group  of  service  build- 
ings: first  the  kitchen,  then  the  boiler  and  engine  house,  the 
laundry  and  the  ample  disinfecting  establishment  in  their  turn. 
In  passing,  it  is  well  worth  mentioning  that  this  is  one  of  the 
hospitals  visited  where  an  especial  effort  had  been  made  to  give 
the  tall  chimney  beside  the  boiler  house  a  pleasing,  even  an 
artistic,  effect.    The  same  was  true  of  Cologne. 

At  the  far  end  of  the  grounds  is  an  ample  pathological  build- 
ing, where  provision  is  made  for  different  branches  of  the  scien- 
tific work,  though  this  institution  has  no  direct  connection  with 
medical  teaching. 

A  feature  to  be  noted  here  is  that  the  nurses  have  quarters 
in  the  third  or  half-storey  over  the  pavilion  in  which  they  are 
employed  (just  as  at  Virchow,  where  they  have  a  small  second 
floor  over  the  head-house).  They  have  a  dining-room  in  com- 
mon, however. 

Turning  now  to  the  particular  buildings,  it  may  be  well  to 
report  the  answers  of  the  very  able  director  of  this  institution. 
Dr.  Korbacher,  to  certain  questions  asked  by  the  committee.  In 
reply  to  our  question  whether  in  the  course  of  their  experience 
they  had  wished  to  change  from  the  two-storey  plan  of  ward 
pavilion,  he  said  that  for  the  medical  and  surgical  services  he 
regarded  two  storeys  as  the  ideal,  while  for  infectious  diseases  he 
saw  in  the  one-storey  pavilion  (as  they  have  here)  the  only  safe 
plan.  He  pointed  out  that  with  a  two-storey  plan  the  ordinary 
pavilion  really  can  do  very  well  with  a  very  limited  elevator 
service,  which  would  never  do  for  three  or  more  storeys.  He, 
however,  said  that  the  one  building  which  may  very  properly 
have  three  stories  is  the  administration,  although  he  said  the 
preference  in  Germany  is  to  make  even  this  of  only  two.     He 
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believes  that  three  stories  here  would  materially  cheapen  the 
cost  of  administration. 

On  entering  the  ward  pavilions  we  see  the  floors  uniformly 
covered  with  the  same  six-inch  hexagonal,  slightly  roughened, 
cream  colored  tile  seen  in  Virchow  wards.  Here,  as  we  observed, 
a  very  general  use  is  made  of  it,  for  even  in  the  kitchen  and 
laundry  it  is  used.  Although  the  administration  building  had 
linoleum  laid  over  steps  on  the  stairs,  and  there  was  some  lin- 
oleum on  the  upper  floor  in  the  corridors,  Director  Korbacher 
said  he  "  would  not  have  it  in  the  wards."  "  The  roughened 
tile  is  harder  to  keep  clean  and  is  rather  dear,  but  still  we  are 
tising  it  in  our  new  buildings  in  preference  to  any  other." 

Entering  the  pavilion  at  the  end  with,  the  larger  head-house, 
we  are  first  in  a  central  corridor  about  seventy-five  feet  long, 
leading  directly  to  the  ward.  About  thirty  feet  from  the  door 
this  is  crossed  by  a  "  cut-off,"  or  light-and-air  corridor.  Thus  a 
corridor  of  exceptional  qualities  is  produced.  It  is  lighted  from 
three  of  its  four  ends.  In  the  part  leading  to  the  outside  end 
door  it  is  eleven  and  a  half  feet  wide  and  contains  the  stair  going 
to  the  second  floor.  The  cross  corridor  is  eight  feet  wide  and  the 
end  leading  to  the  ward  is  nearly  ten  feet.  At  the  right  hand, 
opening  off  from  the  cross  corridor,  in  the  corner  most  remote 
from  the  ward,  are  the  rooms  for  storing  clean  linen  and  dress- 
ings. At  the  left,  corresponding  to  these,  are  a  room  for  soiled 
linen,  with  a  separate  outside  door,  and  a  bath  to  which  new 
patients  are  sent.  Beyond  the  cross  corridor,  we  first  pass  two 
small  wards,  for  two  beds  each,  opening  on  either  side  of  the 
corridor.  On  the  left,  between  this  and  the  ward,  is  a  bath- 
room with  two  separated  baths,  with  nickel-lined  bath-tubs,  and 
a  room  for  the  nurses'  headquarters  with  window  overlooking 
the  ward.  On  the  other  side  of  the  corridor  we  enter  an  ante- 
room extending  to  the  window,  and  from  this  a  door  opens  on 
the  one  hand  to  a  toilet  with  three  closets  and  on  the  other  into 
a  sink  or  slop-room. 

We  now  enter  the  ward,  which  is  29V2  by  82  feet  and  con- 
tains 24  beds,  and  at  once  recognize  in  it  one  of  the  best-lighted 
and  pleasantest  that  we  have  seen.  The  windows  are  3^/^  feet 
wide  and  9  feet  in  height,  extending  nearly  12  feet  from  the 
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floor.  It  is  safe  to  say  that  no  feature  in  building  counts  for 
more  in  giving  pleasantness  to  wards  or  rooms  than  this,  of 
having  high  windows.  The  proportion  of  glass  to  wall  space 
between  is  here  rather  unusual  as  well.  The  window,  as  above 
stated,  is  itself  3^/2  feet  wide  and  the  intervals  between  them 
alternate  between  1  metre  (39.4  in.)  and  Vi  metre,  so  that,  on  a 
level  with  the  windows,  the  proportion  of  glass  to  wall  space  is 
10:7.3.     The  ceilings  are  17  feet  high. 

Another  feature  of  the  windows,  important  from  the  stand- 
point of  ventilation,  should  be  noted.  This  is  the  division  of  the 
casement  sashes  so  that  the  upper,  window  sash  can  be  opened 
or  closed  independently  of  the  lower  one.  The  lower  casements 
extend  but  2  feet  from  the  window-sill  and  the  upper  ones  are 
5  feet  in  height,  while  above  them  is  the  transom  extending  an- 
other 2  feet  toward  the  ceiling.  Both  the  inner  and  outer  sash 
of  the  transom  here  open  inward  and  are  hinged  at  their  lower 
edge.     The  windows  of  the  casements  also  were  double. 

Passing  out  of  the  other  end  of  the  ward,  we  enter  an  ante- 
room, 8  by  12  feet,  which  opens  at  our  right  into  a  lavatory; 
in  front  into  a  large  central  day-room,  20  by  25  feet ;  and  at  the 
left  into  a  diet-kitchen,  of  the  same  size  as  the  lavatory  opposite 
(8  by  12  feet).  This  diet  kitchen  and  its  separate  outdoor  con- 
nection is  one  of  the  distinctive  features  of  this  Schoeneberg 
pavilion  plan.  The  space  remaining  in  the  corner,  alongside 
the  central  dayroom  just  mentioned,  is  divided  between  an 
open  liege-halle,  or  out-of-door  bedroom,  and  a  winding  stair- 
case which  connects  the  outside  door  with  the  diet  kitchen  of 
the  upper  ward.  Out  upon  a  landing  the  door  opens  from  the 
diet  kitchen  of  the  lower  ward.  By  means  of  this  direct  stair- 
way the  carrying  of  food  into,  and  dishes  out  of,  the  building  in 
no  wise  disturbs  the  ward  or  gets  in  the  way  of  the  nurses.  It 
should  be  recalled  that  by  a  separate  door  at  the  opposite  end 
of  the  building  the  soiled  clothes  are  removed,  likewise  without 
commotion. 

Returning  now  to  the  dayroom,  with  its  large  windows  open- 
ing to  the  south  and  its  suitable  atmosphere  for  the  convales- 
cent but  less  sturdy  patients,  we  find  not  only  the  out-of-door 
room,  or  liege-halle,  on  the  comer  next  to  the  stairway  just 
described,  but  also  another  of  twice  the  size  at  the  other  side 
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of  the  day-room.  These  outdoor  rooms  seem  to  have  all  the 
advantages  of  projecting  balconies  but  are  less  exposed  to 
annoying  winds. 

There  is  little  doubt  that  here  is  a  ward  pavilion  plan  that 
contains  more  talking  points  than  almost  any  seen  up  to  this 
time. 

^ote  some  of  the  advantages: 

1.  Complete  separation  of  the  toilet  and  l)athing  conven- 
iences, dirty  linen,  etc.,  from  the  diet  kitchen  and  living 
quarters  of  the  patients. 

2.  Food  and  laundry  attendance  having  separate  entrances 
and  no  occasion  to  disturb  patients. 

.3.  Toilet  and  slop-rooms  have  good  sunlight  and  fresh  air. 

4.  Quiet  rooms  well  removed. 

5.  Xurses  have  good  outlook  over  patients  in  wards. 
0.  All  advantages  of  both  day-room  and  balconies. 

7.  Remarkably  pleasant  wards,  owing  to  the  high  windows. 
easy  ventilation  and  broad  window  by  every  bed. 
S.  A  double  bathroom,  with  privacy  to  each  bath. 

9.  Perfect  lighting  and  ventilation  to  the  large  main  corri- 
dor, owing  to  the  cut-off  across  the  central  part,  windows  or 
glass  door  in  three  directions  and  good  width  of  corridor. 

10.  Separate  bath  for  patients  just  received. 

The  system  of  ventilation  here  is  the  warm-air  indirect  com- 
bined with  warm  water  direct  heating,  the  indirect  being  the 
natural  means  of  ventilating  without  mechanical  appliances. 

The  air  in  entering  the  basement  of  the  building  passes  over 
filters  before  going  through  the  warming  chambers. 

An  interesting  point  in  construction  in  Schceneberg  is  the 
use  of  steel  door  jambs. 

In  cold  weather  the  food-wag'ons  are  heated  with  charcoal. 

Operating  Building. 

One  main  operating  room,  26  x  30  feet,  facing  the  north, 
and  another,  16  x  24  feet,  facing  the  west.  The  plan  is  most 
sim])]e  and  the  appointments  complete.  Along  the  wall  be- 
tween the  main  operating  rooms  are  faucets  from  which  can  be 
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drawn  sterilized  water,  normal  salt  solution,  bichloride  solution, 
lysol  or  carbolic  acid  solution,  all  of  these  being  kept  in  stock 
reservoirs  in  the  sterilizing  room. 

Opening  into  the  operating  room  from  other  doors  are  the 
instrument  room,  anesthetizing  room  and  the  main  corridor. 
Another  interesting  feature  is  that  the  clock  is  behind  glass  in 
the  wall  over  the  corridor  door.  The  walls  of  the  operating 
room  are  of  tile.  The  lighting  is  from  windows  sixteen  feet 
high,  three  of  which  windows  together  at  the  north  making  an 
aggregate  width  of  sixteen  feet,  while  to  the  east  and  the  west 
are  windows  of  the  same  height  and  eight  feet  wide. 

There  are  no  wash-basins  in  the  large  operating  room.  The 
surgeons  object  to  the  splashing. 

An  unusual  feature  is  a  cold  room,  in  which  rubber  goods — 
sheeting,  tubes,  catheters,  etc.,  are  kept — with  much  satisfac- 
tion as  well  as  profit. 

No  free  patients  are  provided  for  in  Schoeneberg — only  I, 
II  and  III  Klassen.  The  last  mentioned  in  the  large  wards, 
and  the  others  in  the  private  patient  building. 
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FIRE  PROTECTION  AND  PREVENTION  IN  OLD 
HOSPITALS  * 


By  John  M.  Peters,  M.D., 

Superintendent,  Rhode  Island  Hospital,  Providence,  R.I. 


Prevention,  rather  than  cure,  is  as  sound  and  as  practical  when 
applied  to  the  subject  of  fire  as  to  that  of  disease.  Preventive 
medicine  is  the  aim  of  scientific  medicine  of  to-day,  and  pre- 
ventive measures  against  the  starting  and  the  control  of  fires 
are  the  aims  of  men  and  corporations  whose  time,  thought  and 
money  are  given  towards  these  ends. 

We  point  with  pride  to  our  wonderful  fire  departments,  to 
their  equipment,  to  the  promptness  with  which  their  apparatus 
is  brought  to  the  scene  of  fire,  to  the  bravery  of  the  men,  etc., 
yet  figures  show  that  the  number  of  fires  in  this  country  is  out 
of  all  proportion  to  the  number  occurring  in  foreign  cities,  and 
that  the  human  and  financial  losses  are  very  much  greater.  Wliy 
is  this  so?     Why  should  it  continue  to  be  so? 

Here,  where  wood  has  been  so  cheap,  where  inadequate  laws 
are  in  force,  where  adequate  laws  are  not  enforced,  where  care- 
lessness is  allowed,  where  the  main  question  after  a  fire  is, 
"  What  was  the  loss  ?"  and  not  "  What  was  the  cause  ?"  the  mat- 
ter is  held  lightly  unless  the  damage  to  either  life  or  property 
is  heavy. 

As  my  subject  is  "  Fire  Protection  and  Prevention  in  Old 
Hospitals,"  I  must  limit  my  remarks  to  what  can  and  should 
be  done  to  this  end  in  buildings  constructed  before  the  import- 
ance of  this  subject  was  appreciated  by  institutional  people. 

To  find  out  what  fire  insurance  companies  think  of  institu- 
tions as  fire  risks,  ask  your  agent  for  the  rate  as  compared  to 
that  for  insuring  factories,  places  of  business  or  residences. 

Factory  Mutual  Companies  were  organized  to  insure  fac- 
tory buildings,  and  are  among  the  largest  companies  in  the 
world.     For  years  they  have  employed  experts,  have  experi- 

•  Read    at    the    American    Hospital    Association,    San    Francisco,    Cal., 
June.  1915. 
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mented  as  to  materials,  constructure  and  safeguards.  Before 
the  property  of  a  corporation  is  accepted  as  a  risk,  it  is  neces- 
sary for  that  corporation  to  meet  the  requirements  of  these 
insurance  companies,  and  periodically  after  that  inspectors 
come  at  odd  intervals  during  the  year,  make  thorough  inspec- 
tions of  the  property  and  report  in  writing  as  to  the  condition 
of  the  plant,  make  recommendations  which  are  checked  up  by 
the  next  inspectors,  who  are  different  men,  and  who,  if  the 
recommendations  are  urgent  and  have  not  been  complied  with, 
will  report  to  the  Home  Office,  which  office  will  want  to  know 
the  reason  why. 

I  am  indebted  for  what  immediately  follows  in  the  paper 
to  the  president  and  engineers  of  the  Blackstone  Mutual  Fire 
Insurance  Company,  one  of  the  Factory  Mutual  Fire  Insur- 
ance Companies. 

The  engineers  of  the  Blackstone  Mutual  Fire  Insurance 
Company  report  as  follows  on  "  Prevention  of  Fires  in  Hos- 
pitals "  :— 

"At  present  hospitals  fall  in  that  class  of  fire  risks  where 
a  full  protective  system  of  automatic  sprinklers,  etc.,  has  not 
become  the  rule  as  it  has  in  high-grade  manufacturing  plants. 

"  The  following  notes  are  intended  to  indicate  a  protection 
against  fire  which  should  be  installed,  and  the  principal  pre- 
cautions to  be  obser\-ed  in  order  to  make  a  hospital  as  nearly 
immune  from  loss  by  fire  as  seems  practicable  without  the  full 
protective  equipment  implied  by  100  per  cent,  sprinkler  in- 
•stallation. 

"  1.  Order  and  Neatness. — It  is  a  fundamental  principle 
applying  to  all  buildings  for  whatever  purpose  they  may  be 
used  that  the  fire  risk  is  greatly  reduced  by  maintaining  excel- 
lent conditions  of  order  and  neatness  throughout  the  premises. 
This  fact  has  long  been  recognized  and  is  emphasized  by  the 
constantly  recurring  fires  in  second-rate  apartment  houses 
where  the  causes  of  fire  are  directly  traceable  to  piles  of  rub- 
bish left  under  stairs,  in  dark  comers  of  basements,  and  in 
similar  remote  places. 

"  Niot  only  do  piles  of  refuse  matter  furnish  light  fuel  for 
maintaining  a  brisk  fire,  but  they   often  contain   substances 
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which  may  start  spontaneous  combustion.  The  materials  most 
likely  to  ignite  spontaneously  are  certain  oils  which  have  been 
used  on  waste,  or  polishing  cloths,  or  spilled  into  waste  matter. 
It  is  known,  for  instance,  that  a  very  small  amount  of  oil  in 
contact  with  lamp  black  will  ignite  spontaneously,  especially 
under  conditions  of  high  humidity.  Linseed  oil  is  very 
dangerous. 

"All  waste  matter  should  be  removed  each  day  to  jjoints 
where  fire  resulting  in  them  could  do  no  harm.  Combustible 
waste  is  generally  burned  under  the  boilers  each  night.  All 
waste  papers,  cloth,  shavings,  etc.,  should  be  collected  during 
the  day  in  metal  cans,  and  should  be  kept  in  these  until  finally 
destroyed. 

"  2.  Automatic  Sprinklers. — The  points  at  which  automatic 
sprinklers  will  seem  necessary  will  depend  somewhat  upon  the 
construction  of  buildings,  lender  general  conditions  it  may 
be  stated  that  sprinklers  should  be  installed  in  attics,  basements, 
kitchens,  power  and  heating  plants,  workrooms,  such  as  sewiug- 
rooms.  If  power  and  heating  plants  are  of  non-combustible 
construction  throughout,  sprinklers  are  not  required. 

"  Water  should  bo  supplied  under  good  pressure  to  sprinkler 
and  hose  lines  through  a  pipe  not  less  than  6  in.  diameter,  con- 
nected to  a  large  size  public  water  main.  If  there  is  a  yard 
where  hydrants  may  be  installed,  this  water  connection  should 
be  not  less  than  8  in.  diameter.  In  some  cases  it  may  be 
necessary  to  install  an  elevated  tank  or  a  pump  as  secondary 
water  supply. 

"  3.  Small  Hose. — In  portions  of  the  buildings  not  enu- 
merated above  it  is  desirable  that  lines  of  small  hose  be  avail- 
able. It  is  best  that  the  hose  be  attached  to  stand-pipes,  which 
should  preferably  be  located  in  or  near  stair  towfers,  so  that 
the  hose  may  be"  used  up  to  the  last  moment,  then  the  person 
using  it  may  escape  safely  at  the  staii-way.  The  size  of  this 
hose  should  be  not  over  iVs  in.  diameter,  1%  in.  diameter  being 
the  more  common  size.  The  nozzle  has  an  outlet  of  about 
%  in.  diameter.  Under  high-water  pressure  hose  of  this  size 
can  be  handled  easily  by  women  and  others  not  accustomed 
to  handling  fire  apparatus,  while  large  hose  is  sometimes  dan- 
gerous for  one  strong  man  to  hold  alone. 
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"  4.  Fire  Extinguishers. — It  is  desirable  that  for  '  first 
aid'  purposes  there  be  quickly  available  in  all  parts  of  the 
plant  a  very  simple  extinguishing  agent  of  one  sort  or  another. 
Where  their  appearance  is  not  objectionable,  pails  of  water  are 
the  simplest,  most  obvious  and  easily  applied  of  these  '  first 
aids.'  These  are  usually  covered  and  are  kept  on  shelves  some 
five  feet  above  the  floor,  and  in  groups  of  three  or  four  each. 
One  fire  pail  to  each  1,200  or  1,500  feet  of  floor  surface  should 
be  sufiicient. 

"Another  very  good  arrangement  is  on  the  market,  consist- 
ing of  a  painted  metal  barrel  with  hinged  cover,  nearly  filled 
with  water,  and  inside  this  are  placed  four  to  six  metal  pails 
nested  together. 

"  Chemical  extinguishers,  when  well  made,  are  very  useful 
and  not  objectionable  as  to  appearance.  They  are  rather  heavy, 
however,  for  women  to  use,  and  the  method  of  use  is  not  so 
obvious  as  in  the  case  of  fire  pails.  This  type  of  extinguisher 
is  not  reliable  after  about  one  year,  and  should  be  recharged 
at  least  as  often  as  this.  For  this  purpose  it  is  well  to  have 
the  total  outfit  of  extinguishers  divided  into  groups,  the  re- 
charging of  one  group  following  that  of  another  at  some  stated 
interval. 

"  Dry  powder  extinguishers  are  efficient  in  extinguishing 
fires  at  inception.  These  usually  consist  of  a  tin  tube  filled 
with  bicarbonate  of  soda,  which  has  a  smothering  effect.  These 
are  easily  used,  but  soon  exliausted,  and  the  method  of  use 
might  not  be  eqtirely  obvious  in  case  of  excitement  due  to  fire. 

"  The  '  pyrene '  extinguishers  recently  put  upon  the  market 
are  also  efficient  under  certain  conditions.  If  the  fire  is  con- 
fined to  a  small  area  without  a  decided  draft  of  air  across  it, 
this  extinguisher  works  well ;  otherwise  the  vapor  which  forms 
a  smothering  blanket  over  the  fire  is  easily  dissipated,  and  but 
little  good  results.  The  extinguishing  element  of  '  pyrene '  is 
carbon  tetra-chloride. 

"  5.  Hydrants  and  Hose. — AYhenever  there  is  any  yard 
room  about  the  buildings  hydrants  should  be  placed  about  200 
feet  apart  and  furnished  with  a  good  supply  of  2^2  in. 
cotton  rubber-lined  hose,  underwriter  play  pipes  with  handles, 
the  nozzles  being  1%  in.  diameter.     It  is  desirable  that  the 
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hoee  be  kept  in  a  hose  house  built  over  the  hydrant,  and  the 
house  should  contain  a  good  supply  of  spanners,  hydrant 
wrenches,  fire  axes  and  crowbars. 

"  6.  Cut-offs. — Buildings  should  be  separated  into  units  of 
moderate  size,  this  separation  being  by  means  of  fire  doors  at 
the  ends  of  passages  connec-ting  buildings,  or  in  the  case  of  very 
long  buildings  the  doors  may  be  placed  also  at  partition  walls. 
Of  course  there  should  be  no  windows  in  sitch  walls  if  the  fire 
stop  is  to  be  efiicient.  If  windows  are  necessary  at  points 
where  fire  might  easily  be  communicated  from  one  unit  to 
another,  these  should  properly  be  of  steel  sash,  glazed  with  wire 
glass. 

"  The  best  type  of  fire  door  is  composed  of  a  three-ply  wood 
core  covered  with  tcrne  plates,  the  joints  being  locked  with 
double  fold  in  such  a  way  that  no  nails  are  exposed.  These 
doors  are  moimted  on  a  heavy  steel-bar  track,  inclined  so  as 
to  cause  them  to  close  by  gravity.  They  may  normally  be  held 
open  by  a  weighted  cord  or  chain,  containing  a  fusible  link 
placed  in  a  door  opening,  so  that  the  first  blast  of  hot  air  will 
cause  it  to  fuse  and  allow  the  door  to  close. 

"  These  doors  may  be  placed  in  a  recess  in  the  wall,  if  the 
latter  is  constructed  with  this  idea  in  mind,  in  which  case  the 
door  is  invisible  ordinarily, 

"  Not  only  should  rooms  on  the  same  floor  be  separated  from 
each  other,  but  there  should  be  provision  to  prevent  fire  from 
spreading  from  one  story  to  another.  This  provision  is  usually 
made  by  the  use  of  fire  doors  at  openings  leading  into  elevator 
and  stair  towers.  Unless  thus  protected  such  towers  are  open 
avenues  for  the  rapid  spread  of  fire  to  the  upper  stories.  If 
the  stairs  cannot  be  placed  in  the  tower,  they  should  be  enclosed 
with  fire  retardant  material  to  obtain  as  nearly  as  possible  the 
same  result.  Dumb-waiters  should  be  enclosed  with  fire  re- 
tardant material,  and  openings  should  be  protected  by  doors 
or  shutters  which  will  be  automatically  released  by  fusible  links 
in  case  of  fire. 

"  7.  Hollow  Spaces. — The  rapid  spread  of  fire  and  stub- 
born resistance  to  being  extinguished  are  greatly  promoted  by 
floors  and  partitions  so  framed  and  finished  that  there  are  hol- 
low spaces  between  the  two  surfaces.     This  hollow  construction 
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in  joisted  framing  is  often  felt  necessary  where  a  finished  smooth 
ceiling  is  required,  but  in  attics  and  basements  it  is  usually 
feasible  to  eliminate  the  finish  at  the  lower  surface.  The  '  open 
joint'  construction,  which  is  then  presented,  makes  the  work 
of  extinguishing  fires  much  easier. 

"  8.  Gas  and  Gas  Lights. — As  a  means  of  lighting,  gas  is, 
fortunately,  giving  place  to  electricity.  Its  continued  use  for 
many  other  purposes  makes  it  necessary  to  give  careful  atten- 
tion to  its  proper  installation  and  use. 

"  It  is  desirable  that  the  supply  to  each  building,  or  at  least 
the  main  sup])ly  to  the  plant  as  a  whole,  be  controllable  outside 
the  walls.  This  is  usually  done  by  an  outside  valve  or  by  a 
valve  inside  the  building  with  the  stem  extending  through  the 
wall. 

"  So  far  as  possible  all  gas  lights  should  be  fixed  in  position 
and  should  be  piped  with  iron  piping.  The  use  of  gas  through 
rubber  tubing  is  considered  very  dangerous,  as  the  rubber  is 
not  impervious  to  the  flow  of  gas. 

■'  Where  there  is  any  danger  that  gas  lights  and  inflam- 
mable material  may  come  into  contact  with  eacli  other,  the 
burner  should  be  surrounded  by  a  wire  guard. 

"  9.  Electric  Wiring  and  Lights. — Probably  the  greatest 
danger  from  electricity  is  in  short  circuits  due  to  the  insula- 
tiou  becoming  injured  either  by  sudden  blows  or  by  gradual 
wearing.  The  best  method  of  wiring  is  considered  to  be  by 
enclosing  the  wires  in  tubular  conduits  made  for  this  purpose. 

"  If  it  is  necessary  to  transform  the  current  before  using  it, 
and  if  oil-cooled  transformers  are  used,  these  should  be  placed 
outside  the  building.  In  a  large  installation,  a  small  fire-proof 
structure  is  best  for  containing  the  transformers,  but  if  only 
a  small  amount  of  current  is  used,  the  transformers  may  be 
placed  on  poles  at  a  safe  distance  from  buildings.  It  is  also 
desirable  that  the  lines  carrying  the  primary  current  be  fur- 
nished with  lightning  arresters. 

"  Fuses  on  the  inside  wiring  should  be  of  approved  manu- 
facture, and  groups  of  these  should  be  plaee<l  in  closets  with 
closelyjfitting  doors.  A  metal  closet  is  best  for  this  purpose, 
though  wooden  closets  lined  with  asbestos  paper  give  fair  pro- 
tection. 
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"  There  is  such  a  variety  of  fuses  on  the  market  that  no 
jreneral  direi'tions  as  to  selection  can  he  made,  hut  it  ma.v  ho 
said  that  it  is  well  to  avoid  the  reKUahle  type.  If  electric  lifihts 
are  used  in  places  where  there  are  inflammahle  vapors,  a  vajior- 
proof  lamj)  should  he  used. 

"  When  electricity  is  used  for  other  i)urposes  than  lioht- 
ing  (e.g.,  for  heating  flat-irons),  special  care  should  he  taken 
with  the  wiring  to  prevent  rai)id  wearing  of  the  insulation, 
wliich  may  easily  result  in  short  circuits.  When  the  wiring  is 
much  moved  ahout  as  in  the  use  of  flat-irons  and  electric  cut- 
ters, a  weak  spot  is  likely  to  develop  hv  frequent  hending.  This 
point  can  easily  ho  determined  in  advance,  and  should  he  pro- 
tected hy  a  coil  of  wire  or  similar  means,  so  that  a  short  hcnd 
cannot  occur. 

"  In  cases  where  current  is  used  for  heating,  jirovision 
should  he  made  against  accidentally  leaving  tlie  current  active 
when  it  is  supposed  to  he  turned  off.  The  hest  safeguard  is 
to  introduce  a  small  '  pilot  light '  in  the  circuit  at  a  point  high 
ahove  the  floor,  so  that  it  can  he  readily  seen  from  any  point 
of  the  room,  and  will  he  hurning  so  long  as  the  current  is  flow- 
ing. 

"  10.  Volatile  Oils.— The  main  sn])j)ly  of  any  volatile  oils 
used  should  he  stored  in  metal  tanks  huried  outside  the  huild- 
ing.  The  supply  may  best  he  drawn  hy  means  of  small  pumps 
designed  for  this  purpose. 

"  Benzine,  gasoline  and  naphtha  should  never  he  stored  even 
in  small  quantities  in  a  basement.  The  vapors  of  these  oils  are 
heavier  than  air,  so  that  if  stored  in  a  room  below  the  ground 
level  the  vapors  cannot  escape  to  the  outer  air.  If  it  is  neces- 
sary to  store  those  oils  in  a  room  above  the  basement,  such  a 
room  should  be  well  ventilated  at  the  floor  level.  It  should 
be  remembered  that  severe  explosions  may  result  from  these 
vapors,  and  the  selection  of  a  storage  place  should  be  made  with 
a  view  to  prevenit  as  little  danume  as  ])ossible  if  explosions 
should  occur. 

"  These  volatile  oils  should  ])e  used  directly  from  safety  cans 
of  approved  construction.  In  general  cans  containing  not  more 
than  one  pint  will  be  found  suitable  for  use  in  cleaning,  etc. 
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"  11.  Fire  Alarm. — A  tire  alarm  box  should  be  secured 
near  the  premises,  if  possible  in  the  hospital  yard,  and  in  a  con- 
spicuous place. 

"  12.  Fire  Drill. — It  is  very  important  that  the  permanent 
attendants  should  be  instructed  and  reviewed  at  intervals  in 
the  matter  of  behavior  if  a  fire  should  occur.  Tlie  principal 
points  with  which  they  should  be  very  familiar  are  knowledge 
of  location  of  exits  and  all  means  of  reaching  them,  location 
and  use  of  small  hose,  fire  doors  and  extinguishers,  and  the 
location  and  operation  of  fire  alarms.  They  should  also  know 
the  principle  of  operation  of  the  fire  doors.  They  should  under- 
stand the  importance  of  keeping  them  free  from  any  obstruction 
which  would  prevent  them  from  closing  in  case  of  fire. 

"  13.  Fire  Brigade. — If  possible,  there  should  be  an  organ- 
ization for  the  purpose  of  handling  the  larger  units  of  apparatus, 
such  as  the  hydrant  hose  streams.  The  men  composing  such  an 
organization  are  usually  engineers,  firemen,  and  such  mechanics 
as  may  be  employed. 

"  14.  WeeMy  Inspection. — It  should  be  the  duty  of  some 
one  reliable  person  to  make  an  inspection  at  least  as  often  as 
once  a  week  of  all  fire-fighting  apparatus  to  see  that  everything 
is  in  place  and  in  good  condition,  that  all  valves  are  open,  that 
no  combustible  material  is  left  near  steam  pipes,  that  all  waste 
matter  is  ])romptly  disposed  of,  and  all  fire  doors  unobstructed. 
He  should  make  a  detailed  report  to  the  superintendent  or  other 
oflScial. 

'■  1.5.  SmoMng. — It  is  desirable  that  smoking  should  be 
avoided  in  every  part  of  all  buildings.'  If  it  is  not  feasible  to 
carry  out  such  a  rule,  it  should  be  possible  at  least  to  prevent 
smoking  in  attics,  basements,  store  rooms  and  such  other  places 
where  a  fire  might  not  be  discovered  as  soon  as  started. 

"  16.  Watchman. — A  reliable  and  able-bodied  man  should 
be  employed  to  make  rounds  not  more  than  one  hour  ajiart  at 
night.  There  should  be  stations  established  at  such  ])oints 
throughout  the  buildings  that  the  watchman  in  visiting  them 
will  have  the  entire  plant  under  his  eye  in  making  a  complete 
round.  A  record  of  his  call  at  these  stations  should  be  made 
on  an  electric  or  portable  watchman's  clock,  so  that  positive  evi- 
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dence  may  be  had  that  his  visits  were  made  at  the  appointed 
times." 

From  the  report  on  "  Fire  Safety  in  Public  Schools,"  made 
to  Mayor  John  Pnrray  Mitchell  of  the  city  of  ISTew  York,  by 
Fire  Commissioner  Robert  Adamson,  I  have  abstracted  the 
following : — 

"  Each  building  should  have  a  city  fire  alarm  signal  box 
and  gongs  of  mechanical,  electro-mechanical  or  electrical  con- 
struction. 

"  Every  building  should  have  a  sufiicient  number  of  fire- 
proof stairways  and  of  exits  to  permit  of  its  occu]iants  vacating 
the  same. 

"  Every  building  should  have  at  least  two  exits,  remote  from 
each  other. 

"All  inside  stairs  should  be  built  of  fireproof  material. 

"  All  stairways  of  all  liuildings  should  be  enclosed  on  each 
floor  with  fire  and  smoke  proof  partitions  and  doors.  All  such 
doors  should  be  self-closing. 

"All  stairways  should  be  not  less  than  three  feet  wide,  and 
not  more  than  six  feet  wide  without  an  intermediate  handrail. 

"  Stairway  terminals  should  be  free  and  clear  of  any  and 
all  obstructions  that  would  interfere  with  or  retard  the  flow 
of  trafl5c  in  any  manner. 

"All  stairways,  landings  and  passageways  leading  thereto 
should  be  kept  free  from  all  loose  furniture  or  anything  that 
blocks  or  narrows  the  exits. 

"All  doors  opening  on  stairways  should  open  on  platform 
equal  to  width  of  the  door. 

"  Outside  fireproof  stairways  should  be  provided  in  build- 
ings where  present  stairways  are  insufiicient  or  inaccessible  and 
it  is  found  to  be  imju-acticable  to  build  an  inside  fireproof 
stairway. 

"All  terminals  of  outside  stairways  should  lead  to  the  street 
where  possible:  otherwise,  if  to  yard  or  court,  there  should  be 
provided  proper  fireproof  exit  to  street  without  crowding  any 
exit  used  for  other  stairways. 
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"  Half  doors  and  windows  at  openings  leading  to  fire-escapes 
should  bo  replaced  with  doors  of  at  least  6  ft.  6  in.  in  height. 

"All  clothes  closets  on  half-story  levels,  opening  on  line  of 
stairway,  should  be  discontinued,  unless  there  should  be  a 
separate  stairway  leading  thereto. 

"All  ladders  leading  to  roofs  should  be  of  the  double-rung 
type,  constructed  of  iron  and  braced  in  a  firm  and  substantial 
manner.  This  includes  all  ladders  leading  to  attics  and  those 
to  a  scuttle  or  bulkhead. 

"  Platforms  should  be  built  in  unfloored  attics,  at  location 
or  scuttle  ladders,  and  protected  with  2  x  3-inch  guard-rail. 

"  The  stairs  and  connecting  passageways  leading  from  cellar 
to  first  story  on  or  about  the  same  level  as  the  boiler-rooms 
should  be  enclosed  in  fireproof  partitions,  at  either  end  of  which 
there  should  be  fitted  a  fireproof  door,  one  of  which  should 
be  hung  on  spring  hinges  or  operated  with  an  automatic 
spring,  the  other  to  be  a  standard  automatic  fire-door,  which, 
when  open,  should  be  protected  by  a  substantial  steel  enclosure. 

"All  doors  should  be  kept  entirely  clear  of  encroaching  fur- 
niture. There  should  be  a  clear  space  at  each  door.  Loose 
furniture  should  be  removed  from  all  aisles  and  passageways, 
which  must  be  kept  clear  at  all  times. 

"  Wooden  doors  along  the  line  of  exit  stairways  should  be 
replaced  with  doors  of  fireproof  material,  provided  with  self- 
closing  devices. 

"  Where  hooks  are  used  to  hold  stairway  doors  open  they 
should  be  replaced  with  automatic  catches  or  holding  devices. 

"  Exit  signs  should  be  provided,  the  letters  and  figures  on 
which  should  be  not  less  than  four  inches  high.  AH  movable 
signs  should  be  of  substantial  material. 

"All  doorways  from  hallways  should  be  designated  by  exit 
signs,  numbered  on  all  floors  alike,  as,  for  instance,  a  stairway 
shall  be  numbered  the  same  on  all  floors.  After  all  stairways 
have  been  thus  numbered,  the  succeeding  numbers  may  be  used 
for  any  other  exits. 

"  In  all  buildings  lights  with  red  globes  should  be  provided 
over  all  exit  doors  and  stairways,  and  outside  fire-escapes  should 
be  properly  illuminated  at  night. 
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"  The  doors  of  all  exits  should  open  out. 

"  In  every  case,  where  practicable,  the  floor  areas  should 
be  divided  bv  approved  fireproof  partitious,  all  openings  in 
which  should  be  protected  by  self-<'losing  fireproof  doors. 

"Attics  and  open  cellars  should  not  be  used  for  the  storage 
of  furniture,  books,  lumber,  etc. 

■'  Special  provision  of  a  fireproof  storage  room  in  cellar  or 
basement  should  be  made  therefor. 

"  Benches  and  the  floors  about  the  same  in  carpentry  work- 
rooms should  be  kept  clear  of  all  accumulations  of  sawdust, 
shavings  and  litter  of  all  kinds. 

"All  closets  under  stairs  should  be  removed  wherever  pos- 
sible. Those  that  cannot  be  removed  should  be  vacated  and 
kept  securely  closed  against  use. 

"  Janitor's  storerooms,  in  which  supplies  such  as  oil  waste 
or  paint  are  kept,  should  be  of  metal  or  other  fireproof  material, 
with  self-closing  doors. 

"All  doors,  windows  and  transoms  in  storerooms  should  be 
of  fire-resisting  materials. 

"  Enclosure  of  fire-resisting  material,  with  proper  vents  and 
self-closing  door,  should  be  provided  for  storage  of  oils,  etc. 

"  Enclosures  of  fire-resisting  materials  should  be  provided 
for  storage  of  sawdust. 

"  Metal  receptacles,  with  automatic-closing  covers,  should 
be  provided  to  receive  waste  paper  and  refuse. 

"  Fireproof  closets,  with  self-closing  doors,  should  be  pro- 
vided for  storage  of  paints,  oils,  etc. 

"  Unprotected  wood  enclosures  should  not  be  maintained 
about  boilers,  machinery,  jinrnps,  cnalbins,  etc. 

"All  brick-enclosed  coalbins  should  be  constructed  so  as  to 
have  an  outlet  at  each  end  to  the  outer  air,  consisting  of  an 
S-inch  pipe,  so  that  air  may  circulate  through  the  same. 

"  All  wood  chutes  or  shafts  should  be  made  fireproof. 

"All  light  shafts  should  be  constructed  of  fire-resisting 
material  throughout,  or  closed  up  if  conditions  warrant. 

"All  wood  lining  under  soffits  of  stairs  should  be  covered 
with  fireproof  material. 
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"  The  eeiliiifis  of  all  boiler-rooms,  cellars  and  basements, 
and  all  wood  ceilings  of  non-fireproof  buildings  should  be  fire- 
proofed. 

"Al  boiler-rooms  should  have  two  means  of  exit ;  where  below 
ground  level,  one  to  bo  by  means  of  an  iron  ladder  to  an  area- 
way. 

"All  attics  of  non-fireproof  buildings  should  have  at  least 
one  approved  fire-stop,  with  an  additional  stop  for  all  in  excess 
of  5,000  square  feet  of  area  or  fraction  thereof.  All  doors 
through  same  should  be  fireproof  and  hung  on  strong  spring 


"  Partitions  should  be  of  plaster  board,  covered  with  26- 
gauge  metal  or  other  approved. 

"  In  large  open  attics,  where  subdivisions  are  already  made 
or  provided  for,  means  of  access  should  be  provided  to  each  of 
such  subdivisions  from  top  floors. 

"A  ventilator  or  skylight  should  be  installed  over  each  sec- 
tion, in  the  proportion  of  100  square  feet  to  5,000  feet  floor 
area,  and-  same  should  be  protected  by  wire  guards. 

"All  frame  structures  in  courtyards  should  be  removed. 

"  Steam  or  hot-water  heating  pipes  should  not  be  placed 
within  two  inches  of  any  timber  or  woodwork,  unless  the  same 
is  protected  by  a  metal  shield.  When  so  protected,  the  distance 
should  not  be  less  than  one  inch. 

"All  steam  or  hot-water  heating  pipes  passing  through  floors 
and  ceilings  of  lath  and  plastered  partitions  should  be  protected 
by  a  metal  tube  one  inch  larger  in  diameter  than  the  pipe,  hav- 
ing a  metal  cap  at  the  floor,  and  where  they  are  run  in  a  hori- 
zontal direction  between  a  floor  and  a  ceiling,  a  metal  shield 
should  be  placed  on  the  under  side  of  the  floor  over  them,  and 
on  the  sides  of  wood  beams  running  parallel  with  said  pipe. 

"All  vertical  wood  boxes  or  eastings  protecting  the  coverings 
on  steam  or  hot-water  heating  pipes  or  piping  in  which  the 
water  contained  therein  exceeds  200°  F.,  should  be  replaced 
with  metal. 

"  All  indirect  stack  enclosures  of  wood  should  be  removed 
and  replaced  with  those  of  metal  as  rapidly  ns  iiossible. 
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"All  steam  coils,  radiators  or  pipes  in  wardrobes  should  be 
protected  by  a  screen  or  heavy  wire  netting,  so  that  clothing 
may  not  come  in  contact  therewith. 

"All  steam  radiators  or  coils  in  all  halls  or  passageways 
should  be  protected  by  metal  shields.  All  vertical  steam  pipes 
and  returns  within  reach  should  be  covered  with  insulating 
material  protected  by  metal. 

"All  openings  through  floors  and  partitions  through  which 
steam  or  other  pipes  pass  should  be  made  secure  against  the 
passage  of  fire  and  smoke  by  the  use  of  non-combustible 
materials. 

Floor  registers  should  be  protected  by  a  screen  of  %-inch 
mesh  galvanized  wire,  fastened  up  close  to  the  under  side 
thereof. 

"All  gas  service  mains  should  be  fitted  with  a  stopcock  at 
or  near  the  curb. 

"  The  use  of  all  swinging  gas  brackets  for  any  purpose 
should  be  prohibited.  None  other  than  short,  stiff  brackets 
should  be  used. 

"All  brackets  in  basements,  toilets,  hallways  and  stairways 
should  be  fitted  with  detached  keys,  and  all,  including  those  in 
the  cellars,  should  be  equipped  with  wire  protectors. 

"  In  cooking  classes,  where  a  number  of  small  gas  stoves 
are  used,  teachers  should  be  cautioned  as  to  the  use  of  matches 
and  pupils  instructed  as  to  the  proper  method  of  lighting 
matches,  as  well  as  disposition  of  match  ends  after  lighting  gas. 

"  Friction  lighters  should  be  used,  where  possible,  in  place 
of  matches  in  classrooms. 

"  Rubber  hose  should  not  be  used  for  connections  for  gas 
ranges  or  gas  stoves ;  neither  for  burners,  except  for  laboratory 
tables. 

"All  woodwork  at  or  near  gas  stoves  should  be  carefully  pro- 
tected by  stone  linings  or  metal   lined  with  asbestos. 

"  Gas  stoves  or  hot  plates  should  not  be  placed  upon  a  wood- 
top  table  or  other  similar  surface,  unprotected  by  stone  or  metal, 
with  asbestos  beneath  same,  or  other  incombustible  materials. 

"  Gas  ranges  should  rest  on  a  base  of  stone,  cement'  or  26- 
gauge  metal,  lined  with  asbestos  i/4-inch  thick. 
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"All  gas-meters  should  be  provided  with  platforms  or  shelves 
of  fire-resisting  material. 

"  Combustible  material  should  not  be  stored  under  or  near 
gas-meters,  or  electrical  meters,  or  switch-boards. 

"  For  ordinary  structures  the  standard  fire-extinguishing 
appliance  equipment  should  consist  of: 

"  One  3-gal.  approved  fire  extinguisher. 

"  One  5-lb.  flat-head  axe. 

"  One  G-ft.  hook.  Fire  Department  pattern. 

"Additional  fire  extinguishers :  On  floors  where  carpentry, 
chemistry,  sewing,  etc.,  are  done,  and  in  which  combustible 
material  of  any  kind  is  stored,  one  additional  extinguisher 
should  be  provided,  and  where  such  floors  cover  areas  of  10,000 
square  feet  two  additional  extinguishers  should  be  provided. 

"  Fire  buckets:  Two  standard  fire  buckets,  10  quarts  capa- 
city, should  be  placed  in  each  carpentry  shop. 

"Automatic  sprinklers  should  be  provided  in  large  store- 
rooms or  workshops  on  first  floor  or  below,  and  in  all  chutes, 
one  being  placed  at  top  and  one  at  bottom.  All  supplies  should 
be  from  house  service. 

"  Water  connection,  with  length  of  small  hose  attached, 
should  be  placed  in  all  furnace-rooms  for  use  about  ash-pits,  and 
similar  connections  should  be  placed  where  waste  paper  or  other 
refuse  is  burned. 

"  Oil  of  any  kind  should  not  be  applied  to  wood  floors. 

"  Kerosene  oil  should  not  be  used  for  cleaning  purposes 
alone  or  combined  with  any  other  oil  or  preparation. 

"  In  the  United  States  we  are  so  prone  to  consider  the  rights 
of  the  individual  that  we  are  apt  to  overlook  the  rights  of  the 
aggregation  of  individuals.  If  laws  requiring  uniform  fire- 
resisting  building  construction  after  any  fixed  date  would  be 
enacted  and  enforced,  it  would  only  be  a  question  of  time  that 
the  benefit  would  occur  to  the  community  in  the  way  of  reduced 
fire  losses,  reduced  insurance  premiums,  and  reduced  expenses 
for  maintaining  fire-fighting  equipment  and  added  security  to 
life  and  property  interests." 

"  Statistics  show  that  in  1907  our  preventable  fire  waste, 
according  to  European  experience,  amounted  to  over  $366,- 
000,000,  or  nearly  enough  to  build  a  Panama  Canal  each  year. 
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"  Carelessness  was  found  to  be  the  cause  of  at  least  5(5  per 
cent,  of  the  fires  occurring  in  the  city  of  Boston  during  a  period 
of  twentv-five  years. 

"  Mill  construction  has  been  designated  slow-burning, 
because,  although  largely  composed  of  combustible  materials, 
intelligent  use  and  sufficient  mass  have  greatly  lessened  the 
chance  of  the  rapid  spread  of  fire,  or  the  probability  of  serious 
structural  damage  before  the  tire  can  be  brought  imder  control 
through  the  equipment  of  tire  protection  devices  which  should 
always  accompany  this  type  of  construction.  Such  equipment 
includes  watchman's  service,  automatic  sprinklers,  fire  pails, 
hose,  pumps  and  hydrants,  besides  an  efKcient  private  fire 
brigade.  It  is  these  safeguards,  coupled  with  the  better  adap- 
tion of  all  manufacturing  or  storage  buildings  to  the  risks  in- 
herent in  their  occupancy,  that  have  caused  the  losses  in  the 
older  Factory  Mutual  Fire  Insurance  Companies  to  average 
four  cents  per  hundred  dollars  annually,  as  compared  with  sixty 
cents  in  other  property  (or  a  ratio  of  one  to  fifteen),  while  the 
average  cost  of  insurance  to  the  owners  of  approved  factories 
has  been  reduced  to  less  than  seven  cents. 

The  following  notes  are  excerpts  from  a  "  Hand  Book  on 
Fire  Prevention  and  Protection,"  compiled  by  Joseph  K. 
Freitag,  and  from  various  other  sources  :^ — 

"  In  Europe  they  have  learned  that  fire  waste  emanates  in 
larger  part  from  either  criminal  indifference  or  criminal  intent, 
and  that  to  this  extent  it  is  preventable  through  laws  which  go 
directly  to  the  root  of  the  evil  by  holding  the  individual  citizen 
to  a  rigid  accountability  for  every  act  of  omission  or  commission 
which  tends  to  increase  the  danger.  In  all  parts  of  Europe 
where  the  Code  Napoleon  prevails,  the  law  of  Voisinage  holds 
the  landlord  responsible  for  his  n^ligence  to  all  concerned, 
tenants  or  neighbors,  and  if  fire  originates  from  carelessness 
of  tenant,  he  is  held  responsible  to  all  concerned,  landlord  or 
neighbors.  This  law  places  the  responsibility  where  it  belongs 
and  works  automatically  in  making  everyone  interested  in  hav- 
ing his  premises  as  safe  as  they  can  be  made  by  human  fore- 
sight." 
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"  If  our  enormous  fire  losses  were  unavoidable,  speculations 
as  to  the  improvement  of  conditions  would  be  idle,"  but  that 
such  property  losses  are  preventable  is  irrefutably  shown  by 
comparing  statistics  of  fire  losses  in  the  I'nited  States  and  in 
Europe. 

"  Eeports  of  LTnited  States'  consuls  in  Europe  show  that  the 
average  per  capita  loss  in  six  European  countries  for  a  period 
of  five  years  was  $0.33,  while  the  fire  losses  in  five  of  our  States 
during  five  years  was  $2.12  per  capita,  or  six  and  a  half  times 
as  great.  Figures  show  that  at  least  27  per  cent,  of  the  losses 
from  fire  occurring  in  the  country  resulted  from  fires  extending 
beyond  the  building  of  origin,  while  abroad,  the  jiercentage  of 
such  losses  from  the  extension  of  fires  to  other  buildings  was  a 
fraction  of  1  per  cent." 

Management. — Mr.  F.  M.  Griswold  who,  through  his  con- 
nection with  insurance  interests,  has  had  a  wide  experience  in 
fire  ]irevention  matters,  has  stated  that,  whatever  the  construc- 
tion of  a  factory  or  manufacturing  building,  or  the  nature  of 
its  occupancy,  or  the  completeness  of  its  fire  protection,  shop 
management  or  '"  good  housekeeping,"  is  the  the  most  important 
basic  element  in  fire  prevention,  the  acceptable  practice  of  which 
rociuires  the  following: — 

■■  The  enforcement  of  rules  which  will  insure  cleanliness 
throughout  the  plant  as  a  matter  of  daily  practice,  not  only  as 
a  means  by  which  the  possibility  of  fire  may  be  avoided,  but  as 
of  profit. 

"  (a)  Floor  sweepings,  greasy  papers,  oily  wiping  waste, 
paint,  rags  and  like  material,  subject  to  spontaneous  ignition, 
should  be  deposited  in  '  Standard  '  safety  cans  suitable  for  their 
reception,  the  contents  of  which  should  be  safely  disposed  of 
each  night,  preferably  to  be  burned  under  the  boiler. 

"Ashes  should  be  kept  only  in  metal  receptacles ;  should  be 
removed  from  building  each  night,  and  not  be  deposited  in  con- 
tact with  combustible  structures  or  material. 

"  (b)  Working-men's  clothes  and  overalls,  when  not  in  use, 
should  be  kept  in  ventilated  metal  closets  or  lockers  not  in  con- 
tact with  readily  combustible  material. 

"  (c)  All  combustible  process  waste  and  other  refuse  should 
be  carefully  disposed  of  by  removal  from  the  buildings  at  the 
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close  of  each  day's  work,  and  be  safely  deposited  in  locations 
not  endangering  the  plant  in  case  of  ignition  of  such  refuse. 

"  (d)  All  volatile  and  intlammable  fluids  should  be  kept  in 
and  used  from  '  Standard '  safety  cans ;  not  in  excess  of  one 
day's  supply  of  such  should  be  kept  inside  of  building  at  any 
time,  and  all  unused  portions  should  be  removed  to  a  place  of 
safety  outside  of  the  plant  at  the  close  of  the  day's  work. 

"  (e)  Watchman's  service  should  be  maintained  at  all  times 
and  the  record  of  service  be  shown  on  such  mechanical  device 
as  will  not  permit  evasion  of  duty;  records  should  be  examined 
and  checked  over,  filed  and  dated  each  day. 

"  The  principal  auxiliary  aids  in  detecting  or  extinguishing 
incipicnr  tii'cs,  or  in  coping  with  particularly  severe  fires,  or  in 
preventing  panic  and  confusion  among  employees,  consist  of 
the  following: — 

"  1.  Automatic  sprinklers.^These  should  be  ranked  first 
among  auxiliary  aids,  because  they  both  detect  and  extinguish 
fire. 

"  2.  Automatic  fire  alarms,  ranked  second  in  importance 
because  of  their  automatic  functions  in  discovering  fire. 

"3.  Other  agencies,  such  as  fire  pails;  extinguishers,  etc.; 
auxiliary  boxes ;  watchman  and  watch-clocks ;  standpipes ;  hose- 
racks  and  roof  nozzles ;  private  fire  department. 

"  4.  Discipline  of  tenants  and  upkeep  of  appliaVices,  to 
insure  instant  efficiency,  involve: 

"  Fire  drills,  and  inspection  and  maintenance  of  protective 
appliances. 

"  Sprinklers  have  been  called  '  the  greatest  economic  inven- 
tion of  the  present  generation.'  Heretofore  used  only  in  non- 
fire-resisting  buildings,  their  use  is  now  gradually  extending 
to  a  wide  range  of  fire-resisting  structures,  not  so  much  on 
account  of  the  protection  directly  afl^orded  the  buildings  as  in 
recognition  of  their  great  value  in  controlling  incipient  fires  in 
the  stock  and  contents.  A  broad  view  of  fire  protection  should 
consider  safeguards  almost  as  important  as  fire-resisting  con- 
struction per  se,  as  any  means  which  tend  to  extinguish  or  limit 
fire  are  of  incalculable  value." 

-After  the  horrible  .\sche  fire  in  ]*^ew  York  City,  Su]ierin- 
tendent  Stewart  recommended  : — 
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1.  A  fire  drill  and  private  fire  department  should  be  organ- 
ized among  the  employees  of  all  factories  to  prevent  panic  and 
extinguish  fires.  The  plan  of  organization  outlined  in  the 
recommendations  of  the  National  Fire  Protection  Association 
should  be  used  as  a  guide  for  this  purpose. 

2.  All  stairways,  or  a  sufiicient  number  of  them,  should  be 
located  in  fireproof  shafts  having  no  communication  with  the 
building,  except  indirectly  by  way  of  an  open-air  balcony  or 
vestibule  at  each  floor.  Hose  connections  attached  to  standpipes 
should  be  located  on  each  floor  in  the  stair  towers  for  public  or 
private  fire  department  use. 

3.  Stairs,  if  any  inside  the  building,  and  elevators,  should 
be  enclosed  in  shafts  of  masonry  and  have  fire  doors  at  all  com- 
munications to  floors. 

4.  The  provisions  ordinarily  necessary  for  flre  escape  towers 
might  be  somewhat  modified  in  buildings  equipped  with  a  sys- 
tem of  automatic  sprinklers  installed  according  to  the  standards 
of  the  National  Fire  Protection  Association. 

5.  Present  buildings  with  inadequate  fire-escapes  should  be 
provided  with  automatic  sprinklers  and  smoke-proof  stair 
towers,  but  additional  outside  fire-escapes  passing  in  front  of, 
or  near,  windows,  should  be  discouraged. 

6.  Automatic  sprinklers  should  be  installed  in  all  buildings 
to  control  a  fire  and  thus  ]irevent  it  from  spreading  rapidly  from 
floor  to  floor  by  way  of  outside  windows.  The  use  of  wire-glass 
in  metal  frames  for  all  exterior  windows  would  also  retard  such 
vertical  spread  of  fire,  but  not  so  effectively  as  a  complete  equip- 
ment of  automatic  sprinklers  throughout  the  building. 

A  wet-^ipe  system  is  considered  to  give  much  better  protec- 
tion against  fire  than  the  very  best  dry-pipe  system,  and  for 
this  reason  dry-pipe  systems  should  be  used  only  for  rooms  or 
buildings  which  it  is  impracticable  to  warm  during  cold  weather. 

If  an  automatic  sprinkler  fails  at  time  of  fire,  the  neighbor- 
ing heads  will  usually  check  the  fire.  If  a  dry-pipe  valve  fails, 
every  sprinkler  becomes  useless,  and  the  ruin  of  the  whole  build- 
ing may  follow.  Furthermore,  with  a  dry  system,  water  does 
not  reach  the  fire  as  ])romptly,  on  account  of  the  air  in  the  pipes. 
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FIRE    ESCAPES. 

Fire  escapes  may  be  located  either  on  the  interior  or  exterior 
of  a  building,  but  in  either  case  three  requisites  are  necessary, 
viz. : — Safety,  unobstructed  outlet,  and  access  to  the  roof. 

The  best  type  of  interior  fire-escapes  is  the  so-called  Phila- 
delphia Vestibule  type  of  Tower  Stairs,  which  consists  of  a 
stairway  enclosed  in  walls  of  brick  or  other  approved  fire-resist- 
ing material,  and  isolated  from  the  several  floors  of  the  build- 
ing, except  for  an  exterior  balcony  at  each  floor  level,  which 
forms  a  means  of  communication  through  the  open  air  between 
the  stair  towers  and  the  interior  of  the  building. 

Exterior  fire-escapes  are  generally  inefficient,  especially 
when  built  so  that  they  pass  windows,  unless  the  latter  have 
metallic  frames  and  wired  glass.  If  they  must  be  used  they  must 
be  in  the  form  of  stairs,  and  never  in  the  form  of  ladders,  because 
they  are  never  used  except  in  case  of  panic  or  danger ;  are  at 
best  of  light  construction,  and  because  of  their  unsightliness 
are  generally  placed  in  inconspicuous  locations  rather  than 
where  most  serviceable,  and  especially  because  of  their  inade- 
quate capacity.  If  they  must  be  used,  they  ought  to  be  in  the 
form  of  "  straight  runs." 

Fire-escapes.- — Stairs  should  not  be  steeper  than  45  degrees, 
balconies  not  less  than  4  ft.  wide,  entrance  door  to  be  on  floor 
level,  doors  or  window  openings  onto  or  under  fire-escapes  to 
be  metal  covered  and  wired  glass. 

OUTSIDE  HOSE COTTON,  RUBBER  LINED. 

For  use  on  the  yard  hydrants  of  the  ordinary  building,  un- 
jacketted  cotton,  rtibber-lined  hose  is  recommended.  Specify 
that  it  be  guaranteed  "  conformable  to  specifications  of  Associ- 
ated Factory  Mutual  Fire  Insurance  Companies." 

For  nine-tenths  of  the  yards  the  above  hose  is  preferable 
to  the  thicker  and  heavier  jacketted  hose  used  by  the  city  fire 
departments,  as  it  is  easier  to  handle  and  more  quickly  dried 
and  more  economical  for  the  consumer. 

By  purchasing  only  the  best,  and  giving  it  the  small  amount 
of  attention  suggested,  the  greatest  practicable  durability  will 
be  assured. 
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Experience  has  shown  that  a  good  cotton  rubber-lined  hose, 
proijerly  cared  for,  will  frequently  last  ten  or  even  fifteen  years. 

No  hose  smaller  in  diameter  than  2%  inches  should  be  used. 
The  actual  inside  diameter  of  the  so-called  2y2-inch  Underwriter 
hose  is  2%  inches. 

INSIDE  HOSE UNLINEU  LINEN. 

For  fire  hose  to  hang  up  in  dry,  warm  rooms  or  stairway 
towers  of  textile  mills,  corridors  of  office  buildings,  etc.,  we  re- 
commend unlined  linen  hose.  Specify  that  it  be  "  guaranteed 
conformable  to  the  specifications  of  the  Associated  Factory 
Mutual  Fire  Insurance  Companies." 

It  costs  less  than  half  as  much  as  good  cotton  rubber-lined 
hose,  and  if  not  used  will  last  two  or  three  times  as  long.  Its 
chief  value  is  for  short  lines  for  brief  use  inside  the  mill,  and 
it  is  best  on  account  of  its  superior  lightness,  compactness  and 
convenience  for  use  by  one  man  alone,  and  because  there  is 
little  or  no  chance  of  its  becoming  stuck  together  by  the  ordinary 
heat  of  the  rooms. 

If  jiossible,  the  stairs  and  elevators  should  be  separated.  Each 
building  should  have  at  least  two  stairways  remote  from  each 
other  and  enclosed  in  fireproof  shafts  with  fire  doors  on  the 
several  floors.  No  point  to  be  beyond  ninety  feet  from  the 
stairway. 

All  stairways  should  be  enclosed  in  fire-resisting  walls,  such 
as  brick  or  concrete,  which  should  be  rigid  for  the  proper  mount- 
ing of  free  doors,  and  stable  to  prevent  damage  on  the  stairs, 
caused  by  falling  partitions. 

If  glass  must  be  used  in  these  partitions  it  should  be  mild 
glass  set  in  cast  iron. 

Stairways  should  be  fireproof,. and  if  marble  or  slate  treads 
are  used,  cast  iron  sub-treads  or  platforms  under  the  marble 
or  slate  should  be  used. 

Experience  and  tests  have  shown  that  for  effectiveness,  re- 
liability of  operation,  durability  and  cost,  the  tin-clad  fire  doors 
with  wooden  cores  are  best.  The  horizontal  sliding  tvpe  takes 
up  the  least  room  and  has  the  simplest  closing  device,  the  single 
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swiuging  door  is  the  next  must  desirablo,  and  swiugiug  doors 
in  i)airs  are  least  desirable.  Exit  doors  should  be  of  the  swiug- 
ing type  opening  outward,  this  arrangement  heing  already  re- 
quired by  ordinance  in  several  States.  In  hospitals  and  other 
public  institutions  every  consideration  of  design  or  construc- 
tion must  be  subordinated  to  that  of  safety. 

Boiler  and  storage  rooms  should,  however,  invariably  be 
cut  off  from  the  balance  of  the  building  by  thorough  fire-resist- 
ing walls,  preferably  brick  or  concrete,  with  as  few  openings 
into  the  rest  of  the  building  as  possible.  ■  These  openings  should 
be  provided  with  automatic  self-closing  doors. 

If  possible  the  floors  above  these  boilers  should  be  of  fire- 
resisting  construction,  and  if  of  wood,  the  spaces  should  be 
filled  in  solid  with  hollow  tile,  concrete,  mineral  wool,  etc. 

Many  reputable  construction  companies  are  willing  to  install 
a  sprinkler  system  at  their  own  expense,  carry  it  until  the  re- 
duced premiums  pay  for  it.  nnd  then  deliver  it  free  and  clear 
to  you. 
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Items 

WELLESLEY  HOSPITAL,  TORONTO 


The  Wellesley  Hospital  Training  School  for  Nurses,  Toronto, 
held  its  first  g-raduating  exercises  on  October  15th.  Sir  Wil- 
liam IMnlock,  President  of  the  ]>oard,  acted  as  chairman.  The 
Rev.  Alfred  Gandier,  D.D.,  gave  the  opening  prayer,  and  after 
a  few  brief  remarks  from  the  chairman,  he  asked  for  the 
report  of  Miss  Elizabeth  G.  Flaws,  superintendent  of  the  hos- 
pital. A  summary  of  the  three  years'  work  was  given  by  Miss 
Flaws  from  the  opening  of  the  hospital  on  August  26th,  1912, 
up  to  the  present. 

The  Venerable  Archdeacon  Cody  delivered  the  address  to 
the  graduates. 

Lady  Hendrie  distributed  the  diplomas  and  school  pins. 

The.  Sir  John  Eaton  Scholarship  (senior  year)  for  general 
proficiency,  went  to'Miss  Mina  Ferguson,  of  Sault  Ste.  Marie. 

The  Herbert  A.  Britce  Scholarship  for  proficiency  in  oper- 
ating-room technique  was  won  by  Miss  Ruth  Downey^  Whitby. 
When  awarding  the  prize.  Colonel  Bruce  told  of  the  high  regard 
in  which  Canadian  nurses  are  held  back  of  the  firing  line. 
After  weeks  in  the  varioiis  hospitals  at  the  front,  he  could  say 
that  nurses  trained  in  Canada  were  the  best.  He  also  stated 
that  Canadian  hospitals  were  well  equipped  and  we  have  no 
reason  to  be  ashamed  of  them.  Just  before  he  left  he  was  told 
by  one  in  authority  that  thei-e  are  in  the  Canadian  and  British 
hospitals  45.000  empty  l)eds.  In  every  way  Canada  is  doing 
her  share  adefiuately  and  well. 

The  Sir  William  Mulock  Scholarship  in  the  intermediate 
year,  for  general  proficiency,  was  won  by  Miss  Helen  Car- 
ruthers,  Toronto,  and  Miss  Clara  Young,  Cochrane,  both  being 
equal.  The  same  thing  happened  in  the  Sir  Edmund  Osier 
Scholarship,  junior  year,  for  general  proficiency — Miss  Mabel 
Foster,  of  Bloomfield,  and  Miss  Hazel  MacTnnes,  Lindsay,  be- 
ing equal.    Tlie  donors  presented  the  prizes  and  announced  that 
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instead  of  splitting  the  award  thev  would  double  it,  so  each 
young  nurse  received  the  full  reward. 

After  singing  the  National  Anthem  the  guests  were  asked 
to  remain  for  a  cup  of  tea.  Tables  in  the  sun  parlor  and  the 
library  were  beautifully  decorated  with  flowers,  and  the  grad- 
uates received  the  congratulations  of  their  friends.  The 
graduates  are:  Misses  O.  Edna  Bastedo,  Toronto;  Ruth  Rogers 
Downey,  Whitby ;  Ethel  Mary  Hogaboom,  Toronto ;  Margaret 
E.  Duncan.  Toronto;  Jeanette  Simpson,  Brucefield;  Mary  Wil- 
limina  Ferguson,  Sault  Ste.  Marie;  AnnaM.  Stcdham.  Oshawa; 
Laura  K.  Stinson,  Toronto;  Gladys  Burns  Herod,  Toronto; 
Clarissa  Chapman  Macl^eill,  Toronto. 


HAMILTON'S  NEW  HOSPITAL 

Thk  cornerstone  of  Mount  Hamilton  Hospital  was  laid  on  24th 
September  by  His  Honor  Sir  John  S.  Hendrie.  Lieutenant- 
Governor  of  Ontario.  The  Mayor,  Controllers,  Aldermen  and 
Hospital  Governors  were  present.  Mr.  T.  H.  Pratt,  Chairman 
of  the  Board  of  Governors,  presided.  He'explained  that  after 
a  good  deal  of  discussion  the  mountain  site  had  been  agreed 
upon. 

Sir  John  expressed  his  gratitude  at  the  honor  that  had  been 
shown  him  by  the  Governors  and  the  city  in  being  requested  to 
perform  this  duty.  He,  as  Mayor  of  Hamilton,  knew  what 
important  work  had  been  done  at  the  City  Hospital,  and  con- 
gratulated the  Governors  upon  it.  He  stated  that  Hamilton's 
Hospital  was  different  from  many  others  in  respect  to  its  up- 
keep, the  city  paying  for  this  instead  of  its  being  done  by 
private  subscription.  He  congratulated  the  city  upon  the  site 
that  had  been  chosen,  and  said  it  was  one  of  the  finest  in  Canada. 

Mayor  Walters  congratulated  the  Governors  upon  the 
choice  of  site,  and  the  hospital  staff  upon  the  work  they  had 
done.  He  hoped  that  the  poor  as  well  as  the  rich  would  be 
always  welcome  at  the  institution,  as  without  the  spirit  of 
Christ  being  in  it  the  place  would  be  a  failure. 

Hamilton  is  to  be  congratulated  on  the  start  made  towards 
the  erection  of  an  up-to-date  hospital.     It  has  long  been  known 
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that  the  old  hospital  had  outlived  its  usefulness.  On  the  higli 
site  chosen  the  purity  of  the  air  is  assured;  and  the  spacious 
grounds  will  permit  of  new  buildings  as  demand  arises. 


NURSES   HOME   OPENED  FOR  OSHAWA 
HOSPITAL 


OsHAWA  has  long  been  proud  of  its  modem  and  complete  hos- 
pital, but  the  beautiful  and  modern  up-to-date  Nurses'  Home, 
which  was  formally  opened  October  29th,  includes  every  comfort 
and  convenience  for  the  nurses  of  the  Oshawa  Hospital,  the 
building  having  been  completed  within  seven  months  by  the 
Hospital  Board  through  the  active  assistance  of  the  Auxiliary. 
Miss  McWilliams,  who  has  been  the  Superintendent  for  the  past 
seven  years,  and  the  Auxiliary  members  received  during  the 
afternoon. 


EDITH  CAVELL  HOME  FOR  NURSES  PLANNED 


First  in  the  field  with  a  tangible  plan  for  an  Edith  Cavell 
memorial  in  Toronto  is  the  Western  Hospital.  At  a  meeting  of 
the  Ladies'  Board  on  November  1st,  it  was  decided  to  build  a 
nurses'  home  in  connection  with  the  hospital,  and  to  call  it  the 
Edith  Cavell  Home  for  Nurses.  It  will  be  located  at  the  comer 
of  Bathurst  Street  and  Ro8el)ery  Avenue,  on  the  hospital 
grounds,  adjacent  to  the  main  building.  Plans  and  ways  and 
means  have,  of  course,  not  yet  been  determined. 


HOSPITAL  SUPERINTENDENT  RESIGNS 


The  Governors  of  Kingston  General  Hospital  have  accepted 
the  resignation  of  Dr.  D.  A.  Coon,  as  Medical  Superintendent, 
and  appointed  Dr.  M.  F.  Coglon,  Acting  Superintendent. 
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Book  Reviews 


Fever-Nursing.  By  J.  C.  Wilson,  A.M.,  ^f.D.,  President  of 
the  Collese  of  Physieians,  Philadelphia.  Eiijhth  edition, 
revised  and  enlarged.  J.  P.  Lippineott  Company,  Phila- 
delphia and  London.     For  the  use  of  nurses. 

This  little  book  was  first  published  in  1887,  and  since  then 
the  author  says  in  his  preface,  has  required  no  less  than  seven 
revisions,  the  last  one  being  esjiecially  designed  to  meet  the  con- 
ditions induced  by  the  war  and  by  the  widening  of  the  nurse's 
sphere. 

There  are  seven  chapters,  dealing  with  the  various  classi- 
fications of  fevers,  their  effects  on  the  organs,  the  care  of  the 
patient's  body,  and  then  with  each  fever  as  it  differs  from 
the  others. 

The  qualifications  of  the  nurse  are,  as  usual  with  most 
authors,  enumerated  in  the  same  chapter  with  the  details  of 
dusting  and  ventilation. 

Quite  a  long  description  of  the  various  methods  of  fumiga- 
tion is  given,  despite  the  latest  accepted  view  that  it  is  useless. 

The  book  is  well  illustrated  with  plates  and  charts.  The 
description  of  the  treatments  is  clear  and  good,  but  it  might  be 
added,  when  giving  <-old  packs  or  other  treatments  that  depress, 
to  have  on  hand  the  pro]ier  stimulants  to  prevent  collapse. 

Tt  must  again  be  remarked,  as  regarding  many  other  books 
written  by  physicians  for  nurses,  that  the  successful  text-book 
is  the  one  in  which  the  writer  takes  the  attitude  and  viewpoint 
of  the  nurse,  for  instance  in  the  chapter  on  enteric  fever,  rela- 
tive to  perforation  or  hemorrhage.  The  nurse  must  be  told 
how  to  anticipate  these  conditions,  and  what  to  do.  when  she 
fears  they  have  happened. 

More  might  be  said,  about  vaccination,  since  it  is  a  vexed 
question  with  the  laity,  on  account  of  the  outbreak  of  tetanus 
here  and  there,  due  to  dirt  and  exposure  to  the  germs  from  horse 
stables.  The  book  is,  however,  an  excellent  reference  book  for 
the  nurses'  shelves. 
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The  Smile,  and  Hoiv  To  Add  Ten  Years  To  Your  Life.  By 
S.  S.  CtTEEiE,  Ph.D.,  Litt.D.  School  of  Expression  Book 
Dept,  Copley  Square,  Boston,  Mass. 

These  two  small  vohimes  form  attractive  and  readable  hand- 
books for  the  rapidly  enlarging  circle  of  readers  interested  in 
the  new  psychology — the  revelation  of  mental  and  spiritual 
values  in  common  things  and  the  way  to  attainment  of  the  same. 

The  first  named  volume  deals  with  the  place  of  the  smile  in 
human  expression,  its  quality,  its  effects,  its  possibilities  of 
development.  The  author  wisely  asserts  that  while  a  sense'  of 
humor  may  and  should  be  cultivated,  the  smile  develops  and 
improves  only  as  the  character  enriches  and  mellows. 

The  companion  volume  lays  down  a  common  sense  method 
of  living  in  such  fashion  as  to  make  the  most  of  life  from  the 
standpoint  of  long  and  healthy  living.  Chapters  on  physical 
exercises,  respiration,  correct  posturing,  work,  play,  and  sleep, 
summarize  the  best  and  latest  knowledge  on  these  points  as 
factors  in  right  daily  living.  The  writer  deals  with  his  subjects 
succinctly ;  the  little  books  are  bright,  distinctly  readable,  and 
full  of  pithy  suggestion. 


The  Education  of  the  Will.  By  Jules  Payot,  Litt.  D.,  Ph.D. 
Translation  by  Smith  Ely  Jolliffe.  M.D.,  Ph.D.  Funk  and 
Wagnalls  Co.     Wew  York  and  London. 

The  fact  that  this  volume,  published  first  in  1893,  is  now  in 
its  twenty-seventh  edition  is  sufficient  testimony  to  its  stable 
value  in  psychological  literature.  Many  volumes  of  similar 
nature  written  twenty  years  ago  are  now  hopelessly  obsolete 
by  reason  of  the  rajiid  advance  of  knowledge  in  the  science  with 
which  they  deal.  But  this  book  has  remained  always  in 
advance  of  development  along  the  line  of  its  teaching,  and  fills 
to-day  an  urgent  need  of  the  awakened  public.  Psychology  is 
not  onlv  rapidly  enlarging  its  place  and  importance  in  medical 
thera])eutics,  but  is  becoming  more  or  loss  to  bo  appreciated  by 
the  common  people  as  a  science  dealing  with  individual  every- 
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day  well-being.  Therefore,  readable,  understandable,  frank 
writings  snch  as  these  on  so  vital  a  tojjic  are  of  far-reaching 
benefit,  and  the  demand  for  them  is  growing  daily. 

Monsieur  Jules  Payot  writes  chiefly  concerning  the  adult,  or 
at  least  of  and  for  the  adolescent  and  early  manhood — that 
season  when  the  world  is  full  of  appeal,  enthusiasm  is  strong,  and 
the  will  is  broTight  continually  into  conflict  with  impulse.  The 
book  brings  home  the  vast  pity  that  education  of  the  will,  as  an 
art,  is  not  set  to  simple  methods  in  the  public  school  curriculum 
of  our  lands.  In  the  light  of  these  lucid  chaj^ers  it  seems  most 
essential  that  knowledge  pertaining  to  the  education  of  the  will 
should  be  imparted  in  childhood,  and  that  self  mastery  and  the 
,  way  to  reach  it  should  stand  first  in  school  studies. 

The  liook.  in  type  and  make-up  is  a  tribute  to  the  Funk  and 
Wagnalls  press. 
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DEMPSTER'S 

is  appreciated  by  discerning  people  because — 

Only  the  best  materials  are  used, 

Of  our  exclusive  process  of  fermentation. 

Of  the   exactness  of   manufacturing  methods,   assuring   bread  and    buns   of    uniform 
excellence, 

The  greatest  cleanliness  is  observed  in  the  manufacture  and  distribution. 

SWFilFE 

MADE     AND    WRAPPED     BY    MACHINERY 


GRAND  PRIZE  GRAND  PRIZE 

Panama-Pycific  Exposition  Panama-California  Exposition 

San   Francisco,    1915  San   Diego,   1915 

BAKER'S  COCOA 

18  as  aelicious  in  flavor  as  it  is  nign 
in    quality   ana    absolute    in   purity. 

All    or    our    goods    sold    in 
Canada    are    made    in    Canada 

Boolclet  of  Choice  Recipes 
sent  free  on  request. 

WALTER    BAKER    ^    CO.    LIMITED 

ESTABLISHED   1780 

MONTREAL,  CAN.  DORCHESTER,  MASS. 


When   writing:  advertisers,    please   mention   The    Hospital    World. 
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NEW  HOSPITAL  APPLIANCES,  PHARMACEUTI- 
CAL PREPARATIONS,  ETC. 


A  Letter 

Doctor. — When  consulted  by  patients  on  the  important  question 
of  the  laundry,  won't  you  bear  in  mind  the  following  facts 
regarding  Taber  Laundry  Works,  444  and  446  Bathurst  Street, 
Toronto:  Our  laundry  is  one  of  the  most  up-to-date  and  best- 
equipped  institutions  of  the  kind  in  Canada.  Every  depart- 
ment is  conducted  along  the  strictest  sanitary  lines.  Each  and 
every  piece  entrusted  to  us  is  not  only  washed  but  sterilized, 
and  dried  with  super-heated  air,  rendering  impossible  the  trans- 
mission or  existence  of  germ  life.  Taber  Laundry  Works  exer- 
cise also  the  greatest  care  in  not  taking  work  from  houses  or 
places  where  there  exists  contagious  disease.  Our  patrons  are 
protected  in  this  way  from  danger.  It  has  been  our  rule  for 
years  that  each  and  every  customer  receives  personal  attention. 
Telephone  College  83.33  and  5143  for  our  van  service.  Note. — In 
the  past  few  years  laundry  chemists  and  engineers  have  devel- 
oped the  modern  power  laundry  so  that  it  now  ranks  high  in 
the  public  service.  Sanitation  has  been  the  mainspring  of  their 
eilorts.  We  invite  professional  men  and  visitors  to  call  on  us. 
For  the  above  reasons,  we  ask  the  endorsement  of  physicians. 


An  Effective  Oral  Prophylactic 

Physicians,  when  consulted  by  patients  who  suffer  from  pyor- 
rhea should  bear  in  mind  that  Pyorrho<'ide  Powder  is  a  most 
effective  remedy.  It  retards  tartar  fomiation  and  allays  inflam- 
mation of  the  gum.  Medical  men  are  respectfully  requested 
to  trv  it  and  sec  for  themselves. 


Tarbox  Brand  Dusters 

Mkssks.  Takbox  liuoa.,  whose  advertisement  started  in  our 
October  number,  advise  us  that  their  Old  Country  orders  are 
increasing  in  size  and  frequency,  notwithstanding  the  war  con- 
ditions. 

Their  chemically  treated  dry-dusting  mops  and  dusters  seem 
to  be  especially  designed  for  the  conditions  that  prevail  in  the 
Old  Land — the  birthplace  of  polished  and  tiled  floors. 

I'he  dusting  problem  may  not  be  treated  in  the  really  refined 
homo  as  in.pul)]ic  places  where  the  dirt  can  be  merely  controlled. 
by  causing  it  to  adhere  to  the  floor  through  smearing  with  oil 
compounds. 

The  discriminating  housekeeper  is  content  only  with  the 
elimination  of  dust — sanitation  so  dictates. 
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The  Spatula  is  Mightier 
Than  The  Sword— 

especially  when  wielded  by  the  Physician,  in 
Pneumonia,  for  example,  to  spread  on  previously 
verified  and  properly  heated 


tV 


"  About  five  per  cent  of  all  physicians  still  ad- 
here to  the  theory  that  pneumonia,  being  a  so- 
called  self  limited  disease,  admits  of  no  active 
treatment,  but  requires  only  good  nursing  and 
patient  watchfulness.  The  other  ninety-five 
per  cent,  out  of  their  individual  and  collective 
experiences,  are  convinced  that,  with  prompt 
treatment  of  the  right  kind,  pneumonia  can  be 
often  greatly  lessened  in  its  severity,  shortened 
in  its  course,  or  (as  some  affirm)  actually 
aborted.  We  are  of  the  opinion  that  about 
seventy-five  per  cent  of  the  physicians  believe 
there  is  no  single  or  similar  remedial  measure 
which  equals  Antiphlogistine  in  its  prompt 
effectiveness  in  the  treatment  of  this  disease." 

(From  Pneumonia  Booklet  sent  on  fequest. ) 


Physicians  should  WRITE  "Antiphlogistine"  to  AVOID  "substitutes" 

"  There's  Only  One  Antiphlogistine" 

THE     DENVER   CHEMICAL    MFG.   CO. 
MONTREAL 


When   writing  advertisers,   please   mention   The   Hospital   World. 
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Tarbox-brand  dusters — chemically  treated  witb  a  germicidal 
salts  that  produce  just  sufficient  dampness  to  hold  the  dust  while 
working — are  a  boon  to  present  day  needs  and  efficiency. 

With  each  day's  dusting  they  produce  that  sheen  to  polished 
floors  so  pleasing  to  the  fastidious  housewife. 


Stewart's  Duplex  Safety  Pins 

How  often  in  the  day  duties  of  the  hospital  nurse  is  ti-ouble 
experienced  with  certain  makes  of  safety  pins,  through  the  head 
of  the  pin  or  the  coil  being  unprotected  and  catching  in  the 
bandage  or  gauze?  We  would  hardly  venture  an  answer  to 
this.  Surgeons  and  nurses  will  welcome  for  use  in  the  hospital 
or  in  their  obstetric  bag  Stewart's  Duplex  Safety  Pins.  They 
are  made  of  a  superior  quality  of  brass  wire  and  will  not  bend 
or  unfasten  easily.  Both  the  head  and  the  coil  are  absolutely 
protected  by  guards,  so  cannot  catch  in  the  clothing.  They  are 
also  rust  proof,  and  therefore  particularly  sviited  for  wet  dress- 
ings. They  are  jiaeked,  specially  for  hospital  use,  in  five  gross 
boxes. 


Borden's  Milk 

Physicians  will  be  gratified  to  know  that,  in  prescribing  Bor- 
den's milk,  they  have  the  best  interests  of  their  patients  at  heart, 
as  proven  by  the  following  analysis: 

Per  cent. 

Fat 9.50 

Albuminoids  (Protein)    7.84 

Milk  Sugar   ") 

Cane  Sugar    ^Carbohydrates 53.67 

Lactic  Acid    ' 

Saline  Matter  (Ash)    1.68 

Water 27.31 


100.00 


Dragees  Gelineau 

PitYsiciANs  who  are  ]iuzzled  in  the  treatment  of  epileptic  cases 
should  try  Dragees  Gelineau.  They  are  composed  of  bromide 
of  potassium,  arsenic  and  picrotoxine,  and  have  been  found 
especially  effective  in  those  cases  of  "  Fits"  that  do  not  yield 
to  other  .remedies.  They  are  procurabh^  through  any  wholesale 
drug  house,  or  from  the  Canadian  agents,  Roujier  Freres,  63 
Notre  Dame  Street  E.,  Montreal. 
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Send  for  Free  Samples 
:  of  Stewart's   Duplex  : 


Stewart's  Duplex  Safety  Pint 


Tbc  toncu' 


A/f  ADE  of  superior 
^  ■*■  higher  grade  of 
brass  wire.  Will  not 
bend  or  unfasten  eas- 
ily. Both  head  and 
coil  are  absolutely 
protected  by  the 
guards.  Rust-proof. 
We  ma.iufacture  all 
grades  and  sizes  of 
Safety  Pins.  Pack 
them  es  pre  i  ally  for 
hospital  use — 5  gross 
in  a  substantial  box 
— loose — ready  for 
use  at  a  moment's 
notice. 

Samples  and  price 
list  freeion  applica- 
tion. 

Stewart's  Paragon  Brand  "bank" 
or  toilet  pins,  packed  in  handy, 
half-pound  boxes,  are  indispen- 
sable     in      the      modern      hospital. 


CONSOLIDATED 
SAFETY  PIN  CO. 

BLOOMFIELD,  N.J..  U.S.A. 


EPILEPSY 

Dragdes 
Gelineau 


DRAGEES  GELINEAU  JSe'Ven^"' 

tka  most  rational  type,  being  an  association  of 
Bromide  of  Potassium,  Arsenic  and  Picro- 
tozine.  The  Bromide  diminishes  the  reflex  sensi- 
bility of  the  nervous  system  and  the  congestive 
predisposition  of  the  cerebrum  in  EPILEPSY. 
The  Picrotoxine  has  its  action  on  the  convulsive 
and  spasmodic  tendencies  of  neurotics,  and,  fin- 
ally, the  arsenic  is  the  repairer  of  the  nerve  cells. 
It  is  with  perfect  frankness,  and  with  the 
utmost  sincerity  that,  without  pretending  to  cure 
every  rose  of  Epilepsy,  we  recommend  to  the 
medical  profession  aELINEAXT'S  DRAGEES, 
which  have  given  to  their  inventor  the  most  com- 
plete satisfaction  for  30  years  and  have  earned 
for  him  the  gratitude  of  numerous  sufferers. 
GELINEAU'S  DEAGEES  offer  to  the  practitioner 
a  superior  weapon,  giving  him  the  possibility  of 
a  triumph  in  ordinary  cases,  and  in  all  cases  the 
certainty  of  at  least  a  marked  improvement. 

General  Agents  for   Canada: 

ROUGIEB  FBERES,    63  Notre  Dame   St.,  East, 

MONTREAL 


Gail  Borden  Eagle  Brand  Condensed  Milk 

Borden's  Evaporated  Milk  and  Borden's  Malted  Milk 

HAVE    BEEN    AWARDED   THE  :  ^^^"j 

GRAND  PRIZE 

HIGHEST  AWARD 

BY   THE   SUPERIOR   JURY   OF  THE 

Panama-Pacific  International  Exp. 

AT  SAN  FRANCISCO 
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The  New  Premises  of  The  J.  F.  Hartz  Co.,  Limited 

The  J.  F.  Haktz  Co.,  Limited,  have  taken  possession  of  their 
new  building.  24  and  2G  Hajter  Street,  Toronto,  which  is  "  just 
around  the  corner "  from  their  recently  vacated  premises  on 
Youge  Street,  and,  while  not  completely  settled  owing  to  delay 
in  installing  the  new  fixtures  in  the  ground  floor,  "  business  as 
usual  "  is  procewliug  on  the  first  floor. 

The  history  of  this  firm  shows  remarkable  progress,  having 
started  but  sixteen  years  ago  as  a  branch  house  it  was,  fifteen 

months  later,  organized  as 
an  entirely  independent 
Canadian  company,  having 
no  connection  with  any 
other  house  and  managed 
entirely  in  Toronto.  The 
first  jiremises  occupied 
ousisted  of  a  single  floor 
at  2  Richmond  Street  E. 
These  were  quickly  out- 
grown and  more  com- 
modious premises  were 
ptirchased  at  406  Yonge 
Street  which,  it  was  hoped, 
would  furnish  ample  ac- 
commodation for  many 
years  to  come.  A  short 
time  only  was  necessary, 
however,  to  demonstrate 
I he  inadequacy  of  even 
those  premises,  and  the 
new  building  is  the  logical  outcome. 

A  more  convenient  and  central  location  than  the  present 
could  hardly  have  been  found,  being  only  a  few  steps  from 
Yonge  Street,  and  only  a  few  feet  from  Terauley  Street,  also 
being  easily  accessible  from  the  new  Toronto  General  Hospital, 
Hospital  for  Sick  Children,  Toronto  University  Medical  School 
and  the  Ontario  Veterinary  College. 

Special  attention  has  been  given  to  the  planning  and  equip- 
ping of  the  pharmaceutical  laboratory,  wherein  is  produced  the 
very  complete  list  of  fine  ethical  preparations  which  have  re- 
ceived such  ready  recognition  at  the  hands  of  the  profession 
generally.  A  complete  assay  laboratory  is  part  of  the  equip- 
ment of  this  department. 

The  Hartz  Company  has  built  its  business  upon  the  only 
sure  foundation — "  ISTot  how  cheap,  but  how  good."  That  this 
is  true  is  evidenced  by  their  abimdant  success. 

The  officers  of  the  company  are: — T.  B.  James,  President 
and  General  Manager;  "R.  W.  Campbell,  1st  Vice-President; 
W.  A.  Gray,  2nd  Vice-President;  -T.  A.  Carveth,  Treasurer; 
C.  C.  MacNamara,  Secretary;  A.  A.  Stokes,  Director  of  Labora- 
tory. 
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THE  "SOVEREIGN"  WILL  BURN 
ANYTHING  THAT'S  BURNABLE 

—  and  give  from 
the  fuel  the  full 
volume  of  heat  for 
radiation. 

Hard  coal,  soft  coal, 
*  wood,  or  anything 
burnable,  makes 
useful  heating 
fuel  in  the  "Sover- 
eign." 

Large  flared  flues 
in  the  boiler  sec- 
tions, through  which 
the  heat  fumes  tra- 
vel, give  a  free  draft  with  no  possibility  of  the 
flues  becoming  clogged  with  soot  or  fine  ashes. 

TTie  ' ' Sovereig?i"  is  an  improved  hoi  water  boiler.  Do  not  instal  a  heating 
apparatus  in  your  tiew  house  until  you  have  tlioroughly  informed  yourself 
of  the  exclusive  advatifages  of  the  "Sovereign."      Write  us  for  booklet. 

TAYLOR  -  FORBES  Co.,  Limited 

Head  Office  and  Works:  Guelph,  Ont. 

Branches: 
TORONTO,    MONTREAL,    QUEBEC,   ST.  JOHN,    WINNIPEG,    VANCOUVER 
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Phillip's  Milk  of  Magnesia 

PiiiLLirs'  -Milk  oi  -Magnesia  aets  not  only  as  a  direct  antacid, 
absorbing  free  acids  which  may  be  jiresent  in  the  stomach,  but 
ako  lias  au  additional  indirect  effect  as  an  antacid,  tberebv  lead- 
ing to  an  increase  in  the  alkalescence  of  the  blood  and  other 
Huids  and  tissues  of  the  body.  This  condition  of  augmented 
alkalinity  of  the  system  has  ])roven  most  satisfactory  in  com- 
bating acid  auto-intoxication  and  the  nausea  and  constipation 
often  arising  therefrom. 

To  control  nausea  and  vomiting,  the  soothing  and  sedative 
effect  will  be  enhanced  by  pouring  the  dose  upon  finely  cracked 
ice  (about  a  wineglassful)  and  sipping  from  time  to  time. 

In  acute  poisoning  by  acids,  bichloride  of  mercury  (corrosive 
sublimate),  arsenic  (Fowler's  solution),  ])ho8phorus,  etc.,  give 
freely  undiluted  or  mixed  with  milk,  sweet  oil,  or  white  of  eggs. 


A  New  Size  Package  of  Piatt's  Chlorides 

Ax  important  move  has  been  made  by  Henry  B.  J'latt,  manu- 
facturer of  Piatt's  Chlorides,  the  Odorless  Disinfectant,  by 
placing  upon  the  market  a  small  size  package  to  retail  for 
twentv-iive  cents,  of  this  old  reliable  and  well-known  disinfec- 
tant that  lias  been  in  general  use  for  over  thirtv-four  years  by 
people  of  refinement  in  their  homes,  and  also  in  hospitals  and 
other  institutes. 

Piatt's  Chlorides  has  been  recommended  by  thousands  of 
physicians  in  their  general  practice  for  many  years.  It  is 
stronger  than  carbolic  acid,  safer  to  use,  and  being  absolutely 
odorless,  does  not  cover  one  disagreeable  odor  with  another. 


Sal  Hepatica 

Tins  preparation  is  an  agreeable  effervescent  saline  laxative 
and  uric  acid  solvent,  and  has  rapidly  gained  the  favor  of  phy- 
sicians generally.  It  is  a  combination  of  lithia  and  sodium 
phosphate  with  the  laxative  salts  similar  to  those  found  in  the 
most  famous  Euroi^ean  bitter  or  purgative  waters.  The  action 
of  the  salts  held  in  solution  in  the  "  bitter  waters  "  is  too  well 
known  to  demand  specific  elucidation,  but  their  remedial  value 
is  considerably  enhanced  by  the  addition  of  lithia  and  sodium 
phosphate.  Sal  Hepatica  can  be  employed  as  a  laxative  and 
eliminant  of  irritating  toxins  with  safety  and  satisfaction  in 
inflammatory  conditions  of  the  bowels,  and  is  worthy  of  a  promi- 
nent place  in  the  diarrheas  of  infancy  and  childhood,  and  in 
"  summer  complaints,"  which  arise  from  fermentative  and 
])Utrefactive  causes. 
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92%  OF  THE  HOSPITALS 

WHO  FAVOR  US  WITH  THEIR  PATRONAGE,  BUY 

"ABSORBON" 

The  Low-Priced  Absorbent  Cotton  of  Quality 

in  preference  to  other  brands,  because  it  is  better  value  at  the  price 

than  any  other  brand  on  this  market. 

Guaranteed  pure,  sterile — passes  through  the  same  SO  different 
operations  as  our  higher  grades — sells  lor 
less  because  made  from  short  staple  cotton 
which  costs  less  than  long  fibre  cotton 
though  quality  is  identical. 
Investigate — A  postcard  brings  samples  and 
prices  to  your  desk. 


Maplewood  Mills 

Largest  Manufacturers  in  the  World 
FALL    RIVER,    MASS. 


THE    PARTICULAR   ATTENTION    OF 
PHYSICIANS,  NURSES  AND   HOSPITALS   IS 
CALLED   TO 


itfBI^^^ 

■i 

1 

A  ALLEN  /- 
WATEfi  COOLER 

■ 

1 

• 

»    1 

^1 

The  Allen  Germ -Proof  Water 
Purifier  and  Cooler 


In  these  days,  when  the  water  supplied  in  many 
of  our  cities  is  not  what  it  ought  to  be,  the  Profession 
and,  through  it,  the  Public  will  welcome  such  a  device. 

The  ALLEN  WATER  COOLER  SERVICE,  through 
its  system  of  filtration,  guarantees  a  water  that  is  practically 
absolutely  pure.  Dr.  A.  A.  Thibaudeau  of  the  Laboratory  of 
Pathology,  University  of  Bufifalo,  states  that  "The  Allen 
Filter  can  maintain  an  efficiency  of  100  per  cent."  adding 
that  the  filter  was  allowed  to  operate  continuously  for  three 
days  and  that  no  bacterial  growth  was  found  in  the  samples  after 
48  hours'  exposure  on  plates. 

Medical  men  can  rest  assured  that,  in  recommending  the  use  of 
the  Allen  Water  Cooler  Service  to  their  patients,  they  are 
materially  hastening  their  convalescence. 

THF  DOMINION  SALES  CO.,  LIMITED 

Suite  J,  Yonge  St.  Arcade,  Toronto  Telephone  Main  3797 
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Hospital  Superintendents 

should  remember  that 

"Banner  Brand^^ 

]ams  and  Jellies 


are  ABSOLUTELY  PURE  and  made 
ONLY  FROM  FRESH  FRUIT  and 
FINEST  GRANULATED  SUGAR. 
"  BANNER  BRAND  "  Marmalade  is 
made  from  the  finest,  ripe  Seville 
Oranges. 

All  "  BANNER  BRAND  "  Goods  are 
wholesome  and  specially  suitable  for 
convalescing  patients. 

We  Will  Welcome  Hospital  Orderi 

LINDNERS   LIMITED 

340  Dufferin  Street 
Phone  Park.  2985  TORONTO 


Nothing  Can  Equal 

H-Oa:^)  Ammonia 

As  a  Cleanser 

for  HOSPITAL  SINKS,  URINALS, 
BEDPANS,  FLOORS,  GLASSWARE, 
ENAMEI.WARE,  MILK  BOTTLES, 
and  all  KITCHENWARE. 

It  will  be  found  invaluable  for  the  bathing 
of  fever  cases,  leaving  the  patient  refreshed, 
with  the  skin  velvety  and  sweet.  H-0 
AMMONIA  is  also  easily  the  beet  cleanser 
in  those  annoying  cases  of  Involuntary 
Urination,  acting  not  only  as  a  cleanser 
but  as  a  Deodorizer. 

H-O  AMMONIA  is  one  of  the  cheapest 
and  most  effective  Disinfectants,  and  Hos- 
pitals' Superintendents  should  give  it  a 
trial,  as  once  they  do,  nothing  else  will  be 
used. 

Full  particulars  and  prices  obtainable  from 

Alexander  Hutchison  &  Co. 

9  Church  Street,  Toronto 


Essentially  a 
Doctor's  Car 


'CVie  particular 
attention  of  the 
Medical 
Profession 
is  called  to 


THE   CHANDLER   CABRIOLET 

As  will  be  seen  from  the  illustration,  this  car  is  closed,  but  immediately  convertible 
into  an  attractive  roadster.  What  could  be  better  for  a  Physician  ?  The  Chandler 
Cabriolet  is  in  a  class  by  itself,  the  motor  being  the  marvelous  six  cylinder,  giving 
unbounded  flexibility  and  "power  to  burn."  It  has  electric  lighting  and  starter  (being 
equipped  with  a  Gray  &  Davis  system  throughout),  a  Rayfield  double  jet  carbure- 
tor, pressure  feed  gasoline  system,  high  tension  Bosch  magneto,  centrifugal  pump 
cooling  system,  Mercedes  type  lioneycomb  radiator,  etc.,  etc.,  in  fact  everything  to 
make  the  Chandler  Cabriolet  an  ideal  car  for  the  man  who  wants  one  that  is  up  to  date 
in  every  particular  and  that  will  stand  the  road  365  days  a  year. 
Thia  car  can  be  bought  complete  for  $21 50  from 
THE    BRINTNELL   MOTOR    CAR    LTD.,  419  Queen  St.  West,  Toronto 
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Fires  in  Hospitals  Should  he  Impossible 

IN  view  of  certain  recent  conflagrations  in  one  or  two  Public  Institutions 
in  Ontario,  it  is  important  that  Hospital  Snperintendenls  should  know 
that  such  occurrences  can  he  prevented — for  instance,  the  use  of 

Fire- Proof  Doors 

has  been  proven  to  be  the  means  of  preventing  small  fires  from  spreading 
and  saving  many  lives  that  would  otherwise  be  snuffed  out. 

If  hospital  authorities  want  doors  that  will  stand  as  a  wall  against  the 
most  intense  heat 

Specify  Lion  Standard  Fire  Doors 

They  are  regularly  inspected  and  labelled  under  the  supervision  of  The 
Underwriters'  Laboratories  Inc.,  and  equipped  with  approved  hardware 
accepted  by  Underwriters. 

DOUGLAS   BROS.,  Limited 


TORONTO 


MONTREAL 


.REG..  TRADE  J 


,  JUNE  25-12 


There  is  no  cleansiDC  preparation  better  suited  for 
use  in  an  institution  tlian 

IMPERIAL  CLEANER 

It  is  ideal  for  use  in^tiie  Pantry,  tlie  Hospital  Ward, 
the  Operatine  Theatre,  in  fact  anywhere  in  the  build- 
ine.  IMPERIAL  CLEANER  will  quickly  and  effec- 
tively cleanse  pus  basins,  operating  tables,  painted 
walls,  woodwork,  baseboards  and  furniture.  Orde^r  it 
and  you  will  not  be  disappointed. 

The  Standard  Cleanino  Products  Ltd. 

Sole   Manufacturers' 

Cor.  August  &  Bailie  Sts.  HAMILTON,  OHT. 


YOU 


A>e  interested   in   ^flXouth-heallh,  therefore 
you   must    h.tve    a   gooii    word    to    say    tor 


No  better  recommendation  need  be  offered 
than  to  repeat  that  Pvorrhocide  is  |)art  of 
the  DENTIXOL  and  PYORRHOCIDE 
METHOD,  as  practised  by  the  Pyorrho- 
cide  Clinic — the  only  Clinic  in  the  world 
devoted  exclusively  to  the  study  and  treat- 
ment of  Pyorrhea.  Pyorrhocide  Powder  is 
valuable  in  soft,  bleeding,  spongy  gum 
conditions  and  when  used  like  a  Dentifrice 
acts  as  a  safeguard  against  just  such  con- 
ditions.   

lVrUeJor"OralHygiene  in  Modern  Therapy.  " 
Prepared  specially^  for  the  Medical  Projession 
as  a  guide  in  co-operating  with  the  "Dentist. 

The  Dentinol  &  Pyorrhocide  Co., Inc. 
110-112  West  40th  street        -        New  York 
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OLD   TYME 

PURE   SAP 

MAPLE  SYRUP 

LION    BRAND 

MAPLE  BUTTER 

Two  Pure  Maple  Specialties  of  Excellent  Quality 

SOLD    EVERYWHERE 

MAPLES  LIMITED,  Toronto 


Burial  Vaults  of  Cast  Stone 

^  An  Inexpensive  and  Sani- 
tary Necessity. 

<I  These  vaults  being  her- 
metically sealed,  impervious 
to  air  and  moisture,  and  un- 
affected by  chemical  actions 
are  indestructible  and  per- 
fectly sanitary. 

^  The  surrounding  soil  and 
water    are    not    polluted    or 

infected   and    dangers   of    disease   from    this   source    are,  by  the  use   of  these 

vaults,  wholly  avoided. 

^   We  manufacture  these  vaults  at  prices  within  the  means  of  all,  and  have 
always  a  large  supply  on  hand. 

The  Toronto  Cast  Stone  Works 

Yonge  and  St.  Clair  Avenue,  Toronto 
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HOSKINS' 
HOSPITAL  BEDSTEADS 


None  Better  Can  be  Made 


BEING  the  only  firm  in  this  trade  who  manufacture  every 
component  part  of  bedsteads,  we  are  in  a  unique  posi- 
tion as  regards  quality  and  quantity  of  production  and 
knowledge  of  materials. 

^  We  are  the  largest  makers  of  metallic  bedsteads  in  the  United  Kingdom 
and  our  sixty  years'  reputation  is  upheld  in  every  bedstead  which  leaves 
our  factory. 

^  The  James'  Bedstead  (as  illustrated)  is  a  splendid  sample  of  Hoskins' 
workmanship.  It  is  an  ideal  bed  for  the  open  air  treatment  of  tuberculosis. 
It  can  be  wheeled  into  the  open  air  by  the  patient  himself  if  his  illness  is  not 
too  far  advanced. 

^  This  bed  has  a  solid  frame,  with  Ij  inch  Continuation  bows  and 
Hoskins'  patent  bolted  corners.  It  is  also  fitted  with  the  famous  extra  strong 
Hosk'ii'  galvanized  mesh  which  prevents  sagging  and  lengthens  the  life 
of  the  bed. 

^  Write  for  the  illustrated  catalogue  of  Hoskins'  Hospital  Beds,  sent  post 
free,  or  call  at  any  of  the  Canadian  branches  and  see  these  excellent  beds. 

HOSKINS  &  SEWELL,  LTD. 

BORDESLEY,  BIRMINGHAM,  ENGLAND 


AGENTS  IN   CANADA: 
Messrs.  F.  G.  Soper  Co.,  Lau^hton  Avenue,  TORONTO 
Messrs.  H.  F.  Moulden  &  Son.  Travellers'  Buildings,  WINNIPEG 
Messrs.  Morris  Bros.,  VANCOUVER,  B.C. 


When   writing  advertisers,    please   mention    The    Hospital    World. 


xxxvm 


THE    HOSPITAL    WOKLD 


Dec.,  1915 


PHOTOS    OF     FUNERAL     CHAPEL     AND    MOTOR     HEARSE     WITH 

HANDSOMELY     EQUIPPED    LIMOUSINES    FOR     PRIVATE 

AND    PUBLIC     FUNERALS 

Charge  Not  Exceeding  that  of  horse  drawn  vehicles. 
Private  Motor  Ambulance 

MOTORS   DIRECT  TO   FOREST  LAWN   MAUSOLEUM 


A.  W.  MILES 

Funeral  Director    -    396  College  St. 


Phone  C.  1752 


Phone  C.  2757 


Toronto,  Canada 
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Invalid  Chairs  and  Tricycles 

OF  EVERY  DESCRIPTION 

This  has  been  our  study  for  thirty-five  years.  We  build  chairs 
that  suit  the  requirements  of  any  case.  If  your  dealer  cannot 
supply  you,  write  us  direct  for  catalogue  No.  80,  and  prices. 


GENDRON  WHEEL  CO., 


-TOLEDO,  O.,  U.S.A. 


for  Whooping  Cough,   Spasmodic 

Croup,  Bronchitis,  Broncho 
Pneumonia,  Asthma,  Sore  Throat 

and  the  bronchial  complications  incident 
to  Scarlet  Fever  and  Measles. 


Vaporized  Cresolene  is  destructive  to  Diphtheria  bacilli  and  may  be 
advantageously  used  in  connection  with  the  treatment  of  this  disease 

Cresolene  has  twice  the  germicidal  value  of  carbolic  acid  and  is  less 
toxic.  The  vapor  is  harmless  to  the  youngest  child.  The  accompany- 
ing vaporizer  offers  a  means  of  easy  and  prolonged  treatment. 

Let  us  send  you  our  descriptive  and  test  booklet  which  gives  liberal  sample  offer. 

TUP  VAPn   rDPCni  VW   rn      «*  Cortlandt  street,  NEW  V'ORK 
inc.    VArU-V^IVCOtFLCnC   V^U.,  Leemlnc-Mllen  RuUdliiic,    Montreal,   Canada 


"AN  OUNCE  OF  PREVENTION   IS 
WORTH   A    POUND    OF    CURE" 

«  but  with  every  care 

Accidents  and  Sickness 

will  occur. 

Doctor,  why  take  chances  of  loss  of  income  by  reason  of 
accident  and  sickness,  when  you  can  be  amply  protected? 

A  Good  Prescription 

is 

An  Insurance  Policy 

in 

THE    GENERAL    ACCIDENT   ASSURANCE    COMPANY 

Head  Office— Continental  Life  Building,  Toronto 


Peleg  Howland,  Esq.,  President 


Jno.  J.   Durance,  Manager 
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A  Strictly 
Sanitary  Laundry 

Two  of  our  strong  points  are: 

Ist.  We  will  not  accept  laundry 
from  any  place  where  there 
is  contagious  disease. 

2nd.  Our  prompt  delivery. 

Ever  go  to  dress  and  find 
that  CLEAN  LINEN  you 
counted    on    hadn't    come  ? 

No  trouble  like  that  with 
the  Yorkville  Laundry 
Prompt  delivery  is  an  ab- 
solute     rule     with     us. 

Yorkville  Laundry 

45  Elm  St.,  Toronto       Phone  M.  1589 


Physicians'  Garage. 

Medical  men  shoiikl   know  that 

The  Century  Garage 

44  Carlton  Street,  Toronto 


has  ample  accommodation  tor 
Doctors'  cars,  where  they  can  be 
garaged  at  very  reasonable  rates, 
washed,  polished  and  superintended 
bv  an  expert  mechanic.  THE 
CENTURY  GARAGE  attends  to  all 
over-hauling  and  painting  at  the 
most  reasonable  prices.  All  work 
guaranteed. 

Remember  the 

Telephone    No..    North  8031 
GEORGE    SHER,   Proprietor 


Physician's  Scale. 

Designed  especially  for  use  in  Hospitals, 

in   offices   of  physicians.     Something   that  is 

essential    in  connection    with    every   private 
bathroom. 

Scale  is  ordinarily  finished  black,  with  bronze 
ornamentation,  but  is  also  furnished  in  li(rhl  colors, 
elaborately  ornamented,  with  nickel-plated  beam 
Scale  is  furnished  with  or  without  measuring  rod 
as  desired.    Write  for  prices. 


GURNEY  SCALE  GO. 

HAMILTON,  ONT. 
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While  it  is  true  that  a  most  grati- 
fying reception  is  being  given 
all  over  the  civilized  world  to 


"The  hood  that  Builds  Bonnie  Balies" 

as  an  infant  food  of  the  highest  possible  quahty, 
its  wonderful  qualities  as  a  restorative  of  great 
merit  in  convalescence  after  operations  should 
not  be  overlooked. 

Its  positive  sterility,  and  the  ease  with  which  it 
may  be  digested  by  the  youngest  infant,  and  its 
absolute  freedom  from  all  adulterants,  are  also 
its  claims  to  recognition  as  a  valuable  adjunct  in 
the  successful  building  up  of  impaired  and  weak 
digestions  and  as  a  promoter  of  that  restful  and 
health-bringing  sleep  which  follows  the  complete 
assimilation  of  a  light  and  highly  nutritive  diet. 
As  such  we  commend  it  to  the  favorable  notice 
of  both  Doctor  and  Nurse. 

Glaxo  is  manufactured  in  New  Zealand, 
the  finest  dairying  country  in  the  world, 
and  is  composed  entirely  of  the  solids  of 
the  finest  tested  milk  and  cream. 

Nothing  more  is  necessary  —  Nothing 
more  is  added ! 

Free  samples  on  request  to 


Canadian  Office  : 
418   DOMINION    BANK    BLDG. 


TORONTO 


GARBAGE    INCINERATORS 

of  the   "HEENAN"  Type 

For  use  in  hospitals 

ECONOMICAL— 

No  fuel  required  but  the  refuse  itself. 

SANITARY— 

Garbage,  etc.,  burned  at  a  high  temperature,  emitting  no 
odours  or  nuisance  of  any  kind. 

Sample  installation  in  the  nev>  Toronto  General  Hospital. 
Write  for  descriptive  literature  to 

Heenan  &  Froude  of  Canada,  Ltd. 

LAURIE   &   LAMB,   Managers 

211  Board  of  Trade  -  -  -  MONTREAL 


PHILLIPS'  MILK  OF  MAGNESIA 

"  Ihe  Perfect  Antacid" 

For    Correcting    Hyperacid    Conditions — Local    or    Systemic.       Vehicle    for    Salicylates, 

Iodides,  Balsams.  Etc. 
Of  Advantage   in   Neutralizing  tlie   Acid   oi  Co^vs'  Milk   for  Infant   and  Invalid   Feeding. 


Phillips'  Phospho-Muriate 
of  Quinine  compound 

Non-Alcoholic   Tonic  and  Reconstructive 

>Vitn  Marked  Beneficial  Action  upon  the  Nervous  System.     To  be  relied  upon  where 
a    deficiency   of   the   Phosphates   is   evident. 

THE  CHAS.  H.  PHILLIPS  CHEMICAL  CO. 

LONDON     •     NEW  YORK 

Canadian    Representatives  :    The  Wingate    Chemical   Co.,  Ltd.,    545    Notre    Dame    W., 
Montreal,  -who   tvill   be   pleased   to   send  samples   upon   request. 
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